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Introduction  to  NIST  Indices  of  NTEP  Device  Evaluations 


1 . General 

On  October  1,  2000,  the  National  Institute  of  Standards  and  Technology  Office  of  Weights  and  Measures 
(NIST  OWM)  ceased  management  of  the  National  Type  Evaluation  Program  (NTEP).  The  following  indices 
reflect  the  status  of  the  program  at  that  time;  the  policies  stated  reflect  those  while  under  NIST  management. 

At  the  request  of  the  States  and  in  the  interest  of  serving  industry,  NIST  OWM  initiated  a policy  in  January 
1 998  of  making  all  newly-issued  NTEP  Certificates  of  Conformance  (CCs)  available  on  the  Internet.  This  policy 
was  enthusiastically  received  and  accepted.  Thus,  at  the  July  1998  Annual  Meeting  of  the  National 
Conference  on  Weights  and  Measures  (NCWM),  the  NTEP  Committee  decided  to  discontinue  the  formal 
publication  of  NCWM  Publication  5 in  lieu  of  certificates  being  available  on  the  Internet.  CCs  on  the  Internet 
may  be  accessed  at  www.nist.gov/ntep.  It  is  the  intent  of  NIST  and  the  NCWM  to  have  all  NTEP  CCs  on  the 
Internet  by  July  1999.  The  Fifth  through  Tenth  Editions  of  NCWM  Publication  5 are  presently  available  for 
purchase  from  the  NCWM.  Hard  copies  of  CCs  can  also  be  obtained  from  the  manufacturer  or  from  your  local 
weights  and  measures  jurisdiction. 

Many  States  and  manufacturers,  however,  still  find  the  need  to  have  a "hard"  copy  of  indices  of  NTEP  CCs. 
The  listings  in  the  indices  that  follow  include  all  CCs  that  have  been  issued  from  January  1,  1986  through 
January  18,  2000.  The  last  column  in  the  indices  of  Sections  3,  4,  and  5 lists  the  edition  of  NCWM 
Publication  5 where  a hard  copy  of  the  certificate  can  be  found.  All  CCs  issued  after  January  1 , 1 998  will  have 
an  "I"  in  that  column  to  indicate  that  the  certificate  may  be  found  on  the  Internet.  The  indices  also  list 
EFFECTIVE  CCs.  EFFECTIVE  CCs  will  not  be  placed  on  the  Internet  until  they  are  signed  by  the  Chief  of  the 
Office  of  Weights  and  Measures  and  become  ACTIVE. 

The  policy  of  the  National  Institute  of  Standards  and  Technology  is  to  use  metric  units  of  measurement  in  all 
of  its  publications.  Since  this  publication  is  an  index  of  devices  evaluated  by  the  National  Type  Evaluation 
Program,  and  many  devices  listed  here  are  not  offered  by  the  manufacturer  in  a metric  version,  the  information 
is  listed  as  submitted  by  the  manufacturer  and  may  contain  references  only  to  inch-pound  units. 

2.  Guide  to  Certificate  Numbers  and  Letters 

CCs  are  assigned  numbers  which  identify  the  year  the  CC  was  issued  followed  by  a sequential  three  digit 
number.  For  example,  CC  number  91-083  was  the  83rd  CC  number  assigned  in  1991. 

CC  numbers  may  also  be  followed  by  one  or  more  of  the  following  identifications: 

• A Addendum 

• P Provisional 

• PN  Pre-NTEP 

• Amended  Amendment 

A Identifies  an  addendum  to  a CC  when  changes  are  made  to  the  CC's  contents.  A number 

following  the  letter  "A"  designates  the  number  of  times  an  addendum  has  been  issued  for  the 
CC.  Inconsistencies  within  the  CC  format  may  exist  in  CCs  generated  in  previous  years  before 
firm  NTEP  policy  was  established.  Standard  practice  now  dictates  the  addendum  sequence 
shown  in  the  following  examples:  91-083,  91-083A1,  91-083A2,  91-083A3,  etc. 
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PN 


Identifies  a provisional  CC.  A provisional  CC  is  issued  based  on  the  manufacturer's  data  when 
an  NTEP  participating  laboratory  performing  type  evaluation  cannot  fully  test  the  device.  The 
addenda  sequence  for  provisional  CCs  is  as  follows:  91-083P,  91-083PA1,  91-083PA2,  91- 
083PA3,  etc.  When  a provisional  CC  is  upgraded  to  a full  CC  the  P suffix  is  dropped  and  the 
standard  addendum  sequence  begins  as  follows:  91-083,  91-083A1,  91-083A2,  91-083A3, 
etc.  Provisional  and  full  CCs  are  equivalent  in  stature;  provisional  CCs  do  not  reflect  substandard 
devices.  Provisional  CCs  indicate  an  inability  on  the  part  of  NTEP  to  conduct  the  complete  list 
of  tests  specified  for  the  device. 

Identifies  a provisional  Pre-NTEP  CC  which  has  been  issued  based  on  the  NTEP  policy  of 
accepting  results  of  device  type  evaluations  conducted  by  State  jurisdictions  before  the  NTEP 
program  was  established. 


Amended  Identifies  an  amended  CC.  In  previous  years,  changes  were  made  to  CCs  to  correct  errors  or  for 
editorial  purposes.  In  these  cases  the  CC  was  identified  as  91-083  Amended,  and,  if 
superseded,  the  "Amended"  was  dropped  in  favor  of  "A"  for  an  addendum.  The  use  of  the  term 
"Amended"  has  been  dropped  and  replaced  by  the  "A";  however,  older  CCs  may  still  be 
identified  as  "Amended".  In  the  "Index  of  Device  Evaluation"  listings  in  this  publication,  "Am" 
is  used  in  place  of  "Amended". 

3.  Certificate  Status 

The  status  of  Certificates  of  Conformance  (including  pre-NTEP  and  provisional  certificates)  listed  in  Publication 
5 is  identified  with  one  of  the  following  designations: 

• ACTIVE  In  force  with  a hard  copy  of  the  CC  issued  and  distributed. 

• EFFECTIVE  Equivalent  to  ACTIVE,  but  a hard  copy  of  the  CC  has  not  yet  been  issued  and  distributed. 

Therefore,  a hard  copy  cannot  be  included  on  the  Internet. 

• INACTIVE  A CC  which  was  previously  ACTIVE  but  the  manufacturer  has  chosen  to  no  longer 

manufacture  the  device  for  commercial  use  (applications  where  Handbook  44  applies)  or 
pay  the  annual  maintenance  fee.  Devices  already  manufactured,  installed  or  in  inventory, 
but  not  yet  sold,  may  be  used,  sold,  repaired,  and  resold,  under  an  Inactive  Certificate  of 
Conformance.  An  Inactive  CC  does  not  invalidate  those  devices  already  installed  or  in  the 
distribution  pipeline  as  does  a "Withdrawn"  CC.  As  of  May,  1993  this  also  identifies  the 
status  of  provisional  load  cell  CCs  for  which  full  CCs  were  not  pursued  by  the 

manufacturer.  If  the  status  of  a certificate  is  identified  as  INACTIVE  in  the  listings,  the 

status  will  be  followed  by  the  date  the  manufacturer  declared  the  certificate  was 
INACTIVE.  This  means  that  no  devices  covered  by  the  certificate  will  be  manufactured 
for  commercial  use  after  that  date. 

• MULTI  CC  These  certificates  are  ACTIVE  CCs  which  have  been  issued  to  recognize  an  optional 

feature(s)  for  equipment  listed  on  a number  of  different  CCs.  For  example,  a MULTI  CC 
might  be  issued  to  recognize  the  use  of  a cash  acceptor  option  on  multiple  different 
models  of  retail  motor  fuel  dispensers,  each  of  which  is  covered  by  an  existing  CC. 
MULTI  CC  addenda  are  issued  as  a cost-effective  alternative  to  revising  many  separate 
CCs  to  recognize  a single  option. 


A maintenance  fee  is  not  assessed  for  MULTI  CC  certificates;  however  the  manufacturer 
must  pay  a maintenance  fee  on  the  CC  issued  to  the  basic  device  in  order  to  maintain  it 
as  an  ACTIVE  CC. 


Page  No.  1 - 2 


• WITHDRAWN  A certificate  that  has  been  found  to  have  deficiencies  in  the  type  or  when  production  of 
devices  does  not  meet  type.  The  certificate  is  no  longer  valid,  and  devices  covered  under 
the  certificate  may  no  longer  be  manufactured  or  remanufactured  for  commercial 
applications.  A Withdrawn  CC  invalidates  those  devices  already  installed  and/or  in  the 
distribution  pipeline. 

4.  Copies  of  Certificates 

Copies  of  all  ACTIVE  Certificates  of  Conformance  issued  from  January  1 , 1 986  through  December  31,1 997 
are  included  in  the  Fifth  through  Tenth  Editions  of  Publication  5.  Beginning  January  1998,  all  ACTIVE  CCs 
may  be  accessed  on  the  Internet  at  www.nist.gov/ntep.  When  an  EFFECTIVE  CC  is  an  addendum,  a hard  copy 
of  its  previous  CC  is  included  in  one  of  the  previous  editions  or  may  be  found  on  the  Internet  as  indicated  in 
the  last  column  of  the  indices. 

5.  Guidelines  for  When  Certificates  are  Required 

Each  State  determines  which  devices  require  an  NTEP  CC.  However,  based  upon  the  Handbook  44 
requirement  G-A.6.  of  the  General  Code  and  the  policies  established  through  NTEP,  the  following  guidelines 
are  usually  applicable  after  the  date  the  State  requires  devices  to  have  NTEP  CCs.  In  general,  NTEP  conducts 
evaluations  only  on  those  types  of  devices  for  which  type  evaluation  criteria  have  been  established.  If  NTEP 
CCs  are  not  available  for  some  types  of  devices  or  for  "one-of-a-kind"  devices,  the  field  enforcement  official 
should  conduct  a more  extensive  initial  inspection  of  these  devices  and  apply  all  applicable  Handbook  44 
requirements  during  the  field  inspection. 

• Devices  (1)  purchased  or  loaned  for  commercial  use,  (2)  noncommercial  devices  subsequently  placed  into 
commercial  use,  and  (3)  devices  used  for  enforcement  of  highway  weight  enforcement  laws  are  generally 
required  to  have  an  NTEP  CC.  "One-of-a-kind"  devices  must  have  prior  approval  by  the  State  Director  of 
Weights  and  Measures.  Devices  installed  before  the  State  required  devices  to  have  NTEP  CCs  may  have 
been  "grandfathered"  by  a State  prior  to  its  adoption  of  NTEP  requirements;  check  with  the  State  Weights 
and  Measures  Director. 

• Main  elements  added  to  an  existing  device,  such  as  the  replacement  of  a weighbeam  with  a load  cell  and 
digital  indicator,  must  have  an  NTEP  CC,  unless  there  are  no  NTEP  CCs  for  the  type  of  replacement 
elements  installed. 

• An  NTEP  CC  applies  only  to  the  specific  design  (model,  type,  series,  or  family)  of  a specific  manufacturer. 
The  parameters  for  a particular  family  of  devices  are  defined  on  the  CC. 

• A CC  does  not  apply  to  a similar  device  made  by  another  manufacturer  even  if  the  design  is  copied  from 
a device  with  a CC  because  the  quality  control  aspects  and  any  specialized  manufacturing  techniques  may 
not  be  a part  of  the  process  of  the  other  manufacturer.  That  device  must  be  submitted  for  a type 
evaluation. 

• A company  that  is  marketing  a device  (e.g.,  scale,  indicator,  load  cell,  etc.)  from  a manufacturer  and 
relabeling  the  device  under  its  own  name  must  submit  a separate  request  for  a CC.  The  request  must 
include  a statement  that,  except  for  the  change  in  proprietary  markings,  the  device  is  not  changed  from 
the  original  design.  The  original  manufacturer  must  also  send  an  authorization  letter. 

• If  a company  or  individual  buys  NTEP  load  cells  and  an  NTEP  indicating  element  and  then  manufactures  a 
scale  from  the  parts,  the  complete  scale  must  be  submitted  for  type  evaluation  to  assess  its  performance 
characteristics  for  compliance  with  Handbook  44.  A fully  electronic  scale  system  consists  of  three  main 
elements:  an  indicating  element,  load  cell  or  cells,  and  a weighing/load-receiving  element. 

• If  a company  or  individual  makes  changes  to  a device  to  the  extent  that  the  metrological  characteristics 
are  changed,  that  specific  device  is  no  longer  traceable  to  the  NTEP  CC. 
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• If  companies  or  individuals  repair  or  remanufacture  a device,  they  are  obligated  to  repair  or  remanufacture 
it  consistent  with  the  manufacturer's  original  design;  otherwise,  that  specific  device  is  no  longer  traceable 
to  the  NTEP  CC. 

• Load  cells  from  the  same  or  a different  manufacturer  may  be  substituted  into  a scale  provided  that  the  load 
cells  used  in  the  scale  originally  were  covered  under  a separate  CC  and  the  load  cells  to  be  substituted: 
(1)  have  been  evaluated  separately  and  have  a CC;  (2)  have  as  many  or  more  verification  scale  divisions 
for  the  same  application  as  the  load  cells  previously  used  in  the  scale;  (3)  have  a minimum  verification  scale 
division  that  is  suitable  for  the  application;  (4)  are  the  same  basic  type  as  the  load  cells  being  replaced;  (5) 
can  be  placed  in  the  scale  without  modification  to  the  basic  design  of  the  load  cell  mounting  assembly;  and 
(6)  have  a capacity  that  is  greater  than  or  not  less  than  85  percent  of  the  capacity  of  the  original  cell. 

• If  a company  modifies  the  device  by  replacing  a lever  system  with  load  cells,  complete  NTEP  evaluation 
on  the  modified  type  is  required  in  order  for  the  device  to  be  covered  by  an  NTEP  CC. 

• If  a company  converts  a device  from  mechanical  to  electro-mechanical  (i.e.,  installing  a load  cell  into 
a steelyard  rod),  the  change  is  considered  a modification  of  type  and  is  covered  by  the  CC  without 
additional  testing. 

• If  a company  wants  to  convert  a vehicle  scale  to  include  an  optional  application  for  use  as  a livestock 
scale,  the  application  as  a livestock  scale  must  be  listed  on  the  CC.  The  request  must  be  on  the 
application  when  it  is  submitted  for  testing,  or  an  application  must  be  submitted  to  add  the  livestock 
scale  option  to  an  existing  vehicle  scale  CC.  For  the  evaluation  of  a new  vehicle  scale  with  a livestock 
scale  option  or  an  addition  of  the  livestock  scale  option  to  an  existing  CC,  evaluation  of  the  livestock 
scale  must  be  performed. 
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Company  Names  and  Addresses 


A&D  Engineering 

1555  McCandless  Drive 

Milpitas,  CA  95035 

Mr.  Jerry  Wang 

(408)263-5333  FAX  (408)263-0119 

A.P.S.  - Petroleum  Equipment 

PO  Box  1198 

Anniston,  AL  36202 

Mr.  Wesley  Brown 

(205)820-2980  FAX  (205)820-2981 

Abacus  Scales 

1640  W.  Pershing  Road 

Chicago,  IL  60609 

Mr.  Jack  Cheney 

(312)847-5445  FAX  (312)847-8046 

ABB  Instrumentation,  Inc. 

125  East  County  Line  Road 

Warminster,  PA  18974 

Mr.  Dennis  Ciccarelli 
(215)674-6360  FAX  (716)674-6394 

Absco  Scale  Co. 

2901  East  Fourth  Avenue 

Columbus,  OH  43219 

Mr.  Ken  Ward 
(614)  855-9500 

Accurate  Metering  Systems,  Inc. 

1651  Wilkening  Court 

Schaumburg,  IL  60173 

Mr.  James  Vogenthaler 
(847)882-0690  FAX  (847)882-2695 

Acme  Scale  Co. 

1801  Adams  Avenue 

PO  Box  1922 

San  Leandro,  CA  94577 

Mr.  Richard  L.  Jones 
(800)233-5113  FAX  (510)638-5619 

Acme  Scale  Systems,  Inc. 

1100  N.  Villa  Avenue 

Villa  Park,  IL  60181 

Ms.  Kathleen  G.  Kienzle 
(630)833-3800  FAX  (630)833-0044 

ACOM  Inc. 

Thonghoon  Bldg.,  #479,  Uijongbu  2-Dong 

Uijongbu-Si 

Kyungki-Do,  480-012  KOREA 

Mr.  Sam  H.  Baek 

82-351-871-0193  FAX  82-351-871-0194 

ACTIVE  Scale  Manufacturing,  Inc. 

6 York  Road  P.O.Box  2145 

Brantford,  Ontario 

CANADA  N3T  5Y6 

Mr.  Mark  Nielsen 

(519)752-3701  FAX  (519)756-0267 

Adam  Equipment  Inc. 

PO  Box  1896 

New  Milford,  CT  06776 

Mr.  Jeffrey  D.  Wilson 
(860)355-4774  FAX  (860)355-4897 

Additech 

10620  Rockley  Road 

Houston,  TX  77099 

Mr.  James  Timmer 
(281)498-5954 

ADM  Processing  Company 

200  W.  19th  Avenue 

N.  Kansas  City,  MO  64116 

Mr.  Kevin  Nordhues 
(816)234-0347  FAX  (816)234-0399 

Adrian  J.  Paul  Co.,  Inc. 

PO  Box  729 

Duncan,  OK  73533 

Mr.  Jim  Doerksen 

(580)255-0081  FAX  (580)439-8803 

Advance  Scale  Company 

740  Sierra  Vista,  Suite  J 

Mountain  View,  CA  94043 

Mr.  Jim  Williamson 

(415)967-7320  FAX  (415)966-1821 

Advanced  Business  Concepts 

130  Fairlane  Drive,  P.O.  Box  256 
Industry,  PA  15052 

Mr.  John  J.  Norek 

(412)643-5253  FAX  (412)643-5253 

Agri  Systems 

1300  Minnesota  Ave. 

Billings,  MT  59101 

Mr.  Robert  Hamlin 

(406)245-6231  FAX  (406)245-6236 

Agri-Electronic  Systems,  Inc. 

12601  Eckel  Road 

Perrysburg,  OH  43551 

Mr.  Robert  Bettinger 
(419)874-3565 

Company  Names  and  Addresses 
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AGRIS  Corporation 

300  Grimes  Bridge  Road 

Roswell,  GA  30075 

Mr.  Bruce  Binnix 

(770)238-5167  FAX  (770)  643-2239 

Air-Weigh  Inc. 

459  Egan  Avenue 

Beaumont,  CA  92223 

Mr.  Ray  Muccillo 

(909)769-8692  FAX  (909)769-8695 

Alcoa  Recycling  Machinery  Services 

234  Titan  Drive 

Memphis,  TN  38109 

Mr.  Philip  Taylor 

(901)396-7161  FAX  (901)396-0268 

Alkon  Corporation 

5168  Blazer  Parkway 

Dublin,  OH  43017 

Mr.  Bob  Phare 

(614)799-0600  FAX  (614)793-0608 

Allegany  Technology  Inc. 

P.O.  Box  1744 

PPG  Rd,  Allegany  Co.  Industrial  Park 

Cumberland,  MD  21502 

Mrs.  Dina  Wilson 

(301)722-6000  FAX  (301)722-7346 

Allied  Electronics,  Inc. 

P.O.  Box  624 

2210  Farragut  Avenue 

Bristol,  PA  19007 

Mr.  Ron  Walker 

(215)788-4943  FAX  (215)785-0230 

AmCells  Co. 

6064  Corte  Del  Cedro 

Carlsbad,  CA  92009 

Dr.  Yih-Yi  Chang 

(760)431-2222  FAX  (760)431-2225 

American  Scale  Co.,  Inc. 

4338  E.  Washington  Blvd. 

Los  Angeles,  CA  90023 

Ms.  Susan  Brittingham 
(323)269-0305  FAX  (323)269-9020 

Analogic  Corporation 

8 Centennial  Drive 

Peabody,  MA  01960 

Mr.  Paresh  Oza 

(508)  977-3000  FAX  (508)  977-6805 

Angewandte  System  Technik  GmbH 
Marschnerstrasse  26 

Dresden,  D-01307  GERMANY 

Mr.  Antje  Kirsch 

(03  51)44  55-30  FAX  (03  51)4  59  40  71 

Antonson/Meto,  Inc. 

6750  Belt  Circle  Drive 

Bedford  Park,  IL  60638 

Mr.  Joe  Ulrich 
(708)  594-4300 

Apex  Scales 

12372  SE  221st  Street 

Kent,  WA  98031 

Mr.  Keith  Moyer 

(253)631-4046  FAX  (253)630-3413 

Apollo  Scales,  LLC 

4954  E.  Seventh  Street 

Joplin,  MO  64801 

Mr.  Glenn  R.  Feilner 

(402)  894-5006  FAX  (402)  894-0094 

Applied  Technology 

3125  Sterling  Circle  Ste  107 

Boulder,  CO  80301 

Mr.  William  F.  Goelz 

(303)444-3590  FAX  (303)444-8736  . 

ARBA  Retail  Systems  Corporation 

2777  Finley  Road 

Suite  15 

Downers  Grove,  IL  60515 

Ms.  Joan  Baltusis 

(708)620-8566  FAX  (708)620-8569 

Argo  Instruments,  Inc. 

212  Fort  Collier  Road 

Winchester,  VA  22603-9949 

Mr.  Dick  Wyckoff 
(609)  588-5904 

Artech  Industries,  Inc. 

1 966  Keats  Drive 

Riverside,  CA  92501 

Mr.  Manny  Bera 

(909)276-3331  FAX  (909)276-4556 

Ascom  Hasler  Mailing  Systems,  Inc. 

19  Forest  Parkway 

Shelton,  CT  06484 

Mr.  Allen  Crowe 
(203)  925-2418 

Asphalt  Drum  Mixers,  Inc. 

One  ADM  Parkway 

Huntertown,  IN  46748 

Mr.  Todd  Fellers 

(219)637-5729  FAX  (219)637-3164 

Astec 

4101  Jerome  Ave 

P.O.  Box  72787 

Chattanooga,  TN  37407 

Mr.  Mark  Harned 

(423)867-4210  FAX  (423)867-9365 
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AT&T  Global  Information  Solutions 
(formerly  NCR) 

2651  Satellite  Boulevard 

Duluth,  GA  30136 

Mr.  Dennis  Krueger 
(770)623-7743  FAX  (770)623-7827 

Atrax  Group  NZ  Limited 

111  Mays  Road 

Penrose,  Auckland,  NEW  ZEALAND 

Mr.  lain  Lindley 

64  9-634-5337  FAX  64  9-634-5339 

Auto-Control  Division 

Cardinal  Scale  Mfg.  Co. 

1604  Georgesville  Road 

Columbus,  OH  43228 

Mr.  Mack  Bailey 

(614)878-8811  FAX  (614)878-3111 

Autofill  Inc. 

4337  Pablo  Oaks  Court,  Suite  104 

Jacksonville,  FL  32224 

Mr.  Tom  Caldwell 

(904)821-1000  FAX  (904)821-0107 

AutoGas  Systems,  Inc. 

1000  N.  Walnut,  Suite  201 

New  Braunfels,  TX  781 30 

Mr.  Lance  Dowdy 

(210)620-6252  FAX  (210)620-0472 

Automated  Controls  Technology 

2838  Freetown  Emberton  Road 

Gamaliel,  KY  42140 

Mr.  Mike  Brown 

(502)487-6774  FAX  (502)487-8368 

Automation  Services  Inc. 

2549  Richmond  Road,  Suite  400 

Lexington,  KY  40509 

Mr.  Joe  Everman 

(606)266-3000  FAX  (606)266-6300 

Avery  Berkel  Group 

Foundry  Lane,  Smethwick 

West  Midland,  B66  2LP  ENGLAND 

Mr.  Brian  R.  Tildesley 

44+  0 121  607-4219  FAX  44+  0 121  607-5031 

B-Tek,  Inc. 

1510  Metric  Avenue  SW 

Canton,  OH  44706-3081 

Mr.  Jeff  Graham 

(330)471-8900  FAX  (330)471-8909 

B.C.E.  Technologies 

620  Ware  Blvd. 

Tampa,  FL  33619 

Mr.  Richard  Walker,  Jr 
(813)621-8128  FAX  (813)620-1206 

Baader  North  America  Corp. 

PO  Box  9504 

Ft.  Meyers,  FL  33906-9504 

Mr.  Carl  Peebles 
(941)561-3600 

Baker/APS 

4333  Shreveport  Hwy. 

Pineville,  LA  71360 

Mr.  Anthony  Self 

(800)551-6578  FAX  (800)845-7179 

Bass,  Inc. 

495  Byers  Road 

Miamisburg,  OH  45342-3662 

Mr.  Cary  Streng 

(937)384-2277  FAX  (937)384-2280 

Bennett  Pump  Company 

1218  E.  Pontaluna 

Spring  Lake,  Ml  49456 

Mr.  Dick  Shunta 

(231)798-1310  FAX  (231)733-0561 

Beowulf  Corporation 

1437  Winchester  Highway 

Fayetteville,  TN  37334 

Mr.  Robert  Bolling 

(931)433-0806  FAX  (931)433-6726 

Berkel  Incorporated 

One  Berkel  Drive 

La  Porte,  IN  46350-9990 

Ms.  Diana  Pinda 

(219)326-7000  FAX  (219)  325-6326 

BESSER  APPCO 

P.O.  Box  1198 

San  Antonio,  TX  78294-1 1 98 

Mr.  Byron  L.  Hensch 
(210)333-1111  FAX  (210)333-1508 

Bizerba  Canada,  Inc. 

6419  Northam  Drive 

Mississauga,  Ont. 

CANADA  L4V  1J2 

Mr.  Ian  Scott 

(905)405-0820  FAX  (905)405-0819 

Bizerba  United  States,  Inc. 

147  Ethel  Road  West 

Piscataway,  NJ  08854 

Mr.  Horst  Meister 

(732)819-0121  FAX  (732)819-0429 

BLH  Electronics,  Inc. 

75  Shawmut  Road 

Canton,  MA  02021 

Mr.  Khalil  D.  Haker 

(781)821-2000  FAX  (781)828-1451 
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Bongshin  Loadcell  Co.,  Ltd. 

273-24,  Songsudong  2-GA,  Songdonggu 

Seoul,  133-120  KOREA 

Mr.  Kwon  Ho  Yoo 

82  2 469  6663  FAX  82  2 469-6664 

Brechbuhler  Scales,  Inc. 

1424  Scale  Street  S.W. 

Canton,  OH  44706-3096 

Mr.  Jeff  Graham 

(216)453-2424  FAX  (216)453-5322 

Brooks  Instrument 

HWY  301  North,  PO  Box  450 

Statesboro,  GA  30459-0450 

Mr.  Johnny  Parrish 

(912)489-0200  FAX  (912)489-0430 

Brooks  Instrument  Division 

Emerson  Electric  Co. 

Buhler  Inc. 

1100  Xenium  Lane 

PO  Box  9497 

Minneapolis,  MN  55440-9497 

Mr.  Andreas  Thumheer 
(763)847-0305  FAX  (763)847-9913 

Business  Technologies,  Inc. 

3350  Center  Grove  Drive 

Debuque,  IA  52003-5225 

Mr.  Matthew  Heffron 
(319)556-7994  FAX  (319)  556-2512 

C & A Scale  Service,  Inc. 

Highway  183,  P.O.  Box  270 

Crescent,  IA  51526 

Mr.  Chuck  Hildreth 

(712)545-3461  FAX  (712)545-3343 

Cambridge  Scale  Works,  Inc. 

501 1 Horseshoe  Pike 

PO  Box  670 

Honey  Brook,  PA  19344 

Mr.  Larry  R.  Buckwalter 
(610)273-7040  FAX  (610)273-3612 

Canmax  Retail  Systems,  Inc. 

1111  W.  Mockingbird  Lane 

Dallax,  TX  75247-5028 

Mr.  Enzo  Lombardozzi 
(972)541-1600  FAX  (972)541-1155 

Cardinal  Scale  Mfgr.  Co. 

P.  O.  Box  151 

203  E.  Daugherty 

Webb  City,  MO  64870 

Mr.  Stephen  Langford 
(417)673-4631  FAX  (417)673-5001 

Carolina  Software 

P.O.  Box  3097 

Wilmington,  NC  28406 

Mr.  Larry  Blanton 

(91 9)  799-6767  FAX  (91 9)  799-1 1 77 

CAS  (USA)  Corporation 

99  Murray  Hill  Parkway 

East  Rutherford,  NJ  07073 

Mr.  Bill  Moutenot 

(201)933-9002  FAX  (201)933-9025 

CAS  Corporation 

482-840,  #1 9 Kanap-ri  Kwangjeok-myon 

Yangju-kun 

Kyungki-do,  SOUTH  KOREA 

Mr.  Myung-sik  Kim 

+82-351-403070  FAX  +82-351-406489 

Cash  Register  Sales,  Inc. 

2909  Anthony  Lane,  NE 

Minneapolis,  MN  55418 

Mr.  Loren  M.  Foley 

(800)333-4949  FAX  (612)781-9418 

CASIO,  INC. 

570  Mt.  Pleasant  Avenue 

Dover,  NJ  07801 

Mr.  Glenn  Deal 

(973)361-5400  FAX  (973)537-8956 

CAT  Scale  Company 

395  W.  Iowa  80  Road 

Walcott,  IA  52773 

Mr.  Gary  Lafollette 
(319)  284-6668 

CBC  (America)  Corp. 

Kubota  America  Corporation 

CBMC  Engineering  Consultants 

PO  Box  885 

Shelburne 

Nova  Scotia 

CANADA  B0T  1W0 

Mr.  Clark  Blanchard 

CCi  Scale  Company 

4435  McGrath  Street,  #313 

Ventura,  CA  93003 

Mr.  Jeremy  T.  Johnstone 
(805)658-0422  FAX  (805)658-0436 

Cedarapids,  Inc. 

916  16th  Street  NE 

Cedar  Rapids,  IA  52402 

Mr.  William  Derby 
(319)  363-3511 
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Celtron  Technologies,  Inc. 

3038  Scott  Blvd. 

Santa  Clara,  CA  95054 

Ms.  Janet  Weng 

(408)844-9888  FAX  (408)844-9288 

CEMCO,  Inc. 

Rt.  3,  Box  1 4 

Olney,  TX  76374 

Mr.  L.  F.  Perry 

(940)564-5855  FAX  (940)564-5546 

Centrodyne  Corporation  of  America 

34B  Kellogg  Road 

Essex  Junction,  VT  05452 

Mr.  Byron  Corcoran 

(802)878-5575  FAX  (802)878-0409 

Certified  Scales  Co. 

1490  West  Rincon  Street,  #L 

Corona,  CA  91720 

Mr.  Carlos  Chavando 
(909)  737-4665 

Challenger  Truck  Scales 

69th  Avenue  Industrial  Park 

Meridan,  MS  39305 

Mr.  David  W.  Quinn 
(601)483-4311 

Chronos  Richardson 

15  Gardner  Road 

Fairfield,  NJ  07004 

Mr.  Joseph  Rusignuolo 
(973)227-3522  FAX  (973)227-8139 

CMI  Weighing  Equipment 

502  S.  Kenwood  Road 

Champaign,  IL  61821 

Mr.  Bob  Young 

(800)468-5249  FAX  (217)356-3786 

Command  Data 

Dallas  Division 

605  E.  Safari  #C4 

Grand  Prairie,  TX  75050 

Mr.  Robert  A.  Graham 
(214)262-2692  FAX  (214)262-2699 

Command  Data  Incorporated 

Suite  206 

2204  Lakeshore  Drive 

Birmingham,  AL  35209-6719 

Mr.  Larry  Curtis 

(205)879-3282  FAX  (205)870-1405 

Compro  Systems,  Inc. 

200  Smiley  Drive 

St.  Albans,  WV  25177 

Ms.  Juanita  Shafer 

(304)755-3880  FAX  (304)755-3883 

COMPTROL  Computer  Control  Inc. 

5640  Tomken  Road,  Unit  4 

Mississauga 

Ontario  L4W  4P1 

CANADA  Mr.  Anthony  K.  Vienneau 
(905)238-5957  FAX  (905)238-5959 

Computer  Advice 

5758  Willow  View  Drive 

Camarillo,  CA  93010 

Mr.  Steve  Peters 

(805)482-2002  FAX  (805)389-3678 

Computer  Analysis  & Planning,  Inc. 

9424  Newburgh  Road 

Livonia,  Ml  48150-3429 

Mr.  Jan  O.  Persson 

(313)522-0750  FAX  (313)425-1380 

Computer  Software  Architects,  Inc. 

RR1 

Box  1107 

Woolwich,  ME  04579 

Mr.  Jim  Adler 

(207)443-8014  FAX  (207)443-5332 

CompuWeigh 

150  Commerce  Court 

Cheshire,  CT  06410 

Mr.  James  Gavrish 

(203)699-9000  FAX  (203)699-9488 

Concrete  Equipment  Co.  Inc. 

237  North  13th  Street 

P.O.  Box  430 

Blair,  NE  68008 

Mr.  Don  Hansen 

(402)426-4181  FAX  (402)426-4180 

CONDEC 

230  West  Coleman  Street 

Rice  Lake,  Wl  54868 

Mr.  Chris  Idzerda 

(715)234-9171  FAX  (715)234-6967 

Contrec  - USA,  LLC 

PO  Box  360595 

Birmingham,  AL  35236-0595 

Mr.  Jeff  Gaskill 

(205)987-3000  FAX  (205)987-3007 

Control  Logic  Corporation 

Rts  51  & 80  HC69  Box  17 

West  Burlington,  NY  13482-9703 

Mr.  Randy  Holdredge 
(607)965-6423  FAX  (607)965-6426 

Control  Systems  International,  Inc. 

8040  Nieman  Road 

Lenexa,  KS  66214-1523 

Mr.  Jim  Buri 

(913)599-5010  FAX  (913)599-5013 
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Control  Technology 

P.O.  Box  189 

521  Union  St 

Ryan,  IA  52330 

Mr.  Randall  Fergesen 
(319)  932-2044 

Controlled  Commerce  Integrated  Sys 
4320  North  Beltline  Road,  Suite  A205 
Irving,  TX  75038 

Mr.  Dickson  Perry 
(972)258-1506 

Cornerstone,  Inc. 

300  S.  Greenwich  Road,  #324 

Wichita,  KS  67207 

Mr.  Kim  Quastad 

(316)651-0330  FAX  (316)651-5305 

Coti,  Inc. 

122  Export  Circle 

Huntsville,  AL  35806 

Ms.  Amy  Allen 

(256)859-6010  FAX  (256)859-5024 

Creative  Automation  Company,  Inc. 

5404  Jedmed  Court 

St.  Louis,  MO  63129 

Mr.  Greg  Meyer 

(314)845-3820  FAX  (314)845-7779 

Creative  Information  Systems,  Inc. 

PO  Box  3371 

Manchester,  NH  03105-3371 

Mr.  Kevin  St.  John 

(603)627-4144  FAX  (603)926-8801 

CSC  Scientific  Company,  Inc. 

2810  Old  Lee  Highway 

Fairfax,  VA  22031 

Mr.  Tim  Conwell 

(703)876-4030  FAX  (703)280-5142 

Custom  Equipment  Design,  Inc. 

1057  Highway  80  East 

Monroe,  LA  71203 

Mr.  Charles  DeCrane 
(318)345-2222  FAX  (318)345-2260 

Daniel  Industries,  Inc. 

9720  Katy  Road 

P.O.  Box  19097 

Houston,  TX  77224 

Ms.  Rosilyn  Edwards 
(713)467-6000  FAX  (713)827-3838 

Daniel  Measurement  and  Control 

P.O.  Box  19097 

Houston,  TX  77224-9097 

Mr.  David  West 

(713)467-6000  FAX  (713)827-3300 

Daniel  Measurement  and  Control,  Inc. 

Electronics  Division 

9753  Pine  Lake  Drive  (77055),  P.O.  Box  19097 

P.O.  Box  55435 

Houston,  TX  77224 

Mr.  David  West 

Datasym,  Inc. 

435  Elgin  Street 

Brantford,  Ontario 

CANADA  N3T5Y6 

Ms.  Carolyn  Rollins 

(519)758-5800  FAX  (519)758-5600 

Demeter  Inc. 

98  S 100  E.,  Suite  A 

Fowler,  IN  47944 

Mr.  Brian  Wallpe 

(317)884-0600  FAX  (317)884-0933 

Denver  Instrument  Company 

6542  Fig  Street 

Arvada,  CO  80004 

Mr.  Don  Hunt 

(303)431-7255  FAX  (303)423-4831 

Detecto  Scale  Company 

203  East  Daugherty  Street 

Webb  City,  MO  64870 

Mr.  Stephen  Langford 
(417)673-4631  FAX  (417)673-5001 

DH  Print 

Technical  Research  Park 

Riverton,  WY  82501 

Mr.  Ron  Gripon 

(307)856-4821  FAX  (307)856-0412 

Diamond  Control  Systems 

100  Allentown  Parkway 

Suite  111 

Allen,  TX  75002 

Mr.  Robert  Diamond 
(214)727-8511  FAX  (214)727-3464 

DICKEY-john  Corporation 

PO  Box  10 

Auburn,  IL  62615 

Ms.  Cassie  Eigenmann 
(217)438-2327  FAX  (217)438-6157 

Diebold  Campus  Systems 

17621  Susana  Road 

Rancho  Dominguez,  CA  90221 

Mr.  John  Darjany 

(310)604-8739  FAX  (310)763-6308 

Digi  Matex,  Inc. 

80  Oak  Street 

Norwood,  NJ  07648 

Mr.  David  Richterich 
(201)784-3400 
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Digi  Postal  Acctronix 

8344  Melrose 

Lenexa,  KS  66214 

Mr.  David  Zander 

(913)492-3444  FAX  (913)541-1684 

Digitax  Electronics  USA,  Inc. 

297  Somerston  Road 

Yorktown  Heights,  NY  10598 

Mr.  Herb  Schwartz 
(914)  243-5311 

Dillman  Equipment,  Inc. 

Rt.  1,  Box  410,  Frenchtown  Road 

Prairie  du  Chien,  Wl  53821 

Mr.  Bruce  Dillman 
(608)  326-4820 

Division  Systems 

3957  E.  Raines  Road 

Memphis,  TN  38118 

Mr.  Steven  Rael  Muccillo 
(901)366-4220  FAX  (901)365-3934 

Doran  Scales,  Inc. 

1315  Paramount  Parkway 

Batavia,  IL  60510 

Mr.  William  A.  Snyder 
(630)879-1200  FAX  (630)879-0073 

Drafto  Corp. 

100  Pressler  Avenue 

Cochranton,  PA  16314 

Mr.  Dave  Allen 

(814)425-7445  FAX  (814)425-8048 

DRB  Systems 

PO  Box  550 

Uniontown,  OH  44685-0550 

Mr.  Ron  James 

(216)699-5889  FAX  (216)699-0909 

Dresser  Equipment  Group,  Wayne  Div. 

110W.  Woodstock  Street 

Crystal  City,  IL  60014 

Mr.  Jack  Heaver 

(815)459-1959x2604  FAX  (815)455-1478 

Dresser  Equipment  Group,  Wayne  Division 

PO  Box  1859 

124  W.  College  Avenue 

Salisbury,  MD  21801-1859 

Mr.  Mike  Gallo 

(410)546-6859  FAX  (410)548-6913 

Drum  Runner  Material  Handling  Co. 

2010  Zettler  Road 

Columbus,  OH  43232 

Ms.  Tina  Schenk 

(614)238-0388  FAX  (614)238-0389 

Dultmeier  Sales 

13808  Industrial  Road 

Box  37565 

Omaha,  NE  68137 

Mr.  Thomas  L.  Hansen 
(402)333-1444  FAX  (402)333-5546 

Dunn  & Dunn  Data  Systems,  Inc. 

1679  SW  South  Macedo  Blvd. 

P.  St.  Lucie,  FL  34984 

Ms.  Sandra  A.  Dunn 
(561)340-0199  FAX  (561)340-0204 

Duratron  Corporation 

149  Waubesa  Street 

Madison,  Wl  53704 

Mr.  John  Chesley 
(608)  246-8887 

Durline  Scales  and  Mfg.,  Inc. 

149  Waubesa  Street 

Madison,  Wl  53704-5430 

Mr.  John  G.  Chesley 
(800)882-0040  FAX  (630)246-8654 

Dyna-Tech,  Inc. 

2700  E.  Sunset,  Suite  #C-21 

Las  Vegas,  NV  89120 

Mr.  Jim  McCarty 

(702)261-9168  FAX  (702)261-9967 

E.  J.  Ward,  Inc. 

8801  Tradeway 

San  Antonio,  TX  78217 

Mr.  Russell  W.  Timmermann 
(210)824-7383  FAX  (210)824-2031 

Eastec  Corporation 

PO  Box  700580 

San  Jose,  CA  995170 

Mr.  Poen  Lu 

(408)732-9396  FAX  (408)732-9952 

Easy  Systems  Inc. 

102  Mill  Street,  PO  Box  416 

Welcome,  MN  56181-0416 

Mr.  Mark  Gaalswyk 

(507)728-8214  FAX  (507)728-8215 

Eaton  Corporation 

Pressure  Sensors  Division 

15  Durant  Avenue 

Bethel,  CT  06801 

Mr.  Rainer  Holmberg 
(203)  798-3394 

ECR  Software  Corporation 

890  West  King  Street,  Suite  206 

Boone,  NC  28607 

Mr.  David  Sprague 

(704)265-3080  FAX  (800)849-8910 
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Edlund  Company 

159  Industrial  Parkway 

P.O.  Box  929 

Burlington,  VT  05401 

Mr.  Laurence  Bartlett 
(802)862-9661  FAX  (802)862-4822 

EDO  Automotive  Natural  Gas,  Inc. 

PO  Box  39 

Milton,  Wl  53563 

Mr.  David  Duey 

(608)868-4626  FAX  (608)868-2723 

Electronic  Scales  International 

P.O.  Box  3259 

San  Luis  Obispo,  CA  93403 

Emark  Corporation 
(Address  Unknown) 

Mr.  Henry  C.  Harbers,  Jr. 

(805)544-8203  FAX  (805)543-2634 

Mr.  Ron  Walker 

Emery  Winslow  Scale  Co. 

73  Cogwheel  Lane 

Seymour,  CT  06483 

Mr.  Walter  M.  Young 
(203)881-9333  FAX  (203)881-9477 

Emery  Winslow  Scale  Company 

4530  N.  25th  Street 

Terre  Haute,  IN  47805-2513 

Mr.  John  Pidany 

(812)466-5265  FAX  (812)466-1046 

Enchanced  Checker  Interface  (ECI) 

(dba  Ralphs  Grocery  Company  & Food  4 Less) 

1200  W.  Artisia 

Campton,  CA  90220 

Mr.  Roger  Carr 

(864)244-7051  FAX  (8864)292-6807 

Engineered  Systems,  Inc.  (ESI) 

10240  Flanders  Court 

San  Diego,  AZ  92121-2901 

Mr.  Larry  Tabone 

Ensign  Systems,  Inc. 

26  North  Main  Street 

Layton,  UT  84041 

Mr.  Alan  Thurgood 

(801)546-1616  FAX  (801)546-6490 

Epelsa  International,  Inc. 

210  Tech  Drive 

Sanford,  FL  32771 

Mr.  Thomas  F.  Strasser 

(407)  330-5000  FAX  (407)  323-5402 

Ernst  & Young 

99  Wood  Avenue  South 

P.O.  Box  751 

Iselin,  NJ  08830-0471 

Mr.  David  J.  Milkosky 
(732)906-3200  FAX  (732)906-3429 

ESCO  Manufacturing,  Inc. 

ESCO  Services,  Inc. 

13901  Lynmar  Blvd. 

Tampa,  FL  33626-3124 

Mr.  George  Martin 
(813)855-9466 

Espera-Werke  GMBH 

Moltkestrasse  17-33 

47058  Duisburg,  GERMANY 

Mr.  Klaus  Wind 

49  203  30540  FAX  49  203  3054275 

Esselte  Meto 

6750  Belt  Circle  Drive 

Bedford  Parks,  IL  60638 

Mr.  Joseph  Ulrich 
(708)  594-4300 

EWA  Technologies,  Inc. 

13873  Park  Center  Road 

Herndon,  VA20171 

Mr.  Richard  B.  Friedel 
(703)  904-5700 

Exact  Equipment  Corporation 

523  Flitter  Hill  Road 

Whiteville,  NC  28472 

Mr.  Brad  Molnar 

(910)642-5913  FAX  (910)  642-8125 

Excell  Precision  Co.,  Ltd. 

6F,  No.  127,  Lane  235,Pao-Chiao  Road 

Hsin-Tien 

Hsin-Tien 

Taipei  Hsien,  R.O.C.  TAIWAN 

Ms.  Felicia  Chan 

EZ  Technologies,  Inc. 

3 Claudius  Gate 

Scarborough,  Toronto 

Ontario 

CANADA  Ml  R 3N7 

Mr.  Sarkar  Azmi 

Fabricated  Systems 
(formerly  J & S Scale  Company) 

1215  N.  Grand 

Hutchinson,  KS  67501 

Mr.  Dennis  Johnson 
(316)665-5969  FAX  (316)665-5650 

Fairbanks  Scales 

2176  Portland  Street,  Suite  1 

St.  Johnsbury,  VT  05819 

Mr.  Rick  Sicard 

(802)748-5111  FAX  (802)748-5216 

No.  2-8 


Company  Names  and  Addresses 


Fargo  Electronic  Services  Inc. 

6533  Flying  Cloud  Dr.  Ste  1 000 

Eden  Prairie,  MN  55344 

Mr.  Mark  D.  Strobel 
(612)  941-9470 

Farmchem  Corp. 

616  Madison  P.O.  Box  309 

Floyd,  IA  50435 

Mr.  Steve  McGregor 
(515)  398-2893 

Farmland  Customer  Information  Svcs 

PO  Box  1667 

Hutchinson,  KS  67504-1667 

Mr.  Steven  Rippie 

(316)663-1261  FAX  (316)663-3911 

Faure  Herman  Meter  Inc. 

1990  Post  Oak  Blvd.,  Suite  2420 

3 Post  Oak  Central 

Houston,  TX  77056 

Mr.  Kyle  M.  Barry 

(713)623-0808  FAX  (713)623-2332 

Filing  Scale  Company 

1500  Enterprise  Parkway 

Twinsburg,  OH  44087 

Mr.  Glen  Gram 

(330)425-3092  FAX  (330)425-8905 

FIRST-Weigh 

Epelsa  International,  Inc. 

210  Tech  Drive 

Sanford,  FL  32771 

Mr.  Thomas  F.  Strasser 
(407)330-5000  FAX  (407)323-5402 

Fiscal  Systems,  Inc. 

102  Commerce  Circle 

Madison,  AL  35758 

Mr.  Max  W.  Stone 
(205)  772-8920 

Fisher-Rosemount  Petroleum 

Brooks  Division 

Flagship  Corporation 

1919  Grand  Canal  Blvd.,  C2 

Stockton,  CA  95207 

Ms.  Andrea  Welk 
(209)  478-7353 

Flex-Weigh  Corporation 

3158  Condo  Court 

Santa  Rosa,  CA  95401 

Mr.  Jim  Frushour 

(707)545-0623  FAX  (707)575-1356 

Flintab,  Inc. 

(see  Flintec,  Inc.) 

Flintec,  Inc. 

18A  Kane  Industria1  Drive 

Hudson,  MA  01749 

Mr.  Rolf  P.  Haggstrom 
(978)562-4242  FAX  (978)562-0008 

Fluid  Power  Products,  Inc. 

PO  Box  400 

Tickfaw,  l_A  70466 

Mr.  Karl  Laurel 

(504)542-5200  FAX  (504)542-7394 

Flying  J Inc 

P.O.  Box  678 

Brigham  City,  UT  84302 

Mr.  Chris  Stanger 

(801)734-6400  FAX  (801)734-6556 

FMC  Smith  Meter  Inc. 

1602  Wagner  Avenue 

P.  O.  Box  10428 

Erie,  PA  16514 

Mr.  Robert  E.  Fuller 
(814)898-5433  FAX  (814)898-2910 

Foss  Food  Technology  Corp. 

(See  Foss  North  America,  Inc.) 

Foss  North  America,  Inc. 

7682  Executive  Drive 

Eden  Prairie,  MN  55344 

Mr.  Ole  Rasmussen 
(612)974-9892  FAX  (612)974-9823 

Foxboro  Company 

33  Commercial  Street,  N31-2B 

Foxboro,  MA  02035-2099 

Mr.  Wade  M.  Mattar 

(508)  549-2067  FAX  (508)  549-4068 

Francotyp-Postalia,  Inc. 

1980  University  Lane 

Lisle,  IL  60532 

Ms.  Margaret  Plett 

(630)241-9090  FAX  (631)241-9091 

Franklin  Electric 

400  E.  Spring  Street 

Bluffton,  IN  46714 

Mr.  Jason  Awad 

(219)824-8000  FAX  (219)824-2909 

Company  Names  and  Addresses 


No.  2-9 


Franzen-Hill  Corporation 

1100  North  J Street 

Tulare,  CA  93274-1939 

Mr.  Bob  J.  Hill 

(559)688-2977x3009  FAX  (559)688-1467 

G/H  Products  Corporation 

P.O.  Box  0909 

Pleasant  Prairie,  Wl  53158-0909 

Mr.  Bruce  Barber 

(414)  947-4700  FAX  (414)  947-4724 

Garnet  Manufacturing  Company 

1211  Pierce  Butler  Route 

St.  Paul,  MN  55104 

Mr.  Andrew  T.  Welter 
(651)647-5410  FAX  (651)647-5412 

Gasboy  International,  Inc. 

707  North  Valley  Forge  Road 

PO  Box  309 

Lansdale,  PA  19446-0309 

Mr.  Theodore  J.  Beck 
(215)855-4631  FAX  (215)855-0341 

Gedge  Systems 

488  Church  Street 

Richmond,  VIV  3121  AUSTRALIA 

Mr.  B.  S.  Gedge 

61-3-429  8396 

Gencor  Industries  Inc. 

5201  North  Orange  Blossom  Trail 
Orlando,  FL  32810 

Mr.  Keith  Harper 

(407)290-6000  FAX  (407)578-0577 

General  Electrodynamics  Corp. 

P.O.  Box  15008 

Arlington,  TX  76015 

Mr.  Brent  Eary 

(817)572-0366  FAX  (817)  572-0373 

General  Sensor 

13-01  Pollitt  Drive 

Fair  Lawn,  NJ  07401 

Mr.  Michael  Bisanti 

(201)797-2718  FAX  (201)797-2287 

Gerhart  Scale  Corporation 

603  Washington  Avenue 

South  Amboy,  NJ  08879 

Mr.  Steve  Braithwaite 
(908)525-1000  FAX  (908)525-9610 

Gilbarco,  Inc. 

7300  W.  Friendly  Avenue 

P.O.  Box  22087 

Greensboro,  NC  27420 

Mr.  Gordon  Johnson 

(336)  547-5375  FAX  (336)547-5516 

Global  Equipment  Marketing,  Inc. 

PO  Box  810483 

Boca  Raton,  FL  33481-0483 

Mr.  Marshall  1.  Gralnick 
(561)852-9679  FAX  (407)  750-9507 

GLOBAL  Weighing  Technologies 

5110  Old  Ellis  Road,  Suite  200 

Roswell,  GA  30076 

Mr.  Dario  Doko 

(678)393-9960  FAX  (678)393-9961 

Globe  Food  Equipment  Co. 

2268  N.  Moraine  Drive 

PO  Box  3209 

Dayton,  OH  45439 

Mr.  Hilton  Garner 

(800)347-5423  FAX  (937)299-4147 

Graco,  Inc. 

P.O.  Box  1441 

Minneapolis,  MN  55440 

Mr.  Bill  Kullman 

(612)623-6235  FAX  (612)378-3513 

Grand  Rapids  Scale  Company,  Inc. 

4215  Stafford  Avenue,  SW 

Grand  Rapids,  Ml  49548 

Mr.  Kenneth  J.  Baas 
(616)538-7080  FAX  (616)  538-7138 

Gravity  Software  Systems 

16  Patriot  Lane 

Manchester,  CT  06040 

Mr.  George  W.  Austin 
(860)646-6103  FAX  (860)610-0053 

Group-Four  Transducers  Inc. 

One  Federal  Street 

Springfield,  MA  01105 

Mr.  Steven  Torres 

(413)747-4151  FAX  (413)747-4161 

GSE  Scale  Systems 

23900  Haggerty  Road 

Farmington  Hills,  Ml  48335 

Mr.  Randall  D.  Dischinger 
(248)471-5880  FAX  (248)471-5844 

GSE/General  Weighing  Systems 

914  S.  E.  14th  Place 

Cape  Coral,  FL  33990 

Mr.  Larry  Vermillion 

(941)574-2313  FAX  (941)574-2296 

Gull  Inc. 

P.O.  Box  9400 

Smithtown,  NY  11787 

Mr.  Steve  Tiano 
(516)  231-3737 

No.  2-10 


Company  Names  and  Addresses 


Hardy  Instruments,  Inc. 

3860  Calle  Fortunada 

San  Diego,  CA  92123-1825 

Mr.  Ted  Kopczynski 
(858)278-2900  FAX  (858)278-6700 

Hasstech,  Inc. 

6985  Flanders  Drive 

San  Diego,  CA  92121-2975 

Mr.  Paul  D.  Labonte 
(619)  457-5880 

Hauck  Engineering 

1 Ponderosa  Court 

Montrose,  CO  81401 

Mr.  Joel  L.  Evans 
(303)  249-1212 

Healy  Systems,  Inc. 

17  Hampshier  Drive 

Hudson,  NH  03051 

Mr.  James  W.  Healy 
(603)  882-2472 

Hecon  Corporation 

15  Meridian  Road 

P.O.  Box  247 

Eatontown,  NJ  07724 

Mr.  Peter  Hardwick 
(908)  542-9200 

Hobart  Corporation 

Executive  Offices 

701  Ridge  Avenue 

Troy,  OH  45374-0001 

Mr.  Gary  Lameris 

(937)332-3053  FAX  (937)332-3007 

Hotter  Flow  Controls,  Inc. 

1 07  Kitty  Hawk  Lane 

PO  Box  4025 

Elizabeth  City,  NC  27906 

Mr.  Jeffrey  A.  Kelly 

(919)331-1997  FAX  (919)331-2886 

Holtgreven  Scale  & Electronics  Corp 

420  E.  Lincoln  Street 

Findlay,  OH  45840 

Mr.  Mark  Holtgreven 
(419)422-4779  FAX  (419)422-9036 

Honeyville  Metal,  Inc. 

4200  South  900  West 

Topeka,  IN  46571 

Mr.  Ora  Hochstetler 
(219)  593-2266 

Hottinger  Baldwin  Measurements,  Inc. 

19  Bartlett  Street 

Marlboro,  MA  01752 

Mr.  Randy  Hopkins 

(508)  624-4500  FAX  (508)  485-7907 

Hottinger  Baldwin  Messtechnik  GMBH 

Im  Tiefen  See  45 

D-64293  Darmstadt,  GERMANY 

Mr.  Ronald  Will 

496151/803-338  FAX  496151/803-630 

Howe  Scale  Company 

Howe  Scale  Div.,  C.  Richardson,  Inc. 

15  Gardner  Road 

Fairfield,  NJ  07004 

Mr.  Paul  Gerard 

(973)227-8510  FAX  (973)227-1106 

Husky  Corporation 

2325  Husky  Way 

Pacific,  MO  63069 

Mr.  Grenville  Sutcliffe 
(314)257-3073  FAX  (314)257-4962 

Hydroscale,  Inc. 

18  Connerty  Court 

East  Brunswick,  NJ  08816 

Mr.  Bill  R.  Hodroski 

(800)774-9376  FAX  (732)238-1515 

IBM  Corp. 

6844  Wetheridge  Drive 

Cincinnati,  OH  45230 

Mr.  Gary  Lammers 

(513)762-4360  FAX  (513)762-4873 

IBM  Corporation 

ZA9A/B650 

5601'Six  Forks  Road 

Raleigh,  NC  27609-3887 

Mr.  Gary  L.  Kennedy 
(919)301-5939  FAX  (919)301-5891 

ICL,  Inc. 

11085  North  Torrey  Pines  Road 

LaJolla,  CA  92037 

Mr.  Mitch  Goldkorn 

(858)458-5594  FAX  (858)458-5418 

Incell 

1607  Maple  Avenue 

Terre  Haute,  IN  47804 

Mr.  Peter  Herrmann 
(812)232-3676 

Indiana  Scale  Company,  Inc. 

1607  Maple  Avenue 

Terre  Haute,  IN  47804-3234 

Mr.  Fred  Herrmann 

(812)232-3676  FAX  (812)232-6876 

Industrial  Data  Systems,  Inc. 

590  W.  Freedom  Ave. 

Orange,  CA  92665 

Mr.  William  Kruschke 
(714)921-9212  FAX  (714)998-8656 

Company  Names  and  Addresses 
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Industrial  Electronics  Repair,  Inc. 

5300  South  Highway  66 

Claremore,  OK  74017 

Mr.  Richard  Young 

(918)266-1180  FAX  (918)266-1164 

Information  Systems,  Inc. 

803  Gleneagles  Court,  Suite  400 
Baltimore,  MD  21286 

Mr.  James  Manley 

(410)769-9800  FAX  (410)769-8045 

Ingersoll-Dresser  Pump  Company 

5599  East  Holmes  Road 

Memphis,  TN  38118 

Mr.  Ryan  Bergman 

(800)343-7867  FAX  (901)259-3944 

Innovax  Concepts  Corporation 

1303  Walnut  Hill  Lane 

Suite  201 

Irving,  TX  75038 

Mr.  David  Paterek 

(214)550-8371  FAX  (214)550-9269 

Integrated  Management  Systems 

21404  Headley  Lane 

Conneautville,  PA  16406 

Mr.  David  Numer 

(814)587-3922  FAX  (814)587-3336 

Intercomp  Corporation 

14465  23rd  Avenue  North 

Minneapolis,  MN  55447-3438 

Mr.  Mark  Browne 

(763)476-2531  FAX  (763)476-2613 

Interface,  Inc. 

7401  E.  Butherus  Drive 

Scottsdale,  AZ  85260 

Mr.  Ted  Haller 
(602)  948-5555 

International  Computing  Scale 

22347  LaPalma  Ave,  Suite  107 

Yorba  Linda,  CA  92887-3826 

Mr.  Dan  R.  Barger 

(909)  351  -2777  FAX  (909)  351  -081 1 

International  Weighing  Systems 

2770  Kiowa  Blvd.,  North 

Lake  Havasu  City,  AZ  86404 

Ms.  RuthAnne  DeWitt 
(520)855-6300  FAX  (520)453-9440 

Interquip 

3120  12th  Street,  NE 

Calgary,  Alberta 

CANADA  T2E  8T3 

Mr.  Terry  Krewen 

(403)735-1103  FAX  (403)735-2337 

InterSystems,  Inc. 

13330  1 Street 

Omaha,  NE  68137 

Mr.  Roger  Schaeffer 
(402)  330-1500 

Ishida  Co.  Ltd 

do  Rice  Lake  Weighing  Systems 

230  W.  Coleman  Street 

Rice  Lake,  Wl  65868 

Mr.  Chris  Idzerda 

(715)234-9171  FAX  (715)234-6967 

Ishida  Co.  Ltd. 

OSS  ID  Corporation 

PO  Drawer  1 968 

Rocky  Mount,  NC  27802 

Mr.  John  Wind 

(252)446-6177  FAX  (252)446-7694 

Ishida  Co.,  Ltd. 

51  Bentley  Street 

Markham,  Ontario 

CANADA  L3R  3L1 

Mr.  Bryn  Savage 

(416)491-7001  FAX  (905)940-1711 

iShip.com,  Inc. 

2515  140th  Avenue,  NE,  Suite  El  10 

Bellevue,  WA  98005 

Mr.  David  Bennett 

(425)602-4848  FAX  (425)602-5025 

Ivex  Corporation 

221  East  Greenwood 

P.O.  Box  399 

Grant  Park,  IL  60940 

Mr.  Jim  Timmer 

(815)465-2002  FAX  (815)465-2024 

J&S  Scale  Company 

1215  Grand  Street 

Hutchinson,  KS  67501 

Mr.  Dennis  T.  Johnson 
(316)665-5969  FAX  (316)665-5650 

J.  A.  King  Co. 

PO  Box  21225 

Greensboro,  NC  27420 

Mr.  Tom  Huff 

(919)772-9246  FAX  (910)294-9664 

JCM  American  Corporation 

410  Princeton-Hightstown  Road 

Cranbury,  NJ  08512 

Mr.  Hiroshi  Kagami 

(609)448-1700  FAX  (609)448-2666 

Jinan  Jinzhong  Electronic  Scale  Co. 

No.  147,  Yingxiangshan  Road 

Jinan 

Shandong  Province,  CHINA  250002 

Mr.  Fu  Shihan 

0531-2971354  FAX  0531-2971352 

No.  2-12 
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John  Chatillon  & Sons,  Inc. 

83-30  Kew  Gardens  Road 

Kew  Gardens,  NY  11415-1999 

Mr.  Thomas  C.  Lent 
(718)847-5000  FAX  (718)441-4365 

Jonel  Engineering 

500  East  Walnut  Ave. 

Fullerton,  CA  92632-0448 

Mr.  John  Lawson 
(714)  879-2360 

Junge  Control,  Inc. 

719  10th  Avenue  S.W. 

Cedar  Rapids,  IA  52404 

Mr.  Dave  Junge 

(319)365-0686  FAX  (319)365-3928 

JWS  Corp./Roberts  & Schaefer  Co. 

10000  W.  75th  Street,  Suite  200A 
Shawnee  Mission,  KS  66204 

Mr.  Scott  Killough 

(913)  384-0880  FAX  (913)  432-5242 

JWS  CORPORATION 

10000  W.  75th  Street,  Suite  200A 

Shawnee  Mission,  KS  66204 

Mr.  Scott  Killough 

(913)384-0880  FAX  (913)432-5242 

K-Scale,  Inc. 

21420  North  14th  Ave. 

Phoenix,  AZ  85027 

Mr.  George  R.  Mahon 
(602)  582-6386 

Kahler  Automation 

909  Winnebago  Avenue 

Fairmont,  MN  56031 

Mr.  Dennis  Turner 

(507)235-6648  FAX  (507)235-6144 

Kalamazoo  Packaging  Systems,  Inc. 

PO  Box  88141 

Grand  Rapids,  Ml  49508-9141 

Mr.  Charles  C.  Rencurrel 
(616)534-2600  FAX  (616)  534-4131 

Kanawha  Scales  & Systems,  Inc. 

P.O.  Box  569 

Rock  Branch  Industrial  Park 

Poca,  WV  25159 

Mr.  William  J.  McHale 
(304)755-8321  FAX  (304)755-3327 

Kraus  Alternate  Fuels  Inc. 

25  Paquin  Road 

Winnipeg 

Manitoba 

CANADA  R2J  3V9 

Mr.  Jim  Kohut 

Krohne  America,  Inc. 

7 Dearborn  Road 

Peabody,  MA  01960 

Mr.  R.  Barclay  Beahm 
(978)535-6060  FAX  (978)535-1720 

Krohne,  Inc. 

(see  Krohne  America,  Inc.) 

Kubota  Corporation 

Kyuhoji  Plant 

2-35,  Jinmu-cho,  Yao-city 

Osaka  Pref,  JAPAN 

Mr.  Tatsuo  Arata 

0729-93-1881  FAX  0729-93-2840 

Kyrus  Corporation 

5 Artillery  Road 

Taylors,  SC  29687 

Mr.  Joe  Myers 

(800)879-6737  FAX  (864)292-6807 

Laidlaw  Waste  Systems,  Inc. 

29201  Henry  Mayo  Drive 

Valencia,  CA  91384 

Ms.  Marcella  Buzzell 
(805)257-3655  FAX  (805)257-5730 

Libra  Systems,  Inc. 

220  Stahl  Road 

Harleysville,  PA  19438-0366 

Mr.  Kenneth  Cardy 

(215)256-1700  FAX  (215)  256-6450 

Liqua-Tech  Corporation 

3501  North  State  Street 

Ukiah,  CA  95482 

Mr.  Ed  Bruce 

(707)462-3555  FAX  (707)462-3578 

Liquid  Controls  LLC 

105  Albrecht  Drive 

Lake  Bluff,  IL  60044-2242 

Ms.  Charlene  Numrych 

(847)  295-1 050  FAX  (847)  295-1 1 70 

Liquip  Sales  Pty  Limited 

13  Hume  Road 

Smithfield,  Sydney,  NSW  AUSTRALIA  2164 

Mr.  Greg  Hamilton 

61  2 9725  1055  FAX  61  2 9609  6459 

Livestock  Marketing  Services  Corp. 

C/O  General  Computer  Systems 

9332  49th  Street,  Suite  201 

Edmonton,  Alberta  T6B  2L7 

CANADA  Mr.  Dale  Slugoski 
(800)516-9175 

Company  Names  and  Addresses 
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Livingston  Seed  Company 

880  Kinnear  Road 

Columbus,  OH  43212 

Mr.  Ken  Gunn 
(614)  488-1163 

Load  Cell  Central 

206  Main  Street 

PO  Box  91 

Monroeton,  PA  18832 

Mr.  Robert  W.  Trent 
(570)265-5015  FAX  (570)265-5148 

Loadmaster  Scale  Manufacturing 

420  E.  Lincoln  Street 

Findlay,  OH  45840 

Mr.  Mark  Holtgreven 
(419)422-4779  FAX  (419)422-9036 

Loadometer  Corporation 

3 G Nashua  Court 

Baltimore,  MD  21221 

Mr.  Gary  S.  Muhler 
(410)  574-0102 

Logtech,  Inc. 

3620  Central  Ave.  NE 

Minneapolis,  MN  55418-1343 

Mr.  Randy  K.  Dahl 

(612)638-9045  FAX  (612)638-9104 

Louisiana  Dept,  of  Trans.  & Dev. 

1201  Capitol  Access  Rroad 

Baton  Rouge,  LA  70802 

Major  Mac  Linton 

(225)377-7100  FAX  (225)  377-7177 

LTS  Scale 

1 500  Enterprise  Parkway 

Twinsburg,  OH  44087 

Mr.  Glen  Gram 

(330)425-3092  FAX  (330)425-8905 

M-R  Brand  Scale  Mfg. 

1600  E.  Highway  96 

Scott  City,  KS  67871 

Mr.  Howard  G.  Gamble 
(316)872-5559  FAX  (316)872-5183 

M-R  Brand  Scale  Mfg.,  Inc. 

P.O.  Box  1135 

Syracuse,  KS  67878-1135 

Mr.  Frank  Morris 
(316)  275-0500 

MAIL  BOXES  ETC. 

6060  Cornerstone  Court  West 

San  Diego,  CA  92121 

Ms.  Dee  Dee  Sparks 
(619)455-8836  FAX  (619)  546-7488 

Management  Solutions,  Inc. 

5351  So.  Roslyn  Street,  Suite  200 

Greenwood,  CO  801 1 1 

Mr.  Chris  L.  Van  Matre 
(303)773-9300  FAX  (303)773-1981 

Mantle  Industries,  Inc. 

1100  Yew  Street 

Blaine,  WA  98230 

Mr.  John  Wasilewski 
(360)332-5276  FAX  (360)332-5277 

Marconi  Commerce  Systems  Inc 

7300  W.  Friendly  Avenue 

PO  Box  22087 

Greensboro,  NC  27420 

Mr.  Gordon  Johnson 
(336)547-5375  FAX  (336)547-5516 

Marcum  Fuel  Systems,  Inc. 

1675  Broadway,  Suite  2150 

Denver,  CO  80202-4621 

Mr.  James  Foster 

(303)592-5555  FAX  (303)592-5556 

Marel  USA,  Inc. 

9900  Pflumm  Road,  Suite  36 

Lenexa,  KS  66215 

Mr.  Sigurpall  Jonsson 
(913)888-9110  FAX  (913)888-9124 

Mars  Scale  Industries  Inc. 

699  Petrolia  Road 

North  York,  Ontario 

CANADA  M3J  2N6 

Mr.  Leon  Marants 

(416)667-9557  FAX  (416)667-9943 

Marsh  Scale,  Inc. 

350  S.  18th  Street 

Abilene,  TX  79602-4906 

Mr.  D.  Jack  Marsh 
(915)  692-3751 

Massload  Technologies 
(Prairie  Systems  & Equipment  Ltd.) 

301  47th  Street  East 

Saskatoon,  Sask.  S7K  5H2 

CANADA  Mr.  Gary  Woo 
(306)242-2020  FAX  (306)931-1991 

Mathews  Ready  Mix  Inc. 

7516  Hammonton  Road 

Marysville,  CA  95901 

Mr.  John  Clark 
(530)  741-1211 

McNeilus  Truck  & Mfg.  Inc. 

P.O.  Box  70 

Dodge  Center,  MN  55927 

Mr.  Jim  Horton 
(507)  374-6321 

No.  2-14 
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Mead  Fine  Paper 

401  S.  Paint  Street 

Chillicothe,  OH  45601 

Ms.  Mary  A.  Wilgus 
(614)772-3574  FAX  (614)772-0008 

Measurement  Specialists 

690  Discovery  Drive  NW 

Huntsville,  AL  35806-2802 

Mr.  Terry  Clark 

(800)899-9988  FAX  (407)952-8016 

Measurement  Systems  International 

14240  Interurban  Avenue  South 

Seattle,  WA  98168 

Mr.  David  Taylor 

(206)433-0199  FAX  (206)244-8470 

Meier  Sales  and  Engineering,  Inc. 

1821  University  Ave.,  Suite  179N 

St.  Paul,  MN  55104 

Mr.  A.  J.  Meier 

(612)641-7234  FAX  (612)659-0608 

Merrick  Corporation 

10  Arthur  Drive 

Lynn  Haven,  FL  32444 

Mr.  Joe  Tannehill 

(904)265-3611  FAX  (904)265-9768 

Metrometer,  Inc. 

291  So.  Van  Brunt  St 

Englewood,  NJ  07631 

Mr.  Amos  Taman 
(800)  544-8252 

Mettler-Toledo  Inc. 

735  Toledo  Court 

PO  Box  5088 

Burlington,  Ontario 

CANADA  L7R  3Y8 

Mr.  Frank  J.  Lang 

Mettler-Toledo,  Inc 

Balances  and  Instruments 

1900  Polaris  parkway 

Box  71 

Columbus,  OH  43240 

Mr.  Walter  E.  Kupper 

Mettler-Toledo,  Inc. 

1150  Dearborn  Drive 

Worthington,  OH  43085 

Mr.  Darrell  Flocken 

(614)438-4393  FAX  (614)438-4355 

Micro  General 

2510  Red  Hill  Avenue,  #230 

Santa  Ana,  CA  92705-5542 

Mr.  Kent  Wobig 

(714)731-0557  FAX  (714)731-1563 

Micro  Motion,  Inc. 

7070  Winchester  Circle 

Boulder,  CO  80301 

Mr.  Michael  J.  Keilty 
(303)530-8400  FAX  (303)530-8459 

Micros  Systems,  Inc. 

7031  Columbia  Gateway  Drive 

Columbia,  MD  21046 

Ms.  Merry  Beekman 
(443)  285-6000 

Mid-America  Scale  Company 

P.O.  Box  488 

Tompkinsville,  KY  42167 

Mr.  John  Baker 
(502)  487-9241 

Mid-America  Scale,  Inc. 

2521  Bobwhite  Trail 

Edmond,  OK  73003-2301 

Mr.  Jay  Schallner 

(405)844-3949  FAX  (405)282-0310 

Midwest  Computer  Register  Corp. 

Highway  65  North 

Box  376 

Hampton,  IA  50441 

Mr.  Rick  Salvesen 
(515)456-4847 

MIECOA 

343  Carol  Lane 

Amherst,  IL  60126 

Mr.  Jim  Kubo 

(630)516-8308  FAX  (630)516-8383 

Milltronics  Inc. 

709  Stadium  Drive  East 

Arlington,  TX  76011 

Mr.  Kenneth  Knapp 

(817)277-3543  FAX  (817)277-3894 

MOBBA 

Colom,  6-8 

08912  Badalona,  SPAIN 

Mr.  1.  Rosello 

34-3-384  69  51 

Mobile  Computing  Corporation 

6877  Goreway  Drive,  Unite  #3 

Mississauga,  Ont  L4V  1L9 

CANADA  Ms.  Camille  Peters 
(905)676-8900  FAX  (905)676-9191 

Molen 

Teteringsedijk  53,  4817  MA  Breda 

P.O.B.  3246 

Breda,  4800  DE  THE  NETHERLANDS 
Mr.  Hans  Vleugels 

31  76  24  25  26  FAX  31  76  22  80  39 

Company  Names  and  Addresses 
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Morrison  Weighing  Systems.  Inc. 

P.O.  Box  860 

Indian  Bluff  Road 

Milan,  IL  61264 

Mr.  Donald  G.  Morrison 
(309)799-7311  FAX  (309)799-7313 

MOS  Scale  International,  Ltd. 

3180  Redhill 

Costa  Mesa,  CA  92626 

Mr.  Carl  Brightwell 

(714)754-7841  FAX  (714)754-7942 

MOTOMCO,  Ins. 

267  Vreeland  Avenue 

PO  Box  300 

Paterson,  NJ  07543 

Mr.  Anthony  Abbate 
(973)345-6200  FAX  (973)279-5958 

MPAQ  Automation,  Inc. 

151  Brunei  Road,  #30 

Mississauga,  Ont.  L4Z  2H6 

CANADA  Mr.  Mario  Palmitesta 
(905)568-4430  FAX  (905)568-4431 

Murray  Equipment  Inc. 

2515  Charleston  Place 

Ft.  Wayne,  IN  46808 

Mr.  Steve  Murray 

(219)484-0382  FAX  (219)484-9230 

MVE,  Inc. 

407  Seventh  Street,  NW 

New  Prague,  MN  56071-1010 

Mr.  Paul  Drube 
(612)758-4484 

National  Scale  and  Repair 

690  Discovery  Dr.  NW 

Huntsville,  AL  35806 

Mr.  Bob  Cheyne 
(256)  851-9990 

Natural  Fuels  Corporation 

4570  Ivy  Street 

Denver,  CO  80216 

Mr.  Don  Moen 

(303)322-4600  FAX  (303)322-7112 

NCR  Corporation 

2651  Satellite  Boulevard 

Duluth,  GA  30136 

Mr.  Dennis  Krueger 

(770)623-7743  FAX  (770)623-7827 

Neopost,  Inc. 

30955  Huntwood  Avenue 

Hayward,  CA  94544 

Mr.  David  A.  Coolidge 
(510)475-3527  FAX  (510)487-5794 

New  Brunswick  International,  Inc. 

76  Veronica  Ave. 

Somerset,  NJ  08873 

Mr.  Pat  Marino 

(732)828-3633  FAX  (732)828-4884 

Newport  Electronics,  Inc. 

2229  South  Yale  Street 

Santa  Ana,  CA  92704-4426 

Ms  Blanca  Mendel 
(714)  540-4914 

Newton  Computer  Services 

PO  Box  101 

Raymond,  CA  93653 

Mr.  John  Newton 

(209)689-3369  FAX  (209)689-3314 

NMB  Technologies,  Inc. 

9730  Independence  Avenue 

Chatsworth,  CA  91311 

Mr.  Jerry  Takemoto 
(818)341-3355  FAX  (818)341-8207 

NORAC  Systems  International,  Inc. 

803  46th  Street  East 

Saskatoon,  Sask.  S7K  0X1 

CANADA  Mr.  Dean  Hockley 
(306)664-6711  FAX  (306)664-6664 

Norfin  Equipment  Ltd 

1975  Midway  Lane,  #J 

Bellingham,  WA  98226 

Mr.  Bob  Ryan 

(360)715-9499  FAX  (360)715-9553 

NV  Technology,  Inc. 

4611  South  134  th 

Seattle,  WA  98168 

Mr.  Brad  Spindler 

Ohaus  Corporation 

29  Hanover  Road 

Florham  Park,  NJ  07932 

Mr.  Robert  Hansen 

(973)377-9000  FAX  (973)  593-0359 

Ohio  Valley  Scale  & Equipment  Corp 

P.O.  Box  6625 

1-70  and  Dallas  Pike  Interchange 

Wheeling,  WV  26003 

Mr.  Brad  Young 
(304)  547-0840 

OMEGA 

One  Omega  Drive 

P.O.  Box  4047 

Stamford,  CT  06907-0047 

Mr.  Carl  Schoenherr 
(203)359-1660  FAX  (203)359-7900 
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Omni  Measurement  Systems,  Inc. 

1150  Airport  Drive 

S.  Burlington,  VT  05403 

Mr.  Mark  R.  Harvie 

(802)865-5223  FAX  (802)865-6789 

Omron  Systems  of  America 

55  E.  Commerce  Drive 

Schaumburg,  IL  60173 

Mr.  Russ  Deering 

(708)490-9704  FAX  (708)490-8968 

Optimal  Robotics  Corp. 

4700  de  la  Savane,  Suite  101 

Montreal,  Quebec 

CANADA  H4P  1T7 

Mr.  James  Rothman 
(514)738-8885  FAX  (514)738-2284 

OPW  Fueling  Components 

P.O.  Box  405003 

Cincinnati,  OH  45240-5003 

Mr.  Donald  L.  Leininger 
(513)870-3293  FAX  (513)874-1231 

Orion  Scale 

233  Chablis  Way 

Cloverdale,  CA  95425-3865 

Mr.  Jim  Drisko 
(707)  579-3791 

P.O.M.  Incorporated 

P.O.  Box  430 

200  S.  Elmira  Avenue 

Russellville,  AR  72801 

Mr.  Dennis  Staggs 
(501)968-2880 

Pacific  Coast  Cement 

PO  Box  4120 

Ontario,  CA  91761-1067 

Mr.  Robert  Grimes 

Pacific  Industrial  Scale  Co.  Ltd. 

91 1 1 River  Drive 

Richmond,  BC  V6X  1Z1 

CANADA  Mr.  Frank  Ahnert 
(604)273-9401  FAX  (604)273-8467 

Pacific  Scale  Co.,  Inc. 

P.O.  Box  1606 

Clackamas,  OR  97015 

Mr.  Gil  Baughn 
(503)  657-7500 

Pacific  Software  Associates,  Inc. 

2180  NW  216th  Avenue 

Hillsboro,  OR  97124 

Mr.  George  A.  Herr 

(503)690-0222  FAX  (503)690-0355 

Panasonic  Communications  & Systems 

POS  Systems  Division  E1-D5 

1707  N.  Randall  Road 

Elgin,  IL  60123-7847 

Mr.  Al  Rubin 

(847)468-4530  FAX  (847)468-4555 

Paper  Company 

731  South  Fidalgo 

Seattle,  WA  98108 

Ms.  Karen  Grubb 
(206)  762-0982 

PAR  Microsystems 

8383  Seneca  Turnpike 

New  Hardford,  NY  13413 

Mr.  Brian  Johnson 

(800)448-6505  FAX  (315)738-0562 

Paradigm  Software,  L.L.C. 

3213  SW  Washington  Street 

Peoria,  IL  61602 

Mr.  Joel  Erlichman 

(309)637-4491  FAX  (309)637-4495 

Parcom  Technologies 

1945  Palomar  Oaks  Way 

Carlsbad,  CA  92009-1307 

Ms.  Terri  Elliot 
(619)  931-8385 

PAT  Equipment  Corporation 

888  Worcester  Street 

Wellesley,  MA  02181 

Mr.  G.  Raymond  Huot 
(617)235-8765  FAX  (617)237-3141 

PC  Synergy 

2796  Loker  Avenue  West  #1 1 1 

Carlsbad,  CA  92008 

Mr.  Rick  Crawford 

(760)931-0350  FAX  (760)931-0122 

Pelouze  Scale  Company 

Division  of  Health-o-meter 

7400  West  100th  Place 

Bridgeview,  IL  60455 

Mr.  Joe  Grant 

(708)430-8330  FAX  (800)654-7330 

Pennsylvania  Scale  Company 

21  Graybill  Road 

P.O.  Box  566 

Leola,  PA  17540 

Ms  Karen  Glover 

(717)656-2653  FAX  (717)656-3216 

Perkins  Scale  Corporation 

4184  Reservoir  Ave. 

Louisville,  KY  40213 

Mr.  Craig  Perkins 
(502)  459-4333 

Company  Names  and  Addresses 
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Petro  Vend  Inc. 

6900  Santa  Fe  Drive 

Hodgkins,  IL  60525-9909 

Mr.  John  Petrovich 

(708)485-4200  FAX  (708)485-7137 

Phelps  Industries,  Inc. 

1700  East  Ninth  Street 

PO  Box  1093 

Little  Rock,  AR  72202 

Mr.  Eric  1.  Phelps 

(501)375-1141  FAX  (501)375-6568 

Phillips  and  Morris  Scale  Company 

20150  SW  Avery  Court 

Tualatin,  OR  97062 

Mr.  Ray  Nelson 

(503)691-7949  FAX  (503)  691-4262 

Pitney  Bowes 

35  Waterview  Drive 

Shelton,  CT  06484 

Mr.  Vincent  Weis 

(203)924-3825  FAX  (203)924-3385 

POS  Data  Products,  Inc. 

P.  O.  BOX  1305 

5775  Southview  Drive,  Bldg.  E 

Gig  Harbor,  WA  98335 

Ms.  Patricia  Makos 

(206)851-6500  FAX  (206)858-6059 

Posera  Inc. 

2020  University,  Suit  1725 

Montreal,  Quebec 

CANADA  H3A  2A5 

Mr.  Michel  Cote 

(514)499-1312  FAX  514)499-9951 

Powell  All-Steel  Scales 

39120  W.  Scio  Road 

Scio,  OR  97374 

Mr.  Dave  Powell 

(800)451-0187  FAX  (503)394-3502 

Powell  All-Steel  Scales,  Inc. 

6595  Curry  Highway 

Jasper,  AL  35503 

Ms.  Marian  Powell-Tyree 
(205)387-8647  FAX  (205)384-3807 

Precision  Transducers  Ltd. 

7 Marken  Place,  Glenfield 

Auckland,  1330  NEW  ZEALAND 

Mr.  lain  Lindley 

64-9-444-4312  FAX  64-9-444-4432 

Production  Industries  Corporation 

1730  Old  Gray  Station  Road 

Gray,  TN  37615 

Mr.  Douglas  Wilson 
(423)283-9595  FAX  (423)283-9564 

Productivity  Solutions,  Inc. 

10550  Deerwood  Park  Blvd.,  Suite  509 

Jacksonville,  FL  32256 

Mr.  Ron  Wallace 

(904)928-1387  FAX  (904)997-0655 

PSC  Scanning,  Inc. 

959  Terry  Street 

Eugene,  OR  97402-9150 

Mr.  Jerry  L.  Kalina 

(541)683-5700  FAX  (541)345-7140 

PSI/Command  Data 

605  East  Safari  Parkway  C4 

Grand  Prairie,  TX  75050 

Mr.  Robert  A.  Graham 
(214)  262-2693 

Pulsar  Technology  Systems,  Inc. 

2720  42nd  Road 

Long  Island  City,  NY  11101 

Mr.  Rudy  Robinson 
(718)  361-9292 

Quantronix,  Inc. 

380  South  200  West 

Farmington,  UT  84025 

Mr.  Bradley  J.  Stringer 
(801)451-0500  FAX  (801)451-0502 

QuikTech 

4242  South  Sheridan 

P.O.  Box  3475 

Tulsa,  OK  74145 

Mr.  David  Reid 

(918)631-7756  FAX  (918)632-7753 

R&W  Specialty  Mfg.  Corp. 

214  Clifton  Boulevard 

Clifton,  NJ  07011 

Mr.  Richard  A.  Glatt 
(201)777-9800  FAX  (201)777-9844 

Radiant  Systems 

3925  Brookside  Parkway 

Alpharetta,  GA  30022 

Mr.  Art  Curtis 

(770)576-6000  FAX  (770)619-4707 

Ramsey  Technology  Inc. 

501  - 90th  Avenue  NW 

Minneapolis,  MN  55433 

Mr.  Kevin  Maehling 

(612)783-2500  FAX  (612)  783-2525 

Ranco  Fertiservice,  Inc. 

701  Highway  Street 

P.O.  Box  329 

Sioux  Rapids,  IA  50585 

Mr.  Don  Sundberg 

(712)283-2525  FAX  (712)283-2303 
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Rapido-USA,  Inc. 

505  Cherry  Valley  Road 

Princeton,  NJ  08540 

Mr.  Felix  Lesmerises 
(303)588-3696  FAX  (303)516-0870 

Record  Electronics  Inc. 

#3,  1715 -27th  Avenue  N.E. 

Calgary 

Alberta  T2E  7E1 

CANADA  Mr.  Keith  DeMos 
(403)  250  3541  FAX  (403)  250  671 1 

Recycling  Equipment  Manufacturing 

6512  North  Napa 

Spokane,  WA  99207 

Mr.  Dennis  Noble 

(509)  487-6966  FAX  (509)  483-5259 

Resource,  Inc. 

14  Inverness  Drive  East,  Suite  B-106 
Englewood,  CO  80112 

Mr.  Kurt  Boatright 

(303)  708-1 788  FAX  (303)  788-1 891 

Retailer  Owned  Research  Company 

2201  Brookhollows  Plaza  Dr,  Ste  120 

Arlington,  TX  76006 

Mr.  Richard  Devine 
(817)  607-9000 

Revere  Transducers,  Inc. 

14192  Franklin  Avenue 

Tustin,  CA  92680 

Mr.  Jaime  San  Pedro 
(800)872-4784  FAX  (714)  731-2019 

Rice  Lake  Weighing  Systems 

230  West  Coleman  Street 

Rice  Lake,  Wl  54868 

Mr.  Chris  Idzerda 

(715)234-3494x5322  FAX  (715)234-6967 

RMI  Taxi  Meters 

18  Thomas  Street 

Irvine,  CA  92718-2703 

Mr.  Paul  Wellman 
(714)  855-7887 

Rockwell  Scale  Service 
#47  Sun  River  Cascade  Road 

Sun  River,  MT  59483 

Mr.  Daniel  Rockwell 
(406)  264-5400 

Rollins  Leasing  Corp. 

One  Rollins  Plaza 

PO  Box  1791 

Wilmington,  DE  19899 

Mr.  James  T.  Russo 
(302)  426-3358 

RSB  Engineers/Planners,  Inc. 

P.O.  Box  1982 

Muskogee,  OK  74402-1982 

Mr.  William  H.  Ricketts 
(918)  682-8447 

Rustys  Weigh  Scales  & Service,  Inc. 

408  North  Interstate  27 

Lubbock,  TX  79403-3298 

Mr.  S.  D.  Jones 

(806)747-2912  FAX  (806)  741-1445 

Ryco  Equipment 

1975  Midway  Lane 

Bellingham,  WA  98226 

Mr.  Bob  Ryan 

(360)715-9499  FAX  (360)715-9553 

S.  Jacobs  Scale  Company 

300  Martine  Avenue 

White  Plains,  NY  10601 

Mr.  Sam  Jacobs 

(914)428-4525  FAX  (914)948-9840 

Safeway  Inc. 

2800  Ygnacio  Valley  Road 

Walnut  Creek,  CA  94598 

Mr.  John  Cockrell 

(925)944-4438  FAX  (925)944-4078 

Salter  Weigh-Tronix  Limited 

George  Street,  West  Bromwich 

West  Midlands,  B70  6AD  UNITED  KINGDOM 
Mr.  Peter  Morris 

441215531855  FAX  441215530494 

Salter  Weighing  Products 

3620  Central  Avenue.,  NE 

Minneapolis,  MN  55418 

Mr.  Randy  Dahl 

(612)781-4211  FAX  (612)781-4320 

Samson  Scale  Co.  Inc. 

PO  Box  470181 

Tulsa,  OK  74147 

Mr.  Sam  Franklin 

(918)251-2011  FAX  (918)251-9521 

San  Diego  Cash  Register,  Inc. 

8929  Terman  Court 

San  Diego,  CA  92121-2243 

Mr.  Matt  Richardson 
(619)460-3531  FAX  (619)460-1423 

Santa  Rosa  Scale  Company 

P.O.  Box  7043 

Santa  Rosa,  CA  95407 

Mr.  R.  Don  Nunes 
(707)  576-1590 

Company  Names  and  Addresses 
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Sanyo  Fisher  (USA)  Corporation 

PO  Box  2329 

Chatsworth,  CA  91313-2329 

Mr.  Michael  D.  Calderwood 
(818)998-7322  FAX  (818)701-4170 

Sartorius  Corporation 

131  Heartland  Blvd. 

Edgewood,  NY  11717 

Mr.  Dan  Fliller 

(516)254-4249  FAX  (516)254-4261 

Saturn  Scale  Systems,  Inc. 

60  Piippin  Road,  Unite  #50 

Concord,  Ontario  L4K  4M8 

CANADA  Mr.  Frank  Furlong 
(905)660-7359  FAX  (905)660-4680 

Scaime  S.A. 
c/o  PTC  Electronics 

P.O.  Box  72 

Wyckoff,  NJ  07481 

Mr.  John  Kicks 

(201 ) 652-8494  FAX  (201 ) 652-3186 

Scale  Data  Systems 

4465  Clovewood  Lane 

Pleasanton,  CA  94588 

Mr.  William  Gallo 
(510)  462-5697 

Scale  Fabricators,  Inc. 

1215  Grand  Street 

Hutchinson,  KS  67501 

Mr.  Dennis  T.  Johnson 
(316)665-5969  FAX  (316)665-5650 

Scale  People,  Inc. 

9693  Gerwig  Ln  Ste  C 

Columbia,  MD  21046-1546 

Mr.  Ronald  Buck 
(301)595-5880 

Scale  Store 

239  69th  Avenue 

Meridian,  MS  39307 

Mr.  Ted  Mudd 
(601)483-5648 

Scale  Systems,  Inc. 

77  West  Baltimore  Pike 

Chester  Heights,  PA  19017 

Mr.  Donald  Tefft 

(215)558-1920  FAX  (215)  558-1925 

Scales  Unlimited  Inc. 

705  E.  Karcher 

Nampa,  ID  83687 

Mr.  Tom  Luna 

(208)465-0461  FAX  (208)464-0463 

Schlumberger  Industries 

Measurement  Division 

1310  Emerald  Road 

Greenwood,  SC  29646-8800 

Mr.  Martin  R.  Smith 
(864)942-7496  FAX  (864)223-0341 

Schlumberger  Technologies,  Inc. 

Retail  Petroleum  Systems,  NAM 

825  M Greenbrier  Circle 

Chesapeake,  VA  23320 

Ms.  Frances  Holland 
(757)366-4400  FAX  (757)424-2746 

Schmidt  Electronic  Laboratories  Pty. 

Microcomputer  Engineers 

142  Chapel  Street 

St.  Kilda,  Victoria,  AUSTRALIA  3183 

Mr.  Gary  Schmidt 
+61  3 531  8011 

Scientech,  Inc. 

5649  Arapahoe 

Boulder,  CO  80303 

Mr.  Bob  Olson 
(303)444-1361 

Seca  Corporation 

8920A  Route  1 08 

Oakland  Ridge  Business  Park 

Columbia,  MD  21045 

Mr.  James  H.  MacFarlane 
(410)964-3858  FAX  (410)964-2932 

Seedburo  Equipment  Company 

1022  W.  Jackson  Blvd. 

Chicago,  IL  60607 

Mr.  Thomas  E.  Runyon 
(312)738-3700  FAX  (312)738-5329 

Seltec  Corporation 

1279  Quarry  Lane 

Pleasanton,  CA  94556 

Mr.  Allen  A.  Bryant 

(510)426-7800  FAX  (510)484-4676 

Sensortronics,  Inc. 

667  Arrow  Grand  Circle 

Covina,  CA  91722 

Mr.  Jim  Hynes 

(626)331-0502  FAX  (626)332-3418 

Sentran,  LLC 

4355  E.  Lowell  Street,  # F 

Ontario,  CA  91761-2225 

Mr.  Ken  Kramer 

(909)605-1544  FAX  (909)605-6305 

Sharp  Electronics  Corporation 

Box  H,  1 Sharp  Plaza 

Mahwah,  NJ  07430 

Mr.  Michael  S.  Porter 
(201)529-6384  FAX  (201)512-8217 
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Shelburne  Scale  Company  Ltd. 

PO  Box  885 

Shelburne 

Nova  Scotia  BOT  1W0 

CANADA  Mr.  Brian  Goodick 

902-875-4309  FAX  902-875-1239 

Shore  Sales  Company 

C/O  Pennsylvania  Scale  Company 

21  Graybill  Road 

Leola,  PA  17540 

Ms.  Karen  L.  Glover 
(717)656-2653  FAX  (717)656-3216 

SI  Technologies,  Inc. 

4611  South  134th  Place 

Seattle,  WA  98168 

Mr.  Bradley  J.  Spindler 
(206)244-6100  FAX  (206)246-7195 

Softsense  Computer  Products,  Inc. 

(See  Radiant  Systems) 

Solid  Waste  Technologies,  Inc. 

1095  Cranbury  South  River  Rd. 

Suite  24 

Jamesburg,  NJ  08831 

Mr.  Jerome  Prevete 
(609)860-0900  FAX  (609)860-0939 

Solutions,  Inc. 

40227-C  Industrial  Park  Circle 
Georgetown,  TX  78626 

Mr.  Ed  McIntosh 

(512)718-8828  FAX  (512)863-4943 

Sooner  Scale,  Inc. 

2428  S.W.  14th  Street 

P.O.  Box  82386 

Oklahoma  City,  OK  73148 

Mr.  Chris  Bagley 

(405)236-3566  FAX  (405)239-6229 

Sorrento  Electronics  Inc. 

10240  Flanders  Ct. 

San  Diego,  CA  92121-3990 

Mr.  William  Gratza 

(619)457-8862  FAX  (619)457-8741 

Southwestern  Scale  Co.,  Inc. 

2535  West  Broadway,  P.O.  Box  8760 

Phoenix,  AZ  85041 

Mr.  Rollin  Dumont 
(602)  243-3951 

SP  Systems,  Incorporated 

PO  Box  82386 

Oklahoma  City,  OK  73148 

Mr.  Steve  McFadden 
(405)  235-3127 

Special  Teams,  Inc. 

700  22nd  Avenue  South 

Brookings,  SD  57006 

Mr.  Eric  Sandven 
(605)  697-6311 

Spectra  Physics 

959  Terry  St. 

Eugene,  OR  97402 

Mr.  Bruce  Paris 

(503)683-5700  FAX  (503)586-1702 

Sterling  Scale  Company,  Inc. 

20950  Boening  Road 

Southfield,  Ml  48075 

Mr.  Don  Dixon 

(248)358-0590  FAX  (248)358-2275 

StorePoint 

7220  Avenida  Encinas,  Suite  206 
Carlsbad,  CA  92009 

Mr.  Douglas  W.  Fick 
(760)931-6940  FAX  (760)931-6978 

Stores  Automated  Systems,  Inc. 

311  Sinclair  Street 

Bristol,  PA  19007 

Ms.  Tammy  Bailey 

(215)785-4321  FAX  (215)785-5329 

Straight  International  Company 

PO  Box  69 

Adel,  IA  50003-0069 

Mr.  Theodore  D.  Hansen 
(515)993-4272  FAX  (515)993-4271 

Stress-Tek,  Incorporated 

5920  S.  194th  Street 

Kent,  WA  98032 

Mr.  Keith  Reichow 

(206)872-0299  FAX  (206)872-9626 

Structural  Instrumentation,  Inc. 

4611  So.  134th  Place 

Tukwila,  WA  98168 

Mr.  Michael  Dague 

(206)244-6100  FAX  (206)246-7195 

Sulzer  Canada,  Inc. 

(See  Sulzer  USA,  Inc.) 

Sulzer  USA,  Inc. 

909  Bowser  Road 

Richardson,  TX  75081 

Mr.  Tony  Feger 

(972)889-2400  FAX  (972)234-4829 

Company  Names  and  Addresses 
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Sun  Digital  Microsystems 

6402-D  East  Oak  Island  Drive 

Oak  Island.  NC  28465 

Mr.  David  A.  Valk 

(910)278-6884  FAX  (910)278-6864 

Suntronic  Technology  Group 

110W.  Woodstock  Street 

Crystal  Lake,  IL  60014 

Mr.  Jack  Heaver 

(815)459-1959  FAX  (815)455-1478 

Swintec  Corporation 

320  W.  Commercial  Avenue 

PO  Box  356 

Moonachie,  NJ  07074 

Mr.  Joe  Franey 

(201)935-0115  FAX  (201)935-6021 

Symbol  Technologies,  Inc. 

1 Symbol  Plaza 

Holtsville,  NY  11742 

Mr.  Robert  Sanders 

(516)563-2400  FAX  (631)738-5559 

Symbology  Systems  Inc. 

2172  Dupont  Drive,  Suite  7 

Irvine,  CA  92612-1318 

Mr.  Brian  Richardson 
(949)851-9720  FAX  (949)851-8924 

Syracuse  Scale  Co,  Inc. 

158  Solar  Street 

Syracuse,  NY  13204 

Mr.  Albert  E.  Salerno 
(315)  476-9696 

Systech/MGV  America,  Inc. 

900  Ridgefield  Drive,  Suite  130 

Raleigh,  NC  27609 

Mr.  Allen  C.  Mullenbach 

(919)790-8211  x304  FAX  (919)790-8214 

Systems  Associates,  Incorporated 

1932  Industrial  Drive 

Libertyville,  IL  60048 

Mr.  Steven  Beitzel 

(847)367-6650  FAX  (847)367-6960 

Systems  Datar 

2815  North  Star  Road 

Columbus,  OH  43221-2920 

Mr.  Don  A.  Driver 
(614)  486-6716 

T.  E.  Ibberson  Company 

828  Fifth  Street  South 

Hopkins,  MN  55343-7750 

Mr.  Roger  Mord 

(612)938-7007  FAX  (612)989-0451 

Tanita  Corporation 

2625  Clearbrook  Drive 

Arlington  Heights,  IL  60005 

Ms.  Carol  Benson 

(847)640-9241  FAX  (847)640-9261 

Tara  Systems 

12528  Kirkham  Court,  Suite  11 

Poway,  Ca  92064 

Mr.  Chris  Thompson 
(619)486-3371  FAX  (619)486-3967 

TARE  Incorporated 

237  Dunbar  Court 

P.O.  Box  220 

Oldsmar,  FL  34677-0220 

Mr.  Robert  Boyton 

(813)855-1810  FAX  (813)855-3830 

Taxitronic 

36-15  13th  Street 

Long  Island  City,  NY  11106 

Mr.  Amos  Tamam 
(718)  786-8585 

TCI  Scales,  Inc. 

4204  Russel  Road,  Suite  N 

Mukilteo,  WA  98275 

Mr.  Mark  Bueing 

(425)353-4384  FAX  (425)3477-5845 

TEC  America,  Inc. 

4401 -A  Banker's  Circle 

Atlanta,  GA  30360 

Mr.  Thomas  L.  Morrow 
(770)449-3040  FAX  (770)453-0866 

Tedea-Huntleigh  Europe  Limited 

Portmanmoor  Road  Industrial  Estate 

East  Moors,  Cardiff,  CF24  5HE  UNITED  KINGDOM 

Mr.  Selwyn  Alexander 

44  (0)  29  20460231  FAX  44  (0)  29  204621 73 

Tedea-Huntleigh,  Inc. 

7800  Deering  Avenue 

Canoga  Park,  CA  91304 

Mr.  Quenton  Olson 

(800)423-5483  FAX  (818)340-1175 

Tele-Weight,  Inc. 

P.O.  Box  29 

Canon  City,  CO  81215 

Mr.  Robert  L.  Whitener 
(719)  275-8003 

Teraoka  Seiko  Co.,  Ltd 

5-13-12  Kugahara  Otaku 

Tokyo  146-8580,  JAPAN 

Mr.  Masaru  Someya 

81-3-3752-3001  FAX  81-3-3752-4109 

No.  2-22 
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The  Steinlite  Corporation 

121  North  Fourth  Street 

Atchison,  KS  66002 

Mr.  Martin  J.  Clements 
(913)367-3945  FAX  (913)936-7452 

Thurman  Scale  Company 

255  E.  Livingston  Avenue 

Columbus,  OH  43215 

Mr.  David  Hawkins 

(614)221-9077  FAX  (614)221-8879 

TIF  Instruments,  Inc. 

9101  NW  7th  Avenue 

Miami,  FL  31350 

Mr.  John  Marshall 

(305)757-8811  FAX  (305)757-0664 

Titan  Industries,  Inc. 

22335  Gosling  Road 

Spring,  TX  77389 

Mr.  Robert  Haggard 
(713)353-3600  FAX  (713)353-6800 

Tokheim  Corporation 

P.O.  Box  360 

Fort  Wayne,  IN  46801-0360 

Mr.  Richard  L.  Tucker 
(219)470-4610  FAX  (219)470-4720 

Tomra  Pacific,  Inc. 

1633  East  4th  Street,  Suite  184 

Santa  Ana,  CA  92701 

Mr.  James  A.  Velky 
(714)565-7585  FAX  (714)565-7586 

Toptech  Systems,  Inc. 

656  Florida  Central  Parkway 

Longwood,  FL  32750 

Mr.  Douglas  A.  Dunlap 
(407)  332-1774 

Torrey  SA 

Fabricantes  de  Basculas 

Ave.  Los  Andes  605  Col.  Coyoacan 
Monterrey,  Nuevo  Leon,  MEXICO  64510 
Ms.  Nancy  Cantu 

52-83-79-15-34  FAX  52-83-77-91-03 

Totalcomp,  Inc. 

13-01  Pollitt  Drive 

Fair  Lawn,  NJ  07410 

Mr.  Rudolph  J.  Kolaci 
(201)797-2718  FAX  (201)797-2287 

TouchStar  Energy,  Inc. 

140  Market  Street 

Georgetown,  TX  78626 

Mr.  Thomas  A.  McRoberts 
(512)942-8300  FAX  (512)942-8310 

Towa  Meccs  Corporation 

5-5,  Hongo  3-Chome 

Bunkyo,  Tokyo  113o-0033,  JAPAN 

Mr.  Noboru  Koyano 

81-3-5684-5681  FAX  81-3-5684-5791 

Transcell  Technology,  Inc. 

35  Waltz  Drive 

Wheeling,  IL  60090 

Mr.  Charles  Liang 

(847)419-9180  FAX  (847)559-9182 

TransDataNet  Corporation 

600  SE  Maritime  Avenue 

Bldg.  3,  Suite  260 

Vancouver,  WA  98661 

Mr.  Steve  Chard 

(360)750-0761  FAX  (360)737-9801 

Transonic  Measurements  Corp. 

4580  Logan  Court 

Fremont,  CA  94536 

Mr.  Thomas  A.  Muckle 
(510)790-3269  FAX  (510)  790-3269 

Transtronic  Scale  Co. 

309  Era  Drive 

Northbrook,  IL  60062 

Mr.  Charles  Liang 

(708)559-9180  FAX  (708)559-5982 

Tri-Coastal  Industries 

11110  Mukilteo  Speedway 

Mukilteo,  WA  98275 

Mr.  Jack  Pugh 
(206)  353-4384 

Triangle  Microsystems,  Inc. 

27 1 6 Discovery  Drive 

Raleigh,  NC  27604 

Mr.  George  E.  King,  III 
(919)  878-1880 

TriCo  Farm  Service,  Inc. 

East  Highway  136,  Box  755 

Oxford,  NE  68967 

Mr.  Stan  Knuth 

(308)824-3225  FAX  (308)824-3229 

TRIMAX  Retail  Systems 

3550  Victoria  Park  Ave.  Ste  400 

Toronto 

Ontario 

CANADA  M2H  2N5 

Ms.  Elizabeth  Yeates 

Triner  Scale  & Manufacturing 

2842  Sanderwood  Road 

Memphis,  TN  38118 

Mr.  Ray  Wendt 

(901)795-0746  FAX  (901)363-3114 

Company  Names  and  Addresses 
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Troemner,  Inc. 

201  Wolf  Drive 

Thorofare,  NJ  08086 

Mr.  Mark  L.  Kline 

(609)686-1600  FAX  (609)686-1601 

Tru-Test  Certified  Scales 

11915  Starcrest  Dr. 

San  Antonio,  TX  78247-41 1 1 

Mr.  Jason  Stier 

(210)495-9130  FAX  (210)495-9129 

Tru-Test  Distributors  Ltd. 

350  S.  18th  Street 

Abilene.  TX  79602 

Mr.  Matthew  Crawford 
(915)673-3514  FAX  (915)672-6353 

Tulsa  Gas  Technologies,  Inc. 

10117  E 48th  Street 

Tulsa,  OK  74146 

Mr.  Tom  Sewell 
(918)  665-2641 

Tuthill  Corporation 

Fill-Rite  Division 

8825  Aviation  Drive 

Fort  Wayne,  IN  46809 

Mr.  Jeff  Gerber 

(219)747-7524  FAX  (219)747-3159 

Tuthill  Transfer  Systems 

8825  Aviation  Drive 

Fort  Wayne,  IN  46809 

Mr.  Maurice  J.  Forkert 
(219)747-7529  FAX  (219)747-7064 

Tyrel  Corporation 

174  Battery  street 

Burlington,  VT  05401-6201 

Mr.  Bemie  Codding 
(802)  655-4797 

U-Ship  International  Ltd. 

5583  West  78th  Street 

Edina,  MN  55439 

Mr.  Rick  Trask 

(612)941-4080  FAX  (612)941-6440 

U.S.  Durum  Milling 

7900  Van  Buren  Street 

St.  Louis,  MO  631 1 1 

Mr.  Giovanni  Zago 

(314)638-1447  FAX  (314)752-7621 

UHL  Scale  Service,  Inc. 

1132  31st  Avenue 

Council  Bluffs,  IA  51501 

Mr.  Edgar  A.  Uhl 

(712)366-9417  FAX  (712)  366-9421 

Ultra  Load  Cells 

193  Woodcliff  Circle 

Pineville,  LA  71360 

Mr.  Steven  W.  Lloyd 
(318)641-1457  FAX  (318)641-1136 

UniBridge  Scale  Systems 

P.O.Box  8 

Knowles,  OK  73847 

Mr.  Joe  Hamilton 

(405)934-3211  FAX  (405)934-3271 

Unipulse  Corporation 

PO  Box  7426 

East  Rutherford,  NJ  07073 

Mr.  Antonio  Garcia 

(201)933-0539  FAX  (201)933-9025 

Unitec  Corporation 

358  Upland  Drive 

Seattle,  WA  98188 

Mr.  C.  Sam  Friesen 

(206)575-1100  FAX  (206)575-1248 

United  Dairy  Farmers 

3955  Montgomery  Road 

Cincinnati,  OH  45212 

Mr.  David  Adams 
(513)  396-8724 

United  Parcel  Service 

2311  York  Road 

Timonium,  MD  21093 

Mr.  John  Jacobson 
(410)  560-4267 

Universal  Weigh  Systems  of  Santa  Rosa 

6182  Batesole  Drive 

Santa  Rosa,  CA  95404 

Mr.  Clyde  Wiggins 
(707)  542-7734 

Universel  Dispenser  Corporation 

620  Pennsylvania  Drive 

Exton,  PA  19341 

Mr.  Ben  Holstein 

(610)321-0800  FAX  (610)321-0408 

Universel  Epsco,  Inc. 

80  Forrest  Lake  Drive  NW 

Atlanta,  GA  30327-331 1 

Mr.  Bo  H.  Sasnett,  III 
(404)351-2740  FAX  (404)351-2899 

Uniwell  Systems  (USA)  Inc. 

3050-F  Business  Park  Drive 

Norcross,  GA  30071 

Mr.  Gilmer  Pinto 

(770)448-1775  FAX  (770)448-2571 

No.  2-24 
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Valmet,  Inc. 

2111  N.  Sandra  Street 

Appleton,  Wl  54911-8668 

Mr.  Scott  A.  Hearden 
(920)733-7361  FAX  (920)738-8539 

Vande  Berg  Scales,  Inc. 

770  Seventh  Street,  NW 

Sioux  Center,  IA  51250 

Mr.  David  Vande  Berg 
(712)722-1181  FAX  (712)722-0900 

Veeder-Root  Co 

6th  Avenue  at  Bums  Crossing 

P.O.  Box  1673 

Altoona,  PA  16603 

Mr.  Robb  Kirkpatrick 

(814)  695-4476  FAX  (814)  695-7605 

Velcon/Flex  Weigh 

3158  Condo  Court 

Santa  Rosa,  CA  95403 

Mr.  Mark  Patty 

(707)545-0623  FAX  (707)  575-1 356 

4 

VeriFone,  Inc 

300  Park  Place  Blvd. 

Clearwater,  FL  33759-3921 

Mr.  Ted  Czyzewski 

(727)532-2624  FAX  (727)532-0009 

VeriFone,  Inc. 

300  Park  Place  Blvd. 

Clearwater,  FL  33759-3921 

Ms.  Linda  M.  Prahl 

(813)535-9200  FAX  (813)532-0009 

Vertex  Industries,  Inc. 

Torbal  Division 

23  Carol  St.,  P.O.  Box  996 

Clifton,  NJ  07014-0996 

Mr.  Ronald  C.  Byer 

(201)777-3500  FAX  (201)472-0814 

Vertical  Software  Inc. 

3100  W.  Hannon  Hwy,  #200 

Peoria,  IL  61604-5917 

Mr.  Dave  Markley 

(309)676-0700  FAX  (309)676-0714 

Virtual  Measurements  & Control,  LLC 

1205  N.  McDowell  Blvd. 

Petaluma,  CA  94954 

Mr.  Randall  Green 

(707)781-9560  FAX  (707)781-9564 

W.R.  Grace  & Co. 

Tuckerton  Road 

P.O.  Box  295 

Reading,  PA  19603 

Mr.  Thomas  R.  Hardy 
(215)  926-7536 

Waconia  Manufacturing,  Inc. 

33  East  8th  Street 

Waconia,  MN  55387 

Mr.  William  R.  Webster 
(612)442-4450  FAX  (612)442-5923 

Wal-Mart  Stores,  Inc. 

702  S.W.  Eighth  Street 

Bentonville,  AR  72716-8053 

Mr.  Vic  Miles 

(501)277-3662  FAX  (501)277-3803 

Washington  State  Patrol 

4242  Martin  Way 

Olympia,  WA  98504-2626 

Mr.  Greg  Panriott 

(360)412-8950  FAX  (360)493-9373 

Waugh  Controls  Corporation 

733  Lakefield  Road 

Westlake  Village,  CA  91 361 

Mr.  Jacques  Haffemayer 

(805)  495-71 1 1 FAX  (805)  379-3365 

Webb  Corporation 

402  E.  Broadway 

Webb  City,  MO  64870 

Mr.  Tom  L.  Bonebrake 
(417)673-4646  FAX  (417)767-3464 

Webster  Scale,  Inc. 

P.O.  Box  127 

Webster,  SD  57274-0127 

Mr.  Roger  Shoemaker 
(605)  345-3881 

Weigh  Systems  South 

1430  E.  Sixth  - Highway  80E 

Waldron,  AR  72958 

Mr.  Bill  Nelson 

(501)637-4026  FAX  (501)637-4397 

Weigh-Tronix  Canada  U.L.C. 

217  Brunswick  Blvd. 

Pointe  Claire 

Montreal,  Quebec  H9S  1Z1 

CANADA  Mr.  John  Wright 
(514)695-0380  FAX  (514)695-6820 

Weigh-Tronix,  Inc 

3990  Brickway  Blvd. 

Santa  Rosa,  CA  95403-1098 

Mr.  George  Brazis 

(707)543-5240  FAX  (707)527-5517 

Weigh-Tronix,  Inc. 

1 000  Armstrong  Drive 

Fairmont,  MN  56031-1000 

Mr.  Leon  Lammers 

(507)238-4461  FAX  (507)238-4195 

Company  Names  and  Addresses 
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WeighMaster  International 

667  Meadows  Road 

PO  Box  277 

Henry,  TN  38231 

Mr.  Don  Melton 

(901)243-3661  FAX  (901)243-3660 

WeighTech,  Inc. 

PO  Box  769 

Waldron,  AR  72958 

Mr.  Clyde  Jones 

(501)637-4182  FAX  (501)637-4183 

Weldotron  Corporation 

111  Chimney  Rock  Rd. 

Bridgewater,  NJ  08807 

Mr.  Harvey  Fine 
(908)  752-6700 

Western  Scale  Company  Limited 

1670  Kingsway  Ave. 

Port  Coquitlam 

British  Columbia 

CANADA  V3C  3Y9 

Mr.  Jan  Borge 

Western  Sugar  Company 

2100  E.  Overland 

Scottsbluff,  NE  69361-7734 

Mr.  Kevin  Vollmer 

(308)632-4133  FAX  (308)632-3388 

Weyerhaueser  Paper  Company 

Mailstop  CH  3K32 

PO  Box  9777 

Federal  Way,  WA  98063-9777 

Mr.  Daryl  Patera 

(253)924-3521  FAX  (253)924-3967 

Whitehouse  Software 

99  Wyse  Road,  Suite  1275 

Halifax,  N.S.  B3A4S5 

CANADA  Mr.  Ray  Pancura 
(902)466-0488  FAX  (902)466-0868 

Winslow  Scale  Company 
(See  Emery  Winslow  Scale  Company) 

Wisconsin  Electrical  Mfgr.  Co.,  Inc. 

P.O.  Box  510767 

New  Berlin,  Wl  53151-0767 

Mr.  John  Slatinshek 
(414)782-2340  FAX  (414)782-2653 

Yamato  Corporation 

P.O.  Box  15070 

Colorado  Springs,  CO  80935-5070 

Mr.  Kent  Loworn 

(719)591-1500x19  FAX  (719)576-0498 

WW-Paul  Scales 

Division  of  WW  Mfg.  Co.,  Inc. 

PO  Box  729 

Duncan,  OK  73534 

Mr.  Jim  Doerksen 

(580)439-8802  FAX  (580)439-8803 

No.  2-26 
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Index  of  Device  Evaluations  by  Certificate  Number 


CC  No. 

Model  Number 

Device  Type 

Company 

Status 

Pub  5 
Edition 

00-001 

9123-A5  and  9723-A5 

Load  Cell 

Revere  Transducers,  Inc. 

Active 

i 

00-002 

9303-B10  Series 

Load  Cell 

Revere  Transducers,  Inc. 

Active 

l 

00-003 

UMC2000  Series 

Indicating  Element  - Scale 

CONDEC 

Active 

i 

00-004A1 

UMC600  & UMC600  IS  Series*  Indicating  Element  - Scale 

CONDEC 

Active 

■ 

00-005 

UMC444  and  UMC555  Series 

Indicating  Element  - Scale 

CONDEC 

Active 

1 

00-006 

UMC  5600  Series 

Indicating  Element  - Scale 

CONDEC 

Active 

i 

00-007 

UMC  612  Series 

Indicating  Element  - Scale 

CONDEC 

Active 

i 

00-008 

DLR  333  Series 

Indicating  Element  - Scale 

CONDEC 

Active 

i 

00-009 

TEK9000  Series 

Indicating  Element  - Scale 

CONDEC 

Active 

i 

00-010 

PS90 

Shipping/Postal/Classifiers 

Mettler-Toledo,  Inc. 

Active 

i 

00-011 

DLB  Series 

Load  Cell 

Celtron  Technologies,  Inc. 

Active 

I 

00-012 

OZ  Series 

Computing  Scale 

Towa  Meccs  Corporation 

Active 

r i 

00-013 

NBW-99 

Hopper  Scale 

Grand  Rapids  Scale  Company,  Inc. 

Active 

i 

00-014 

C2G1  Series* 

Load  Cell 

NMB  Technologies,  Inc. 

Active 

i 

00-015 

U3S1  Series 

Load  Cell 

NMB  Technologies,  Inc. 

Active 

i 

00-016 

C3B1 

Load  Cell 

NMB  Technologies,  Inc. 

Active 

i 

00-017 

Navigator  Series 

Jeweler's/Presc./Grain 

Ohaus  Corporation 

Active 

i 

00-01 8A1 

LT  Series 

Hanging  Scale 

Detecto  Scale  Company 

Active 

i 

00-019 

RTXXYYZZCTT 

Vehicle/Railway  Track 

Scale 

Rice  Lake  Weighing  Systems 

Active 

i 

00-020 

RT7510 

Vehicle/Railway  Track 

Scale 

Rice  Lake  Weighing  Systems 

Active 

i 

00-021 

WP/CT  (Console)* 

ECR - LMD 

Dresser  Equipment  Group,  Wayne 
Division 

Active 

i 

00-022 

ABS  900 

Indicating  Element  - Scale 

Atrax  Group  NZ  Limited 

Active 

i 

00-023 

Beetpiler  9001  & Beetpiler 
9002 

Hopper  Scale 

Western  Sugar  Company 

Active 

i 

00-024 

SB-30,  SB-70  & SB-150 

Bench  & Counter  Scale 

A&D  Engineering 

Active 

i 

00-025 

220 

Load  Cell 

Tedea-Huntleigh  Europe  Limited 

Active 

i 

00-026 

TX34 

Taximeter 

Taxitronic 

Active 

i 

00-027 

RL75040  Series 

Load  Cell 

Rice  Lake  Weighing  Systems 

Active 

i 

00-028 

RSE454 

Load  Cell 

Angewandte  System  Technik  GmbH 

Active 

i 

00-029 

RSE355 

Load  Cell 

Angewandte  System  Technik  GmbH 

Active 

i 

00-030 

MK-XXXVIII  (38) 

Load  Cell 

Weigh-Tronix,  Inc 

Active 

i 

00-031A2 

7401 -XXX 

POS  Scale 

NCR  Corporation 

Active 

i 

00-032A1 

7872-xxxx 

POS  Scale 

NCR  Corporation 

Active 

i 

00-033 

300 

Bench  & Counter  Scale 

Doran  Scales,  Inc. 

Active 

i 

00-034 

GE  500 

Indicating  Element  - Scale 

GSE/General  Weighing'Systems 

Active 

i 

00-035A1 

Nxx  Series  (Encore) 

RMFD  - Dispenser 

Marconi  Commerce  Systems  Inc 

Active 

i 

00-036A1 

Exx  Series  (Eclipse) 

RMFD  - Dispenser 

Marconi  Commerce  Systems  Inc 

Active 

i 

00-037 

9900 

POS  Scale 

ICL,  Inc. 

Active 

i 

00-038 

700  Series 

Floor  Scale 

Apex  Scales 

Active 

i 

00-039 

OpenField 

ECR  - Scale 

Systech/MGV  America,  Inc. 

Active 

i 

00-040 

Datasym  Series  (See  CC) 

ECR  - Scale 

Datasym,  Inc. 

Active 

i 

00-042 

CD20035  AND  CD20045 

Load  Cell 

Mettler-Toledo,  Inc. 

Active 

i 

00-043 

NBW-95W 

Other  - Scale 

Grand  Rapids  Scale  Company,  Inc. 

Active 

i 

00-044 

BWI-15&  BWI-15W 

Indicating  Element  - Scale 

Ishida  Co.,  Ltd. 

Active 

i 

00-045 

IQ+210 

Indicating  Element  - Scale 

Rice  Lake  Weighing  Systems 

Active 

i 
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00-046 

OMS-500  Series 

Indicating  Element  - Scale 

Omni  Measurement  Systems,  Inc. 

Active 

I 

00-047 

PLP  Series 

Floor  Scale 

Torrey  SA 

Active 

I 

00-048 

Hill- VAC  Phase  II  Vapor 
Recovery 

Other  - LMD 

Franzen-Hill  Corporation 

Active 

I 

00-049 

AMxxx,  CAWxxx,  MHWxxx, 
SHWxxx 

Bench  & Counter  Scale 

Excell  Precision  Co.,  Ltd. 

Active 

i 

00-050A1 

9223/9423/9323/98-3-B 1 0 
Series 

Load  Cell 

Revere  Transducers,  Inc. 

Active 

I 

00-051 

Touch-N-Go  (See  Certificate) 

RMFD  - Dispenser 

Dresser  Equipment  Group,  Wayne 
Division 

Active 

i 

00-052 

0914-1013 

Indicating  Element  - Scale 

Mettler-Toledo,  Inc. 

Active 

I 

00-053 

IBM  700  Series 

ECR  - Scale 

IBM  Corporation 

Active 

I 

00-053A1 

IBM  700  Series 

ECR  - Scale 

IBM  Corporation 

Effective 

00-054 

ISOMAG 

Other  - LMD 

Liquid  Controls  LLC 

Active 

i 

00-055 

U-Scan® 

ECR  - Scale 

Optimal  Robotics  Corp. 

Active 

i 

00-056 

CL 

Computing  Scale 

FIRST-Weigh 

Active 

i 

00-057 

M Series 

Computing  Scale 

Avery  Berkel  Group 

Active 

i 

00-058 

TS-30P 

Shipping/Postal/Classifiers 

Triner  Scale  & Manufacturing 

Active 

i 

00-059 

C and  R 

RMFD  - Dispenser 

Bennett  Pump  Company 

Active 

I 

00-060 

RHM  Series 

Mass  Flow  Meter 

Liquid  Controls  LLC 

Active 

i 

00-061 

DSB1  Series 

Load  Cell 

CAS  Corporation 

Active 

I 

00-062 

RL1010  and  RL1015 

Load  Cell 

Rice  Lake  Weighing  Systems 

Active 

i 

00-063 

TS-70PX 

Bench  & Counter  Scale 

Triner  Scale  & Manufacturing 

Active 

i 

00-064 

S-750  & S-760  Series 

Indicating  Element  - Scale 

Salter  Weighing  Products 

Active 

i 

00-065 

S-  Series 

Indicating  Element  - Scale 

Salter  Weighing  Products 

Active 

00-066 

SEB  Series 

Load  Cell 

Salter  Weighing  Products 

Active 

I 

00-067 

220 

Load  Cell 

Weigh-Tronix,  Inc. 

Active 

i 

00-068 

DS-688-XX  Series* 

Bench  & Counter  Scale 

Teraoka  Seiko  Co.,  Ltd 

Active 

I 

00-069 

EC2000 

Indicating  Element  - Scale 

Tru-Test  Certified  Scales 

Active 

i 

00-070 

Workstation  VI. 05 

Other  - Scale 

Tomra  Pacific,  Inc. 

Active 

I 

00-071 

EC100  & EC200F 

Bench  & Counter  Scale 

Bizerba  United  States,  Inc. 

Active 

I 

00-072 

5 

Indicating  Element  - Scale 

Velcon/Flex  Weigh 

Active 

I 

00-073 

ID7 

Indicating  Element  - Scale 

Mettler-Toledo,  Inc. 

Active 

I 

00-074 

ID1  Plus/Plus-A  & ID3s/s-A 

Indicating  Element  - Scale 

Mettler-Toledo,  Inc. 

Active 

I 

00-075 

K-Series 

Bench  & Counter  Scale 

Mettler-Toledo,  Inc. 

Active 

I 

00-076 

M2000A-xx* 

Indicating  Element  - Scale 

Western  Scale  Company  Limited 

Active 

1 

00-077 

7566 

Vehicle  Scale 

Mettler-Toledo,  Inc. 

Active 

I 

00-078 

WD1  Series 

Load  Cell 

Sentran,  LLC 

Active 

I 

00-079 

SH  Series 

Hopper  Scale 

Waconia  Manufacturing,  Inc. 

Active 

i 

00-080 

ACM750NT-xxx 

ECR  - Scale 

Productivity  Solutions,  Inc. 

Active 

I 

00-081 

QuickWeigh 

Other  - Scale 

Gravity  Software  Systems 

Active 

I 

00-082 

1130  Series 

Load  Cell 

Tedea-Huntleigh,  Inc. 

Active 

i 

00-083 

BT  840 

Indicating  Element  - Scale 

B-Tek,  Inc. 

Active 

i 

00-084 

SRW-XYZ-O* 

RMFD  - Register 

Midwest  Computer  Register  Corp. 

Active 

i 

00-086 

MEAF 

Other  - Scale 

Buhler  Inc. 

Active 

i 

00-087 

8442 

Computing  Scale 

Mettler-Toledo,  Inc. 

Active 

i 

00-088 

HV-XXKGV  & HV-XXKGL 
Series 

Bench  & Counter  Scale 

A&D  Engineering 

Active 

i 

00-090 

AGXXXYYZZN-S  Series 

Vehicle  Scale 

Weigh-Tronix  Canada  U.L.C. 

Active 

i 

00-091 P 

LP600 

Wheel  Load  Weigher 

Intercomp  Corporation 

Active 

i 

00-092 

SS-L,  ST-L  & SU-L 

Floor  Scale 

Digi  Matex,  Inc. 

Active 

i 

00-093 

Provex 

Floor  Scale 

GSE/General  Weighing  Systems 

Active 

i 

00-094 

No.  3-2 

Mini-Pro 

Bench  & Counter  Scale 

GSE/General  Weighing  Systems 

Active  | 
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00-095 

UMC222  XXXX 

Indicating  Element  - Scale 

CONDEC 

Active 

i 

00-096 

37 IX,  67 IX,  and  781X-XX 

Bench  & Counter  Scale 

Weigh-Tronix,  Inc 

Active 

i 

00-097 

GE  515 

Indicating  Element  - Scale 

GSE/General  Weighing  Systems 

Active 

i 

00-098 

Autoflow 

Other  - LMD 

Symbology  Systems  Inc. 

Active 

i 

00-099 

1010 -(1  thru  6) 

WholesaleA/TM 

Controller/Reg 

Contrec  - USA,  LLC 

Active 

i 

00-100 

BXXX-XX 

Other  - LMD 

Additech 

Effective 

00-101 

Z300 

Taximeter 

EZ  Technologies,  Inc. 

Active 

I 

00-102 

Maitre  'D 

ECR  - Scale 

Posera  Inc. 

Active 

I 

00-103 

Kyrus  SA  User  Exits 

ECR  - Scale 

Kyrus  Corporation 

Effective 

00-104 

744 8- xxxx 

ECR  - Scale 

NCR  Corporation 

Active 

I 

00-105 

642H 

Load  Cell 

Revere  Transducers,  Inc. 

Active 

i 

00-106 

M100 

ECR - LMD 

Radiant  Systems 

Active 

i 

00-107 

Astra 

Computing  Scale 

Ishida  Co.  Ltd 

Effective 

00-108 

2650 

Vehicle  Scale 

Fairbanks  Scales 

Effective 

00-109 

XXXYYYYYZ  PLE  Series 

Vehicle  Scale 

Western  Scale  Company  Limited 

Active 

i 

00-110 

GSP30 

Computing  Scale 

Globe  Food  Equipment  Co. 

Effective 

00-111 

PC- 100 

Bench  & Counter  Scale 

ACOM  Inc. 

Effective 

00-112 

MR-750 

Other  - Scale 

Morrison  Weighing  Systems,  Inc. 

Effective 

00-113 

LFT-700S 

Livestock  Scale 

WW-Paul  Scales 

Active 

I 

00-114 

AN3070 

Indicating  Element  - Scale 

Analogic  Corporation 

Effective 

00-115 

LPXXYYZZC2LS  Series* 

Livestock  Scale 

Scale  Fabricators,  Inc. 

Active 

i 

86-001 

4181-1001 

Floor  Scale 

Mettler-Toledo,  Inc. 

Inactive 

10/1/93 

5 

86-002A1 

4683 

ECR  - Scale 

IBM  Corporation 

Inactive 

11/12/96 

5 

86-003 

G2S 

Taximeter 

Schmidt  Electronic  Laboratories  Pty. 

Inactive 

1/1/96 

5 

86-004 

2845 

ECR  - Scale 

Sweda  Group  Inc. 

Inactive 

8/9/93 

5 

86-005 

2000S-CFN-SC 

RMFD  - Console/Controller 

Gasboy  International,  Inc. 

Active 

5 

86-006 

2001,  2002 

RMFD  - Console/Controller 

Gasboy  International,  Inc. 

Inactive 

7/8/93 

5 

86-007 

1020.30.73 

Bench  & Counter  Scale 

Baader  North  America  Corp. 

Inactive 

1/1/94 

5 

86-008 

8600 

Indicating  Element  - Scale 

Baader  North  America  Corp. 

Inactive 

1/1/94 

5 

86-009 

H70-4710-1 

Bench  & Counter  Scale 

Fairbanks  Scales 

Active 

5 

86-010 

1124D 

Floor  Scale 

Fairbanks  Scales 

Inactive 

12/30/93 

5 

86-011 

90-100 

Indicating  Element  - Scale 

Fairbanks  Scales 

Inactive 

12/30/93 

5 

86-012 

90-164 

Indicating  Element  - Scale 

Fairbanks  Scales 

Inactive 

12/30/93 

5 

86-013 

H90-167-1 

Indicating  Element  - Scale 

Fairbanks  Scales 

Active 

5 

86-014A1 

DS-410 

Bench  & Counter  Scale 

New  Brunswick  International,  Inc. 

Active 

5 

86-015 

DWM2-1SE 

Grain  Test  Scale 

Vertex  Industries,  Inc. 

Active 

5 

86-0 16A2 

CR511;  CR512 

POS  Scale 

Esselte  Meto 

Inactive 

1/1/94 

5 

86-017 

CC494 

Computing  Scale 

Esselte  Meto 

Inactive 

1/1/94 

5 

86-018A1 

PA0188XXX  (T-12CSer) 

RMFD  - Console/Controller 

Gilbarco,  Inc. 

Active 

8 

86-01 9A1 

PA1 800001 00  (TCR-G) 

RMFD  - Console/Controller 

Gilbarco,  Inc. 

Active 

8 

86-020 

580 

ECR  - Scale 

Sanyo  Fisher  (USA)  Corporation 

Inactive 

12/31/93 

5 

86-021 A2 

3260  and  3360 

Hanging  Scale 

Measurement  Systems  International 

Active 

10 

86-022A7 

EC2000-LectroCount* 

ECR - LMD 

Liquid  Controls  LLC 

Active 

1 

86-023 

Pro  7000 

Computing  Scale 

Bizerba  United  States,  Inc. 

Inactive 

12/15/94 

5 

86-024 

Modular  Electronics 

Other  - LMD 

Gilbarco,  Inc. 

Active 

5 

86-025 

MA-2-CX-1 0 

LPG  Liquid  Meter 

Liquid  Controls  LLC 

Inactive 

10/8/96 

5 

86-026 

DS  430 

Computing  Scale 

New  Brunswick  International,  Inc. 

Inactive 

10/18/93 

5 

86-027 

6000  Plus 

Indicating  Element  - Scale 

Sterling  Scale  Company,  Inc. 

Inactive 

10/11/93 

5 

86-028A2 

PR07500,  PR07400 

Computing  Scale 

Bizerba  United  States,  Inc. 

Inactive 

5/10/99 

1 

86-029 

630 

Taximeter 

Centrodyne  Corporation  of  America 

Inactive 

10/23/93 

5 
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86-030A2 

027/A 

Hanging  Scale 

John  Chatillon  & Sons.  Inc. 

Active 

6 

86-031 

141U-KP 

RMFD  - Dispenser 

Dresser  Equipment  Group,  Wayne 
Division 

Inactive 

9/16/93 

5 

86-032A2 

184  Series  (MEMS  IV) 

RMFD  - Console/Controller 

Tokheim  Corporation 

Active 

6 

86-033 

LCI-1 

Indicating  Element  - Scale 

Alkon  Corporation 

Inactive 

10/3/97 

5 

86-034 

536 

Other 

W.R.  Grace  & Co. 

Inactive 

1/1/94 

5 

86-035A3 

738/738  SCD 

Indicating  Element  - Scale 

Cardinal  Scale  Mfgr.  Co. 

Active 

5 

86-036 

10K 

Indicating  Element  - Scale 

Cardinal  Scale  Mfgr.  Co. 

Inactive 

11/16/93 

5 

86-037 A3 

5123-A5 

Load  Cell 

Revere  Transducers,  Inc. 

Active 

1 

86-038A3 

5223-XX-YK-ZZZZ  Series 

Load  Cell 

Revere  Transducers,  Inc. 

Active 

1 

86-039A3 

5103-A  Series  & 5103-B 
Series 

Load  Cell 

Revere  Transducers,  Inc. 

Active 

1 

86-041  A3 

SSB  Series 

Load  Cell 

Revere  Transducers,  Inc. 

Active 

1 

86-042A2 

FP-900 

Computing  Scale 

Kubota  Corporation 

Inactive 

1/1/97 

5 

86-043A1 

60001 A-XX 

Load  Cell 

Sensortronics,  Inc. 

Active 

10 

86-044 A2 

65023A 

Load  Cell 

Sensortronics,  Inc. 

Active 

7 

86-045A1 

65040A  & 65040S 

Load  Cell 

Sensortronics,  Inc. 

Active 

10 

86-046A3 

65058 

Load  Cell 

Sensortronics,  Inc. 

Active 

9 

87-001  A3 

PM/49  & CM/49 

Jeweler’s/Presc./Grain 

Mettler-Toledo,  Inc 

Inactive 

1/1/98 

6 

87-002A1 

TCR-15  Systems 

ECR - LMD 

Gilbarco,  Inc. 

Active 

5 

87-003A 

DWM  IV 

Indicating  Element  - Scale 

Flex-Weigh  Corporation 

Active 

5 

87-004 A5 

PJXXXXG 

Jeweler's/Presc./Grain 

Mettler-Toledo,  Inc 

Inactive 

11/30/94 

7 

87-005A2 

RDT-4400  and  PCX  Series 

Bench  & Counter  Scale 

Diebold  Campus  Systems 

Active 

1 

87-006 

SM-15 

Computing  Scale 

New  Brunswick  International,  Inc. 

Inactive 

1/1/97 

5 

87-008 

LA  230 

Computing  Scale 

Kubota  Corporation 

Inactive 

1/1/98 

5 

87-009 

522 

Computing  Scale 

Berkel  Incorporated 

Inactive 

11/5/93 

6 

87-010 

21R 

Taximeter 

Metrometer,  Inc. 

Active 

5 

87-011 

22NP 

Taximeter 

Metrometer,  Inc. 

Inactive 

1/1/97 

5 

87-01 2A1 

330  XX  and  375  XX 

Wholesale/VTM 

Controller/Reg 

Engineered  Systems,  Inc.  (ESI) 

Active 

6 

87-01 3P 

87-01 3PA1 

UBSR  1301040 

UBSR  1301040 

Vehicle  Scale 

Vehicle  Scale 

UniBridge  Scale  Systems 

UniBridge  Scale  Systems 

Active 

Effective 

5 

87-014 

7824 

POS  Scale 

AT&T  Global  Information  Solutions 

Active 

5 

87-015 

4000 

Printer  - Scale 

Scale  Data  Systems 

Inactive 

1/1/99 

5 

87-01 6A1 

8146  & 8146D 

Indicating  Element  - Scale 

Mettler-Toledo,  Inc. 

Inactive 

10/20/97 

5 

87-017 

8425 

Computing  Scale 

Mettler-Toledo,  Inc. 

Inactive 

1/1/97 

5 

87-01 8A3 

TCS  Series 

RMFD  - Dispenser 

Tokheim  Corporation 

Inactive 

1/1/98 

6 

87-019 

DRX-3 

Jeweler’s/Presc./Grain 

Vertex  Industries,  Inc. 

Active 

5 

87-020A2 

ECR-430  ECR  A 430-1 

RMFD  - Console/Controller 

Bennett  Pump  Company 

Active 

5 

87-021 

H 90-3043 

Indicating  Element  - Scale 

Fairbanks  Scales 

Inactive 

12/30/93 

5 

87-024 

2157 

ECR  - Scale 

AT&T  Global  Information  Solutions 

Inactive 

8/12/93 

5 

87-025 

FULL  SERVE 

RMFD  - Console/Controller 

Canmax  Retail  Systems,  Inc. 

Inactive 

1/1/96 

5 

87-026 

3020.10.02 

Floor  Scale 

Baader  North  America  Corp. 

Inactive 

1/1/94 

5 

87-027 

6600 

Bench  & Counter  Scale 

Cardinal  Scale  Mfgr.  Co. 

Inactive 

11/16/93 

5 

87-028A1 

AP-20 

Bench  & Counter  Scale 

Cardinal  Scale  Mfgr.  Co. 

Inactive 

11/16/93 

5 

87-029 

DF2000 

Indicating  Element  - Scale 

Western  Scale  Company  Limited 

Active 

5 

87-030 

M A- 1190 

ECR  - Scale 

TEC  America,  Inc. 

Inactive 

1/1/97 

5 

87-031 

5788 

Indicating  Element  - Scale 

Weigh-Tronix,  Inc 

Inactive 

1/1/97 

5 

87-032 

2522 

RMFD  - Console/Controller 

AT&T  Global  Information  Solutions 

Inactive 

8/12/93 

5 

87-033 

6600 

Bench  & Counter  Scale 

Cardinal  Scale  Mfgr.  Co. 

Inactive 

1/1/97 

5 

87-034A1 

AP-20 

Bench  & Counter  Scale 

Cardinal  Scale  Mfgr.  Co. 

Inactive 

11/27/95 

5 

87-037 

No.  3-4 

SEB  Series 

Hopper  Scale 

Astec 

Active  9 
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87-039A2 

TT 500/B  L500/AB  500 

Indicating  Element  - Scale 

Seltec  Corporation 

Active 

9 

87-040A5 

D Series  Sensor* 

Mass  Flow  Meter 

Micro  Motion,  Inc. 

Active 

1 

87-042 

5790 

Indicating  Element  - Scale 

Weigh-Tronix,  Inc 

Inactive 

11/30/93 

5 

87-043 

SL-39-30L-N 

Computing  Scale 

TEC  America,  Inc. 

Inactive 

12/12/94 

5 

87-044 

SL-37-15L-N 

Computing  Scale 

TEC  America,  Inc. 

Inactive 

1/1/97 

5 

87-045 

MA-290 

ECR  - Scale 

TEC  America,  Inc. 

Inactive 

1/1/97 

5 

87-046 

SL  59-30L 

Computing  Scale 

TEC  America,  Inc. 

Inactive 

12/12/94 

5 

87-047 

SL31-50R 

Prepackaging  Scale 

TEC  America,  Inc. 

Inactive 

12/12/94 

5 

87-048 

SL  43-100 

Computing  Scale 

TEC  America,  Inc. 

Inactive 

12/12/94 

5 

87-049A2 

SL-66-30-1 

Computing  Scale 

TEC  America,  Inc. 

Inactive 

1/1/97 

5 

87-050 

RS  8500 

ECR  - Scale 

Omron  Systems  of  America 

Inactive 

9/24/93 

5 

87-051  A3 

9363-A3&  9363-BIO 

Load  Cell 

Revere  Transducers,  Inc. 

Active 

1 

87-052P 

60048A 

Load  Cell 

Sensortronics,  Inc. 

Inactive 

11/1/91 

5 

87-053A1 

65061  Series* 

Load  Cell 

Sensortronics,  Inc. 

Active 

9 

87-054P 

6501 6A 

Load  Cell 

Sensortronics,  Inc. 

Inactive 

11/1/91 

5 

87-055 

BLC 

Load  Cell 

Hottinger  Baldwin  Measurements, 
Inc. 

Active 

5 

87-056 

SSM-S 

Load  Cell 

Interface,  Inc. 

Active 

5 

87-057A3 

20210 

Load  Cell 

Artech  Industries,  Inc. 

Active 

5 

87-058A6 

30210,  30310  & 30410  Series 

Load  Cell 

Artech  Industries,  Inc. 

Active 

10 

87-059A1 

SB  Series 

Load  Cell 

Cardinal  Scale  Mfgr.  Co. 

Active 

9 

87-060 

C2P1 

Load  Cell 

BLH  Electronics,  Inc. 

Active 

5 

87-061 

KIS-3 

Load  Cell 

BLH  Electronics,  Inc. 

Active 

7 

87-062 

6000 

RMFD  - Dispenser 

Bennett  Pump  Company 

Inactive 

1/1/98 

5 

87-063A2 

363-A3  & 363-BIO 

Load  Cell 

Revere  Transducers,  Inc. 

Active 

5 

87-065 

SM-60 

Computing  Scale 

New  Brunswick  International,  Inc. 

Active 

5 

87-066A 

Wl  110 

Indicating  Element  - Scale 

Weigh-Tronix,  Inc. 

Active 

5 

87-067 

823 

Computing  Scale 

Antonson/Meto,  Inc. 

Inactive 

1/1/94 

5 

87-068 

8422 

Computing  Scale 

Mettler-Toledo,  Inc. 

Inactive 

1/1/98 

5 

87-069A1 

8213 

Bench  & Counter  Scale 

Mettler-Toledo,  Inc. 

Inactive 

1/1/97 

6 

87-070A1 

NOVA 

Computing  Scale 

Ishida  Co.  Ltd. 

Active 

7 

87-071 A1 

3359 

Bench  & Counter  Scale 

Avery  Weighing  Technology 

Inactive 

12/21/93 

5 

87-072A2Am 

PS75L 

Bench  & Counter  Scale 

Pelouze  Scale  Company 

Active 

5 

87-073 

AN5315 

Indicating  Element  - Scale 

Analogic  Corporation 

Inactive 

12/28/94 

5 

87-074 

AN5316 

Indicating  Element  - Scale 

Analogic  Corporation 

Inactive 

1/1/98 

5 

87-075 

AN5322 

Indicating  Element  - Scale 

Analogic  Corporation 

Inactive 

12/28/94 

5 

87-076P 

Haenni  WL101 

Wheel  Load  Weigher 

Loadometer  Corporation 

Active 

5 

87-077A3 

AE,  AK,  AL,  AP,  AU 

RMFD  - Dispenser 

Gilbarco,  Inc. 

Active 

1 

87-078P 

SAW  10A 

Wheel  Load  Weigher 

PAT  Equipment  Corporation 

Active 

5 

87-079A2 

185  Series  (MEMS  V) 

ECR - LMD 

Tokheim  Corporation 

Active 

6 

87-080 

8510/20/30/40 

Vehicle  Scale 

Thurman  Scale  Company 

Active 

8 

87-081 A1 

LA-150 

Computing  Scale 

Kubota  Corporation 

Inactive 

1/1/97 

5 

87-082 

LCI 

Indicating  Element  - Scale 

BLH  Electronics,  Inc. 

Inactive 

1/1/99 

5 

87-083P 

50K-HDD 

Load  Cell 

Cardinal  Scale  Mfgr.  Co. 

Inactive 

11/1/91 

5 

87-084 A2 

725 

Load  Cell 

Mettler-Toledo,  Inc. 

Active 

8 

87-085A3 

SHB  Series 

Load  Cell 

Revere  Transducers,  Inc. 

Active 

1 

87-086A1 

LCU 

Load  Cell 

Revere  Transducers,  Inc. 

Inactive 

10/6/93 

5 

87-087 

BBS 

Load  Cell 

Hottinger  Baldwin  Measurements, 
Inc. 

Active 

5 

87-088 

UIT 

Load  Cell 

Hottinger  Baldwin  Measurements, 
Inc. 

Active 

5 

87-089PA1 

USB 

Load  Cell 

Hottinger  Baldwin  Measurements, 

Inactive 

11/1/91 

5 

Device  Type  by  CC  Number  No.  3-5 
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CC  No. 

Model  Number 

Device  Type 

87-090A3 

WBP,  WBR,  WBL 

Load  Cell 

87-091 

24P 

Other 

87-092 

0024/A 

Hanging  Scale 

87-093A1 

3835 

Floor  Scale 

87-094 A2 

70210 

Load  Cell 

87-095A1 

WBP 

Load  Cell 

87-096 

PLC  & PLX 

Load  Cell 

87-097 

BD-125PK-XXX 

Bench  & Counter  Scale 

87-098A1 

742 

Load  Cell 

87-099 

ABXXXX 

RMFD  - Dispenser 

87-100 

8421 

Computing  Scale 

87-101A1 

8423 

Bench  & Counter  Scale 

87-102 

8430 

Computing  Scale 

87-1 03A1 

8431 

Computing  Scale 

87-104 

8140 

Indicating  Element  - Scale 

87-1 05A1 

M8141/8141 

Indicating  Element  - Scale 

87-106 

8142 

Indicating  Element  - Scale 

87-1 07A1 

M5000 

Indicating  Element  - Scale 

87-108 

2095 

Bench  & Counter  Scale 

87-109 

2185 

Floor  Scale 

87-110 

2136 

Floor  Scale 

87-111 

2036 

Floor  Scale 

87-1 12A1 

41 82- A 

Bench  & Counter  Scale 

87-113 

DS-260 

Bench  & Counter  Scale 

87-114 

DS-380 

Computing  Scale 

87-115 

Auto  4000 

Printer  - Scale 

87-116 

7551 

Vehicle  Scale 

87-117 

DF-1000 

Indicating  Element  - Scale 

87-118 

DPS  6000 

Prepackaging  Scale 

87-1 19A3 

WBT  Series 

Load  Cell 

87-120 

WBC 

Load  Cell 

87-121A4 

4000-1,4100 

Shipping/Postal/Classifiers 

87-122 

SL-57-30l-n 

Computing  Scale 

87-123 

300 

ECR  - Scale 

87-1 24A1 

262 

Indicating  Element  - Scale 

88-001A1 

A600 

Computing  Scale 

88-003A3 

PA024TC10 

LMD  - Meter 

88-004PA2 

MD  500E 

Wheel  Load  Weigher 

88-005 

2061-54XX 

ECR  - Scale 

88-006 

2157-30XX 

ECR  - Scale 

88-007 

7050 

POS  Scale 

88-008A4 

743 

Load  Cell 

88-009 

752 

Load  Cell 

88-01 OPN 

BSR  and  BSRL 

Floor  Scale 

88-011 

FS  Series 

Hopper  Scale 

88-012 

SR  and  SRL  Series 

Vehicle  Scale 

88-01 3PN 

ASR  and  ASRL 

Vehicle  Scale 

88-01 4PN 

OLP 

Floor  Scale 

88-015 

RS,  RSL,  RSA  & RSAL 

Vehicle/Railway  Track 

Scale 

No.  3-6 

Company 

Status 

Pub  5 
Edition 

Inc. 

Weigh-Tronix,  Inc. 

Active 

5 

W.R.  Grace  & Co. 

Inactive 

1/1/94 

5 

John  Chatillon  & Sons,  Inc. 

Active 

5 

Weigh-Tronix,  Inc 

Active 

5 

Artech  Industries,  Inc. 

Active 

5 

Weigh-Tronix,  Inc. 

Active 

5 

Hottinger  Baldwin  Measurements, 
Inc. 

Active 

5 

Yamato  Corporation 

Active 

5 

Mettler-Toledo,  Inc. 

Active 

5 

Gilbarco,  Inc. 

Active 

5 

Mettler-Toledo,  Inc. 

Inactive 

1/1/97 

5 

Mettler-Toledo,  Inc. 

Inactive 

1/1/98 

9 

Mettler-Toledo,  Inc. 

Inactive 

1/1/97 

5 

Mettler-Toledo,  Inc. 

Inactive 

1/1/97 

5 

Mettler-Toledo,  Inc. 

Inactive 

1/1/98 

5 

Mettler-Toledo,  Inc. 

Inactive 

10/20/97 

5 

Mettler-Toledo,  Inc. 

Inactive 

1/1/98 

5 

Mettler-Toledo,  Inc. 

Inactive 

1/1/98 

10 

Mettler-Toledo,  Inc. 

inactive 

1/1/98 

5 

Mettler-Toledo,  Inc. 

Active 

5 

Mettler-Toledo,  Inc. 

Inactive 

1/1/98 

5 

Mettler-Toledo,  Inc. 

Inactive 

1/1/97 

5 

Mettler-Toledo,  Inc. 

Active 

5 

New  Brunswick  International,  Inc. 

Inactive 

11/6/95 

5 

New  Brunswick  International,  Inc. 

Inactive 

1/1/97 

5 

Advance  Scale  Company 

Inactive 

1/1/98 

7 

Mettler-Toledo,  Inc. 

Inactive 

9/2/93 

5 

Western  Scale  Company  Limited 

Active 

5 

New  Brunswick  International,  Inc. 

Inactive 

1/1/99 

5 

Weigh-Tronix,  Inc. 

Active 

1 

Weigh-Tronix,  Inc. 

Active 

5 

Weigh-Tronix,  Inc 

Inactive 

10/15/95 

5 

TEC  America,  Inc. 

Inactive 

1/1/97 

5 

ICL,  Inc. 

Inactive 

11/1/91 

5 

Mettler-Toledo,  Inc. 

Inactive 

1/1/98 

5 

Avery  Weighing  Technology 

Inactive 

12/21/93 

5 

Gilbarco,  Inc. 

Active 

5 

General  Electrodynamics  Corp. 

Active 

7 

AT&T  Global  Information  Solutions 

Inactive 

8/12/93 

5 

AT&T  Global  Information  Solutions 

Inactive 

8/12/93 

5 

AT&T  Global  Information  Solutions 

Active 

5 

Mettler-Toledo,  Inc. 

Active 

1 

Mettler-Toledo,  Inc. 

Active 

5 

Cardinal  Scale  Mfgr.  Co. 

Inactive 

11/16/93 

5 

Cardinal  Scale  Mfgr.  Co. 

Active 

1 

Cardinal  Scale  Mfgr.  Co. 

Active 

1 

Cardinal  Scale  Mfgr.  Co. 

Inactive 

11/16/93 

5 

Cardinal  Scale  Mfgr.  Co. 

Inactive 

11/16/93 

5 

Cardinal  Scale  Mfgr.  Co. 

Active 

1 

Device  Type  by  CC  Number 


CC  No. 
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Device  Type 

Company 

Status 

Pub  5 
Edition 

88-016 

SH  Series 

Hopper  Scale 

Cardinal  Scale  Mfgr.  Co. 

Active 

i 

88-017 

LS 

Livestock  Scale 

Cardinal  Scale  Mfgr.  Co. 

Active 

l 

88-019 

KA-1Q-HB 

Bench  & Counter  Scale 

Kubota  Corporation 

Inactive 

1/1/98 

5 

88-020 

560 

Indicating  Element  - Scale 

Weigh-Tronix,  Inc 

Inactive 

11/30/93 

5 

88-021 A 

MT-300 

Bench  & Counter  Scale 

Ishida  Co.  Ltd. 

Active 

5 

88-023A1 

AD  4321 A & AD  4321B 

Indicating  Element  - Scale 

A&D  Engineering 

Active 

5 

88-024A2 

2PS,  2 FT,  3PS,  3 FT 

Vehicle  Scale 

CMI  Weighing  Equipment 

Active 

5 

88-025 

1150;  1151;  3420 

Computing  Scale 

Weigh-Tronix,  Inc 

Inactive 

11/30/93 

5 

88-026 

3420 

Computing  Scale 

Weigh-Tronix,  Inc 

Inactive 

11/30/93 

5 

88-027 

5550 

Jeweler’s/Presc./Grain 

Scientech,  Inc. 

Inactive 

1/1/94 

5 

88-028A3 

PCXXA  and  PCXXB  Series* 

Computing  Scale 

Cardinal  Scale  Mfgr.  Co. 

Active 

10 

88-029 

9010 

Computing  Scale 

K-Scale,  Inc. 

Inactive 

10/17/94 

5 

88-030 

UBXXHXX40* 

Vehicle  Scale 

UniBridge  Scale  Systems 

Active 

9 

88-031 

AD  4316 

Indicating  Element  - Scale 

A&D  Engineering 

Active 

5 

88-032 

7280XHT 

Hanging  Scale 

John  Chatillon  & Sons,  Inc. 

Active 

5 

88-033 

SB2 & SB3 

Load  Cell 

Hottinger  Baldwin  Measurements, 
Inc. 

Active 

5 

88-034PA2 

LSB  & AW600 

Load  Cell 

Airway  Scale  and  Mfg  Co.,  Inc. 

Inactive 

11/1/91 

5 

88-035 

BLP  804 

Computing  Scale 

Esselte  Meto 

Inactive 

1/1/94 

5 

88-036A2 

8130, 8140 

Vehicle  Scale 

Thurman  Scale  Company 

Active 

8 

88-037A3 

8100,8110  & 8120  Series 

Vehicle  Scale 

Thurman  Scale  Company 

Active 

8 

88-038P 

SSB 

Load  Cell 

Interface,  Inc. 

Inactive 

11/1/91 

5 

88-039 

WBC 

Load  Cell 

Weigh-Tronix,  Inc. 

Active 

5 

88-040P 

MB 

Load  Cell 

Interface,  Inc. 

Inactive 

11/21/91 

5 

88-04 1A1 

STS 

Load  Cell 

Revere  Transducers,  Inc. 

Inactive 

10/6/93 

5 

88-042A1 

STS 

Load  Cell 

Revere  Transducers,  Inc. 

Inactive 

10/6/93 

5 

88-043 

TTC 

Vehicle  Tank  Meter 

Gull  Inc. 

Inactive 

4/27/93 

5 

88-044 

9000 

Indicating  Element  - Scale 

Howe  Scale  Company 

Inactive 

12/13/93 

5 

88-045 

Truckmate  MV  1051 

Vehicle  Scale 

Mettler-Toledo,  Inc. 

Inactive 

10/20/97 

5 

88-046 

WBM 

Load  Cell 

Weigh-Tronix,  Inc. 

Active 

5 

88-047 

7530 

Vehicle  Scale 

Mettler-Toledo,  Inc. 

Inactive 

9/2/93 

5 

88-048 

7540 

Vehicle  Scale 

Mettler-Toledo,  Inc. 

Inactive 

10/20/97 

5 

88-049 

2255 

Floor  Scale 

Mettler-Toledo,  Inc. 

Inactive 

9/2/93 

5 

88-050 

2295 

Floor  Scale 

Mettler-Toledo,  Inc. 

Inactive 

9/2/93 

5 

88-051 

1841 

Computing  Scale 

Hobart  Corporation 

Inactive 

1/1/97 

5 

88-052 

1865 

Prepackaging  Scale 

Hobart  Corporation 

Inactive 

1/1/97 

5 

88-053A1 

1870;  1871 

Computing  Scale 

Hobart  Corporation 

Inactive 

1/1/96 

7 

88-054 A2 

LA-320 

Computing  Scale 

Kubota  Corporation 

Active 

7 

88-055 

LA-250 

Computing  Scale 

Kubota  Corporation 

Inactive 

1/1/98 

5 

88-056 

B700 

Prepackaging  Scale 

Avery  Weighing  Technology 

Inactive 

12/21/93 

5 

88-057PA3 

MD  700,  MD  1100,  & MD  1200  Wheel  Load  Weigher 

General  Electrodynamics  Corp. 

Active 

9 

88-058 

LD1000 

Computing  Scale 

MOBBA 

Inactive 

11/16/93 

5 

88-059A1 

K10-A3332X 

Vehicle  Tank  Meter 

G/H  Products  Corporation 

Inactive 

1/1/98 

5 

88-060 

0028/A 

Hanging  Scale 

John  Chatillon  & Sons,  Inc. 

Active 

5 

88-061 A1 

PRC-H  and  SRC-I 

Vehicle  Scale 

Cardinal  Scale  Mfgr.  Co. 

Inactive 

1/1/98 

7 

88-062 

CB493 

Computing  Scale 

Esselte  Meto 

Inactive 

1/1/94 

5 

88-063A2 

EFTX  Series 

Vehicle  Scale 

Durline  Scales  and  Mfg.,  Inc. 

Active 

1 

88-064 

CP  501 

Computing  Scale 

Esselte  Meto 

Inactive 

1/1/94 

5 

88-065 

CS  491-1 

Computing  Scale 

Esselte  Meto 

Inactive 

1/1/94 

5 

88-067A1 

545 

ECR  - Scale 

ICL,  Inc. 

Active 

1 

88-068PA2 

AW200  & SSB 

Load  Cell 

Airway  Scale  and  Mfg  Co.,  Inc. 

Inactive 

11/1/91 

5 
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88-069A1 

5018 

POS  Scale 

Hobart  Corporation 

Active 

5 

88-071 A1 

23-25XXA 

Floor  Scale 

Fairbanks  Scales 

Active 

10 

88-072A1 

23-2554 

Floor  Scale 

Fairbanks  Scales 

Active 

5 

88-073 

90-1 61 A 

Indicating  Element  - Scale 

Fairbanks  Scales 

Inactive 

12/30/93 

5 

88-074 

H70-4XXX 

Bench  & Counter  Scale 

Fairbanks  Scales 

Active 

5 

88-075 

70-4070 

Bench  & Counter  Scale 

Fairbanks  Scales 

Active 

5 

88-076 

90-164-XX 

Indicating  Element  - Scale 

Fairbanks  Scales 

Active 

5 

88-077 

1125D 

Floor  Scale 

Fairbanks  Scales 

Inactive 

12/30/93 

5 

88-078 

90-110 

Indicating  Element  - Scale 

Fairbanks  Scales 

Inactive 

12/30/93 

5 

88-079 

90-3045 

Indicating  Element  - Scale 

Fairbanks  Scales 

Inactive 

12/30/93 

5 

88-081 A1 

1 10 

Indicating  Element  - Scale 

Ohaus  Corporation 

Active 

5 

88-082A4 

CSP-A3  & CSP-B10 

Load  Cell 

Revere  Transducers,  Inc. 

Active 

1 

88-083 

100 

RMFD  - Console/Controller 

Bennett  Pump  Company 

Inactive 

9/30/93 

5 

88-084 

NP 

Railway  Track  Scale 

Systems  Associates,  Incorporated 

Active 

5 

88-085 

ECS 

RMFD  - Console/Controller 

Schlumberger  Technologies,  Inc. 

Inactive 

1/1/98 

5 

88-086A 

2XX0-X-X-X 

RMFD  - Dispenser 

Schlumberger  Technologies,  Inc. 

Active 

5 

88-087 

4535 

Indicating  Element  - Scale 

GSE/General  Weighing  Systems 

Inactive 

1/1/94 

5 

88-088 

531 

Indicating  Element  - Scale 

GSE/General  Weighing  Systems 

Inactive 

1/1/94 

5 

88-089A2 

BSP 

Load  Cell 

Revere  Transducers,  Inc. 

Active 

.10 

88-090A2 

PMT-XXYYY  Series 

Vehicle  Scale 

Perkins  Scale  Corporation 

Inactive 

1/1/98 

7 

88-091 A4 

760  & MTX 

Load  Cell 

Mettler-Toledo,  Inc. 

Active 

1 

88-092 

AO  516 

Printer  - Scale 

Hecon  Corporation 

Inactive 

1/1/96 

5 

88-093 

AO  543 

Printer  - Scale 

Hecon  Corporation 

Inactive 

1/1/96 

5 

88-094 

A0  & A6 

Printer  - Scale 

Hecon  Corporation 

Inactive 

1/1/96 

5 

88-095 

AD  4323 

Indicating  Element  - Scale 

A&D  Engineering 

Active 

5 

88-096A1 

13/A  & 15 

Bench  & Counter  Scale 

John  Chatillon  & Sons,  Inc. 

Active 

6 

88-097A1 

F3,  F4.  F5,  F6 

Indicating  Element  - Scale 

Force  Measurements,  Inc. 

Inactive 

8/20/93 

5 

88-098A 

MSI-4260-01 

Crane  Scale 

Measurement  Systems  International 

Active 

5 

88-099 

HML-3000 

Indicating  Element  - Scale 

Wisconsin  Electrical  Mfgr.  Co.,  Inc. 

Active 

5 

88-1 00A1 

FLB 

Indicating  Element  - Scale 

Flex-Weigh  Corporation 

Active 

5 

88-102 

JK700 

Computing  Scale 

Electronic  Scales  International 

Inactive 

12/31/94 

5 

88-103 

TNL  4848-2K 

Floor  Scale 

Pacific  Scale  Co.,  Inc. 

Inactive 

10/8/93 

5 

88-104A2 

BS  XXYY  Series 

Bench  & Counter  Scale 

Weigh-Tronix,  Inc. 

Active 

1 

88-1 05A1 

RS  5510  &RS  5541 

ECR  - Scale 

Omron  Systems  of  America 

Inactive 

9/24/93 

5 

88-1 06A1 

854 F 

Floor  Scale 

Cardinal  Scale  Mfgr.  Co. 

Active 

5 

88-107 

854F-100P 

Floor  Scale 

Cardinal  Scale  Mfgr.  Co. 

Inactive 

11/16/93 

5 

88-1 08A1 

954F 

Floor  Scale 

Cardinal  Scale  Mfgr.  Co. 

Active 

5 

88-109 

954F-100P 

Floor  Scale 

Cardinal  Scale  Mfgr.  Co. 

Inactive 

11/16/93 

5 

88-110 

40  S 

Hanging  Scale 

Cardinal  Scale  Mfgr.  Co. 

Active 

5 

88-111 

40  S 

Hanging  Scale 

Cardinal  Scale  Mfgr.  Co. 

Inactive 

11/16/93 

5 

88-112 

6900-4  and  6900-80 

Bench  & Counter  Scale 

Cardinal  Scale  Mfgr.  Co. 

Inactive 

11/16/93 

5 

88-113 

6900-4  and  6900-80 

Bench  & Counter  Scale 

Cardinal  Scale  Mfgr.  Co. 

Inactive 

11/16/93 

5 

88-1 14A1 

5600 

Indicating  Element  - Scale 

Pennsylvania  Scale  Company 

Active 

5 

88-115 

PS400 

Printer  - Scale 

Pennsylvania  Scale  Company 

Inactive 

1/1/96 

5 

88-116 

PS400-T 

Printer  - Scale 

Pennsylvania  Scale  Company 

Inactive 

1/1/96 

5 

88-117 

PI  00 

Printer  - Scale 

Pennsylvania  Scale  Company 

Inactive 

1/1/96 

5 

88-118 

4680 

ECR - LMD 

IBM  Corporation 

Inactive 

11/12/96 

5 

88-119 

L 

Jeweler's/Presc./Grain 

Sartorius  Corporation 

Inactive 

1/1/96 

5 

88-120 

U and  X 

Jeweler’s/Presc./Grain 

Sartorius  Corporation 

Inactive 

1/1/96 

5 

88-121 

E and  1 

Jeweler's/Presc./Grain 

Sartorius  Corporation 

Inactive 

1/1/96 

5 

88-122 

P 

Jeweler’s/Presc./Grain 

Sartorius  Corporation 

Inactive 

1/1/97 

5 
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88-123 

H and  G 

Jeweleris/Presc./Grain 

Sartorius  Corporation 

Inactive 

1/1/97 

5 

88-124 

1 

Bench  & Counter  Scale 

Sartorius  Corporation 

Inactive 

1/1/96 

5 

88-125 

F 

Bench  & Counter  Scale 

Sartorius  Corporation 

Inactive 

1/1/97 

5 

88-1 26A2 

LCT 

Load  Cell 

Revere  Transducers,  Inc. 

Active 

6 

88-128 

MPD-1 

RMFD  - Dispenser 

Gilbarco,  Inc. 

Active 

5 

88-129 

Salesmaker-4  & 2 

RMFD  - Dispenser 

Gilbarco,  Inc. 

Active 

5 

88-130 

XTD & ETD 

Bench  & Counter  Scale 

Cardinal  Scale  Mfgr.  Co. 

Inactive 

1/1/99 

5 

88-131 

XD 

Bench  & Counter  Scale 

Cardinal  Scale  Mfgr.  Co. 

Inactive 

11/16/93 

5 

88-1 32PN 

SCD  and  SCDF 

Floor  Scale 

Cardinal  Scale  Mfgr.  Co. 

Inactive 

1/1/97 

5 

88-133 

3000  Series 

Indicating  Element  - Scale 

Cardinal  Scale  Mfgr.  Co. 

Active 

1 

88-1 34PN 

2200 

Bench  & Counter  Scale 

Cardinal  Scale  Mfgr.  Co. 

Inactive 

1/1/96 

5 

88-135 

PR  and  PRL 

Vehicle  Scale 

Cardinal  Scale  Mfgr.  Co. 

Active 

1 

88-136 

PSR  and  PSRL 

Vehicle  Scale 

Cardinal  Scale  Mfgr.  Co. 

Active 

1 

88-137 

Mechanical  TR  XXXX-X 

Other  - Scale 

Cardinal  Scale  Mfgr.  Co. 

Active 

1 

88-1 38PN 

DR  Full  Capacity  XXX 

Other  - Scale 

Cardinal  Scale  Mfgr.  Co. 

Inactive 

1/1/97 

5 

88-1 39PN 

Compound  FC  XXXX 

Other  - Scale 

Cardinal  Scale  Mfgr.  Co. 

Inactive 

11/16/93 

5 

88-140 

320  and  325 

Indicating  Element  - Scale 

Thurman  Scale  Company 

Inactive 

1/1/97 

9 

88-141 

TTS  Series 

Hopper  Scale 

Thurman  Scale  Company 

Active 

9 

88-142 

TBS  Series 

Hopper  Scale 

Thurman  Scale  Company 

Active 

9 

88-143 

Econoweigh  22  Series 

Vehicle  Scale 

Emery  Winslow  Scale  Company 

Active 

9 

88-144 

Econoweigh  24  Series 

Vehicle  Scale 

Emery  Winslow  Scale  Company 

Active 

9 

88-145 

Portaweigh  34  Series 

Vehicle  Scale 

Emery  Winslow  Scale  Company 

Active 

9 

88-146 

Roadweigh  12  Series 

Vehicle  Scale 

Emery  Winslow  Scale  Company 

Active 

9 

88-1 47A1 

Roadweigh  Series  10  & Series  Vehicle  Scale 
on 

Emery  Winslow  Scale  Co. 

Active 

1 

88-148 

Portaweigh  32  Series 

Vehicle  Scale 

Emery  Winslow  Scale  Company 

Active 

9 

88-149 

TR  Series 

Other  - Scale 

Emery  Winslow  Scale  Company 

Inactive 

1/1/98 

9 

88-1 50A1 

PBB 

Bench  & Counter  Scale 

John  Chatillon  & Sons,  Inc. 

Active 

5 

88-1 51 A2 

HB-1000-BM  & HB-1000-BAM  Floor  Scale 

John  Chatillon  & Sons,  Inc. 

Active 

1 

88-1 52A1 

12-87XX 

Vehicle  Scale 

Fairbanks  Scales 

Active 

5 

88-1 53PN 

11-3300 

Livestock  Scale 

Fairbanks  Scales 

Active 

5 

88-154 

1 1 -3000/-6000;  1 4-3000/-6000 

Vehicle  Scale 

Fairbanks  Scales 

Active 

1 

88-1 55PN 

50-5361 

Other  - Scale 

Fairbanks  Scales 

Active 

5 

88-1 56PN 

41-3132 

Floor  Scale 

Fairbanks  Scales 

Inactive 

12/30/93 

5 

88-157 

11-6100  Series 

Livestock  Scale 

Fairbanks  Scales 

Active 

1 

88-1 58PN 

1 1-4300 

Vehicle  Scale 

Fairbanks  Scales 

Inactive 

8/2/00 

5 

88-1 59PN 

14-2000 

Floor  Scale 

Fairbanks  Scales 

Inactive 

12/30/93 

5 

88-1 60PN 

13-8200 

Vehicle  Scale 

Fairbanks  Scales 

Inactive 

12/30/93 

5 

88-161 

500 

RMFD  - Console/Controller 

Tuthill  Corporation 

Inactive 

1/1/98 

5 

88-162 

PA0  16300 

Printer  - LMD 

Gilbarco,  Inc. 

Active 

5 

88-163 

5420 

ECR  - Scale 

Sweda  Group  Inc. 

Inactive 

8/9/93 

5 

88-164 

6700 

ECR  - Scale 

Sweda  Group  Inc. 

Inactive 

8/9/93 

5 

88-1 66A1 

Z 

Load  Cell 

Cardinal  Scale  Mfgr.  Co. 

Active 

9 

88-167 

xx-7100-xx  Series 

Vehicle  Scale 

Fairbanks  Scales 

Active 

1 

88-1 68PN 

V 

Livestock  Scale 

Fairbanks  Scales 

Inactive 

8/2/00 

5 

88-169 

2C-XXXX 

Vehicle  Scale 

CMI  Weighing  Equipment 

Active 

5 

88-170 

A100E 

Computing  Scale 

Avery  Weighing  Technology 

Inactive 

12/21/93 

5 

88-171 

688LS 

Computing  Scale 

Berkel  Incorporated 

Inactive 

11/5/93 

5 

88-1 72A3 

TW-1 

Indicating  Element  - Scale 

Tele-Weight,  Inc. 

Active 

5 

88-173 

8213 

Bench  & Counter  Scale 

Mettler-Toledo,  Inc. 

Inactive 

1/1/97 

5 

88-1 74A2 

2600/3600  Series 

Prepackaging  Scale 

New  Brunswick  International,  Inc. 

Active 

9 
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88-175 

ITG  3030 

Indicating  Element  - Scale 

Analogic  Corporation 

Active 

5 

88-176 

CCM21R 

Taximeter 

Metrometer,  Inc. 

Inactive 

1/1/97 

5 

88-177 

RM  1500 

Taximeter 

RMI  Taxi  Meters 

Inactive 

1/1/98 

5 

88-1 78A1 

34 

Vehicle  Scale 

Howe  Scale  Company 

Inactive 

1/1/96 

5 

88-1 79A1 

1770 

Computing  Scale 

Berkel  Incorporated 

Inactive 

11/5/93 

5 

88-180 

1791 

Computing  Scale 

Avery  Weighing  Technology 

Inactive 

12/21/93 

5 

88-181 

680  MKII 

Bench  & Counter  Scale 

Berkel  Incorporated 

Inactive 

11/5/93 

. "•§> 

88-182 

PLP-3026-1.2 

Floor  Scale 

Ohio  Valley  Scale  & Equipment  Corp 

Inactive 

1/1/94 

5 

88-183 

960 

Prepackaging  Scale 

Exact  Equipment  Corporation 

Inactive 

1/1/97 

5 

88-1 84A1 

951 

Prepackaging  Scale 

Exact  Equipment  Corporation 

Inactive 

10/31/93 

5 

88-185 

Compudraft  Ser  2000 

Bulkweighing  System 

CompuWeigh 

Active 

5 

88-186 

DPA300 

Bench  & Counter  Scale 

John  Chatillon  & Sons,  Inc. 

Active 

5 

88-187 

X1493-X 

Jeweler's/Presc./Grain 

Sartorius  Corporation 

Inactive 

1/1/96 

5 

88-1 88A1 

620 

Indicating  Element  - Scale 

GSE  Scale  Systems 

Inactive 

10/29/95 

5 

88-189 

622 

Bench  & Counter  Scale 

GSE  Scale  Systems 

Active 

5 

88-1 90A1 

4400 

Bench  & Counter  Scale 

GSE  Scale  Systems 

Active 

5 

88-191 

350 

Printer  - Scale 

Mettler-Toledo,  Inc. 

Inactive 

1/1/97 

5 

88-192 

8804 

Printer  - Scale 

Mettler-Toledo,  Inc. 

Inactive 

9/2/93 

5 

88-193 

8840-1 

Printer  - Scale 

Mettler-Toledo,  Inc. 

Inactive 

9/2/93 

5 

88-194 

8860 

Printer  - Scale 

Mettler-Toledo,  Inc. 

Inactive 

1/1/97 

5 

88-195 

314T 

Printer  - Scale 

Mettler-Toledo,  Inc. 

Inactive 

9/2/93 

5 

88-196 

8855 

Printer  - Scale 

Mettler-Toledo,  Inc. 

Inactive 

9/2/93 

5 

88-197 

MP  750 

Printer  - Scale 

Mettler-Toledo,  Inc. 

Inactive 

1/1/97 

5 

88-202A1 

PM3500-1/49 

Grain  Test  Scale 

Mettler-Toledo,  Inc 

Inactive 

1/1/98 

5 

88-203 

LB100 

Bench  & Counter  Scale 

Ohaus  Corporation 

Inactive 

1/1/97 

5 

88-204 

WB50 

Bench  & Counter  Scale 

Ohaus  Corporation 

Inactive 

1/1/97 

5 

88-205 

WBS50 

Bench  & Counter  Scale 

Ohaus  Corporation 

Active 

5 

88-206 

SEP-12K 

Indicating  Element  - Scale 

Yamato  Corporation 

Inactive 

10/11/93 

5 

88-207 

POLO-1 2K 

Indicating  Element  - Scale 

Yamato  Corporation 

Inactive 

10/11/93 

5 

88-21 6PN 

PV 

Vehicle  Scale 

Powell  All-Steel  Scales,  Inc. 

Inactive 

11/30/93 

5 

88-217 

IWS 

Floor  Scale 

Powell  All-Steel  Scales,  Inc. 

Active 

5 

88-218 

RRS  Series 

Vehicle  Scale 

Powell  All-Steel  Scales,  Inc. 

Active 

9 

88-219 

660EL10-C 

Vehicle  Scale 

Powell  All-Steel  Scales,  Inc. 

Active 

9 

88-221 

DS  & DSFS 

Floor  Scale 

Weigh-Tronix,  Inc. 

Active 

5 

88-222 

LP 

Floor  Scale 

Weigh-Tronix,  Inc. 

Active 

5 

88-223 

MRS 

Monorail  Scale 

Weigh-Tronix,  Inc. 

Active 

5 

88-224 

PRC-I 

Vehicle  Scale 

Cardinal  Scale  Mfgr.  Co. 

Inactive 

1/1/97 

5 

88-226A5 

AC  X X X X X XX 

RMFD  - Dispenser 

Gilbarco,  Inc. 

Active 

1 

88-227 

GT  4400-L 

Jeweler's/Presc./Grain 

Ohaus  Corporation 

Inactive 

1/1/98 

5 

88-228 

PL 

Bench  & Counter  Scale 

Ohaus  Corporation 

Inactive 

1/1/97 

5 

88-229 

PBI 

Indicating  Element  - Scale 

Ohaus  Corporation 

Inactive 

1/1/96 

5 

88-230 

DS  2424A-005 

Bench  & Counter  Scale 

Weigh-Tronix,  Inc. 

Active 

5 

88-231 

NCD  1400 

Indicating  Element  - Scale 

International  Weighing  Systems 

Inactive 

11/25/97 

5 

88-232A1 

STE  and  SLE 

Floor  Scale 

Weigh-Tronix,  Inc 

Inactive 

11/30/93 

5 

88-233 

SP  2000 

Printer  - Scale 

Fargo  Electronic  Services  Inc. 

Inactive 

9/1/93 

5 

88-234 

CLC  1100  &CLC  1200 

Printer  - Scale 

Control  Logic  Corporation 

Inactive 

1/1/94 

5 

88-235A1 

WI-120 

Indicating  Element  - Scale 

Weigh-Tronix,  Inc. 

Active 

5 

88-236 

575 

Indicating  Element  - Scale 

Weigh-Tronix,  Inc 

Inactive 

11/30/93 

5 

88-237 

MP 

Vehicle  Scale 

J&S  Scale  Company 

Inactive 

1/1/98 

5 

88-238 

MP 

Vehicle  Scale 

J&S  Scale  Company 

Inactive 

1/1/98 

5 

88-239PA1 

1 36  Series 

Load  Cell 

Winslow  Scale  Company 

Active 

10 
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88-240A1 

SX-2000 

Indicating  Element  - Scale 

Yamato  Corporation 

Inactive 

1/1/96 

5 

88-241 A1 

622R 

Indicating  Element  - Scale 

GSE  Scale  Systems 

Active 

5 

88-242P 

UBUSR701045 

Vehicle  Scale 

UniBridge  Scale  Systems 

Active 

5 

88-243A4 

7560 

Vehicle  Scale 

Mettler-Toledo,  Inc. 

Active 

1 

88-244 

4522 

Computing  Scale 

AT&T  Global  Information  Solutions 

Inactive 

8/12/93 

5 

88-245 

4526-0102 

Computing  Scale 

AT&T  Global  Information  Solutions 

Inactive 

8/12/93 

5 

88-246A1 

UBE 

Floor  Scale 

UniBridge  Scale  Systems 

Active 

5 

88-247P 

AW  60T  1070-PE 

Vehicle  Scale 

Airway  Scale  and  Mfg  Co.,  Inc. 

Inactive 

11/1/91 

5 

88-248A1 

AP-4K 

Bench  & Counter  Scale 

Cardinal  Scale  Mfgr.  Co. 

Inactive 

11/16/93 

5 

88-249A1 

AP-4K 

Bench  & Counter  Scale 

Cardinal  Scale  Mfgr.  Co. 

Inactive 

1/1/96 

5 

88-250 

RS  81-31 

ECR  - Scale 

Omron  Systems  of  America 

Inactive 

9/24/93 

5 

88-251 

MT-60S 

Bench  & Counter  Scale 

Ishida  Co.  Ltd. 

Active 

5 

88-252A1 

3825 

Bench  & Counter  Scale 

Weigh-Tronix,  Inc 

Active 

5 

88-253A3 

MCS  and  SMCS  Series 

Livestock  Scale 

Marsh  Scale,  Inc. 

Active 

1 

88-254 

Freedom  II 

Indicating  Element  - Scale 

GSE/General  Weighing  Systems 

Inactive 

10/29/93 

5 

88-255 

A100 

Computing  Scale 

Avery  Weighing  Technology 

Inactive 

12/21/93 

5 

88-256A1 

Axxxxxx 

Other  - LMD 

AutoGas  Systems,  Inc. 

Active 

10 

88-257 

2126-1400 

RMFD  - Console/Controller 

AT&T  Global  Information  Solutions 

Inactive 

8/12/93 

5 

88-258P 

3500 

Floor  Scale 

Thurman  Scale  Company 

Inactive 

12/27/93 

5 

88-259A3 

8530  & 8530-Cougar 

Indicating  Element  - Scale 

Mettler-Toledo,  Inc. 

Active 

1 

88-260 

DW650 

Indicating  Element  - Scale 

Sterling  Scale  Company,  Inc. 

Inactive 

10/11/93 

5 

88-261 A2 

2127 

POS  Scale 

AT&T  Global  Information  Solutions 

Active 

7 

88-262A3 

DDX-190-1L 

RMFD  - Dispenser 

Dresser  Equipment  Group,  Wayne 
Division 

Active 

5 

88-263A2 

WP/CT 

RMFD  - Console/Controller 

Dresser  Equipment  Group,  Wayne 
Division 

Inactive 

1/1/98 

10 

88-264 

ST-300 

Hanging  Scale 

Stress-Tek,  Incorporated 

Inactive 

1/1/97 

5 

88-265 

LP  Series 

Vehicle  Scale 

Southwestern  Scale  Co.,  Inc. 

Active 

7 

88-266A1 

1124 

Floor  Scale 

Fairbanks  Scales 

Active 

5 

88-267 

RS  4030 

ECR  - Scale 

Omron  Systems  of  America 

Inactive 

11/24/93 

5 

88-268 

3815 

Bench  & Counter  Scale 

Weigh-Tronix,  Inc 

Inactive 

11/30/93 

5 

88-269 

MA  1900 

ECR  - Scale 

TEC  America,  Inc. 

Inactive 

1/1/97 

5 

88-270 

SL-39-50-N 

Bench  & Counter  Scale 

TEC  America,  Inc. 

Inactive 

1/1/97 

5 

88-271 

SL-37-08L 

Bench  & Counter  Scale 

TEC  America,  Inc. 

Inactive 

12/12/94 

5 

88-272A1 

3222 

Bench  & Counter  Scale 

Weigh-Tronix,  Inc 

Active 

5 

88-273 

6070-PV 

Vehicle  Scale 

Southwestern  Scale  Co.,  Inc. 

Active 

5 

88-274P 

"E"  (ECON-O-METER) 

Other 

P.O.M.  Incorporated 

Active 

5 

88-276 

740  and  750 

Printer  - Scale 

Cardinal  Scale  Mfgr.  Co. 

Inactive 

10/3/97 

5 

88-277 A 1 

ROC 

RMFD  - Console/Controller 

Tokheim  Corporation 

Inactive 

1/1/98 

5 

88-278A3 

TLC,  BLC,  LCB  and  B35 
Series 

Load  Cell 

Hottinger  Baldwin  Measurements, 
Inc. 

Active 

88-279A1 

Gasboy  8800 

RMFD  - Dispenser 

Gasboy  International,  Inc. 

Inactive 

7/8/93 

5 

88-280 

2760  FSS 

ECR  - Scale 

AT&T  Global  Information  Solutions 

Active 

5 

88-281 A1 

Gasboy  8000 

RMFD  - Dispenser 

Gasboy  International,  Inc. 

Inactive 

7/8/93 

5 

88-282 

Gasboy  Submersible 

RMFD  - Dispenser 

Gasboy  International,  Inc. 

Inactive 

7/8/93 

5 

88-283 

Gasboy  Self-Con  Vol 

RMFD  - Dispenser 

Gasboy  International,  Inc. 

Inactive 

7/8/93 

5 

88-284 

Gasboy  Sup-Sd  Vol 

RMFD  - Dispenser 

Gasboy  International,  Inc. 

Inactive 

1/1/98 

5 

88-285 

System  2000S 

Card  Reader  - LMD 

Gasboy  International,  Inc. 

Inactive 

7/8/93 

5 

88-288A1 

Pro-Weigh  84-A 

Floor  Scale 

GSE/General  Weighing  Systems 

Active 

7 

88-289 A 1 

Mettler  Multirange 

Bench  & Counter  Scale 

Mettler-Toledo,  Inc. 

Active 

5 

88-290 

SP  1000 

Vehicle  Scale 

SP  Systems,  Incorporated 

Inactive 

1/1/94 

5 

88-290A1 

SP  1000 

Vehicle  Scale 

RSB  Engineers/Planners,  Inc. 

Active 

5 
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88-291 A2 

DFE & FLE 

Floor  Scale 

Weigh-Tronix,  Inc 

Inactive 

11/30/93 

5 

88-292A1 

4400 

Bench  & Counter  Scale 

Rice  Lake  Weighing  Systems 

Inactive 

12/31/93 

5 

88-293A3 

SP1 500/SPH1 500/SP-600 

Computing  Scale 

Hobart  Corporation 

Active 

10 

88-294 

Masterweigh  IV-A 

Bulkweighing  System 

InterSystems,  Inc. 

Inactive 

11/16/94 

5 

88-295P 

AW1700 

Load  Cell 

Airway  Scale  and  Mfg  Co.,  Inc. 

Inactive 

11/1/91 

5 

88-296 

SM/49 

Bench  & Counter  Scale 

Mettler-Toledo,  Inc. 

Inactive 

1/1/98 

5 

88-297P 

14-8271 

Vehicle  Scale 

Fairbanks  Scales 

Inactive 

12/30/93 

5 

88-298A1 

65023S 

Load  Cell 

Sensortronics,  Inc. 

Active 

6 

88-299 

CK-100 

Load  Cell 

Weigh-Tronix,  Inc. 

Active 

5 

88-300 

MT  & MTD  Series 

Vehicle  Scale 

Webster  Scale,  Inc. 

Active 

7 

88-301 

525 

Indicating  Element  - Scale 

Systems  Associates,  Incorporated 

Inactive 

1/1/99 

5 

88-302 

8842 

Printer  - Scale 

Mettler-Toledo,  Inc. 

Inactive 

9/2/93 

5 

88-303A1 

A 410-X 

RMFD  - Console/Controller 

Bennett  Pump  Company 

Active 

5 

88-304 A 1 

RL20000 

Load  Cell 

Rice  Lake  Weighing  Systems 

Inactive 

9/15/93 

5 

88-305A1 

RL30002 

Load  Cell 

Rice  Lake  Weighing  Systems 

Inactive 

9/15/93 

5 

88-306A1 

RL70000-XX 

Load  Cell 

Rice  Lake  Weighing  Systems 

Inactive 

9/15/93 

5 

88-307A4 

FMTS  & IMTS  Series 

Vehicle  Scale 

Weigh-Tronix,  Inc. 

Active 

1 

88-308 

H90-1701;  H90-1702 

Indicating  Element  - Scale 

Fairbanks  Scales 

Active 

5 

88-309 

2200-1 

Bench  & Counter  Scale 

Weigh-Tronix,  Inc 

Inactive 

11/30/93 

5 

88-310 

WP-240 

Printer  - Scale 

Weigh-Tronix,  Inc. 

Active 

5 

88-311 

3875 

Bench  & Counter  Scale 

Weigh-Tronix,  Inc 

Inactive 

1/1/97 

5 

88-312 

LR 

Livestock  Scale 

Webster  Scale,  Inc. 

Active 

5 

88-313 

AWB-400 

Load  Cell 

Airway  Scale  and  Mfg  Co.,  Inc. 

Inactive 

4/12/94 

6 

89-001 

9150 

Bulkweighing  System 

Mettler-Toledo,  Inc. 

Inactive 

1/1/97 

5 

89-002 

MTS  6010-60T 

Vehicle  Scale 

Weigh-Tronix,  Inc. 

Active 

5 

89-003 

MTC  10  & MTC  20 

Indicating  Element  - Scale 

Ishida  Co.  Ltd. 

Active 

5 

89-004 

9010 

Computing  Scale 

K-Scale,  Inc. 

Active 

5 

89-005 

738CBW 

Bulkweighing  System 

Cardinal  Scale  Mfgr.  Co. 

Inactive 

1/1/98 

5 

89-006P 

AW900 

Load  Cell 

Airway  Scale  and  Mfg  Co.,  Inc. 

Inactive 

11/1/91 

5 

89-007 

2123-XXXX 

ECR  - Scale 

AT&T  Global  Information  Solutions 

Active 

5 

89-008 

963 

Printer  - Scale 

Mettler-Toledo,  Inc. 

Active 

5 

89-009A1 

PRO  6000 

Computing  Scale 

Bizerba  United  States,  Inc. 

Inactive 

12/15/94 

5 

89-01 0A4 

Microway  II, one  Weigh 

Other  - Scale 

oneWeigh 

Inactive 

1/1/99 

7 

89-011 

DD1/590-23/G 

RMFD  - Dispenser 

Dresser  Equipment  Group,  Wayne 
Division 

Inactive 

1/1/98 

5 

89-012 

3871 

Other 

Ivex  Corporation 

Active 

5 

89-013 

AL-1-XU  & AL-2-XU 

WholesaleA/TM 

Controller/Reg 

FMC  Smith  Meter  Inc. 

Active 

1 

89-014PA2 

90  (GENESIS)  Series 

Livestock  Scale 

Emery  Winslow  Scale  Co. 

Active 

1 

89-015 

21-2101 

Floor  Scale 

Fairbanks  Scales 

Active 

5 

89-01 6A1 

8560 

Vehicle  Scale 

Thurman  Scale  Company 

Active 

9 

89-017 

785-HV 

RMFD  - Dispenser 

Tokheim  Corporation 

Inactive 

1/1/98 

5 

89-01 8A2 

RS551 0/RS5550/RS5560F 

ECR - LMD 

Omron  Systems  of  America 

Inactive 

1/1/98 

9 

89-01 9A1 

MPD-1 

RMFD  - Dispenser 

Gilbarco,  Inc. 

Active 

7 

89-020 

UMC  2000  XX-XX 

Indicating  Element  - Scale 

Rice  Lake  Weighing  Systems 

Inactive 

1/1/98 

5 

89-021 

SL-47-50-L-N 

POS  Scale 

TEC  America,  Inc. 

Active 

5 

89-022 

455 

Wholesale  Meter 

Emark  Corporation 

Inactive 

12/31/93 

5 

89-023A2 

IQ600HB/IQ700HB*/WS700/IC  Indicating  Element  - Scale 
700IS 

Rice  Lake  Weighing  Systems 

Active 

1 

89-024A5 

5723-A5  and  5723-BIO* 

Load  Cell 

Revere  Transducers,  Inc. 

Active 

1 

89-025A2 

ECONO-WEIGH 

Indicating  Element  - Scale 

GSE/General  Weighing  Systems 

Inactive 

1/1/94 

5 

89-026A1 

No.  3-12 

Series  6000* 

ECR  - Scale 

ICL,  Inc. 

Active  1 
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89-027 

MSI-6260 

Crane  Scale 

Measurement  Systems  International 

Active 

5 

89-028 

DHA  30 

Hanging  Scale 

John  Chatillon  & Sons,  Inc. 

Active 

5 

89-029A1 

8305 

Indicating  Element  - Scale 

Mettler-Toledo,  Inc. 

Inactive 

10/20/97 

9 

89-030A2 

10/12/14  XXX 

Bench  & Counter  Scale 

Cardinal  Scale  Mfgr.  Co. 

Active 

5 

89-031 

6000  & 6800 

Indicating  Element  - Scale 

Cardinal  Scale  Mfgr.  Co. 

Inactive 

11/16/93 

5 

89-032A2 

1100 

Bench  & Counter  Scale 

Cardinal  Scale  Mfgr.  Co. 

Active 

5 

89-033 

2020 

Wholesale/VTM 

Controller/Reg 

Tokheim  Corporation 

Active 

5 

89-034 

2010 

Wholesale/VTM 

Controller/Reg 

Tokheim  Corporation 

Active 

5 

89-035 

AS-3001P 

Computing  Scale 

Tektra  International 

Inactive 

12/31/94 

5 

89-036A3 

DLX-39X-1 L Series* 

RMFD  - Dispenser 

Dresser  Equipment  Group,  Wayne 
Division 

Inactive 

1/1/98 

9 

89-037A2 

AD4322A.AD4322A  MKII 

Indicating  Element  - Scale 

A&D  Engineering 

Active 

6 

89-039 

Process  Mate  96 

Indicating  Element  - Scale 

Astec 

Inactive 

10/1/93 

5 

89-040 

DT  210 

Other  - Scale 

Industrial  Data  Systems,  Inc. 

Active 

5 

89-041 P 

AW900 

Load  Cell 

Airway  Scale  and  Mfg  Co.,  Inc. 

Inactive 

11/1/91 

5 

89-042A3 

50K-SCA/1 00K-SCA/1 20K- 
SCA 

Load  Cell 

Cardinal  Scale  Mfgr.  Co. 

Active 

9 

89-043A3 

4400  and  4500  Series* 

Bench  & Counter  Scale 

GSE/General  Weighing  Systems 

Active 

10 

89-044 

HDS-820 

Hanging  Scale 

Yamato  Corporation 

Inactive 

1/1/98 

5 

89-046 

6113 

Bench  & Counter  Scale 

Mettler-Toledo,  Inc. 

Inactive 

9/2/93 

5 

89-047 

A238 

Shipping/Postal/Classifiers 

Pitney  Bowes 

Active 

5 

89-048 

5820 

Shipping/Postal/Classifiers 

Pitney  Bowes 

Active 

5 

89-049A1 

A510 

Shipping/Postal/Classifiers 

Pitney  Bowes 

Active 

5 

89-050 A 1 

A610/B610 

Shipping/Postal/Classifiers 

Pitney  Bowes 

Active 

5 

89-051A1 

8000MIS 

Indicating  Element  - Scale 

Doran  Scales,  Inc. 

Active 

5 

89-052P 

AW300 

Load  Cell 

Airway  Scale  and  Mfg  Co.,  Inc. 

Inactive 

11/1/91 

5 

89-053A2 

3410,  3411,  3420,  3421 

Load  Cell 

Tedea-Huntleigh,  Inc. 

Active 

10 

89-054A1 

1250 

Load  Cell 

Tedea-Huntleigh,  Inc. 

Active 

8 

89-055A2 

ALII-XU-O-STD-STD-034 

Wholesale/VTM 

Controller/Reg 

FMC  Smith  Meter  Inc. 

Active 

1 

89-056 

9100 

RMFD  - Dispenser 

Gasboy  International,  Inc. 

Inactive 

7/8/93 

5 

89-057A1 

PS6L1 

Bench  & Counter  Scale 

Pelouze  Scale  Company 

Active 

9 

89-058A1 

T-3500  M 

Bulkweighing  System 

Morrison  Weighing  Systems,  Inc. 

Active 

9 

89-060P 

800  000B 

Load  Cell 

Duratron  Corporation 

Inactive 

11/1/91 

5 

89-061 P 

801  000A 

Load  Cell 

Duratron  Corporation 

Inactive 

11/1/91 

5 

89-062P 

801  000B 

Load  Cell 

Duratron  Corporation 

Inactive 

11/21/91 

5 

89-063A6 

7000  & 9000  Series 

RMFD  - Dispenser 

Bennett  Pump  Company 

Active 

1 

89-064 

425 

Other  - LMD 

Gasboy  International,  Inc. 

Inactive 

7/8/93 

5 

89-065 

Q1 1891 -XX,  Q1 1640-XX 

ECR - LMD 

Gilbarco,  Inc. 

Active 

5 

89-066A1 

CRIND 

Other  - LMD 

Gilbarco,  Inc. 

Active 

7 

89-068 A 1 

PA02400000000 

RMFD  - Console/Controller 

Gilbarco,  Inc. 

Active 

5 

89-069 

TLC-10XX 

RMFD  - Console/Controller 

ESCO  Manufacturing,  Inc. 

Active 

5 

89-070 

PA0250XXXXXXX 

RMFD  - Console/Controller 

Gilbarco,  Inc. 

Active 

5 

89-071A1 

SCD  & SCD-C 

Load  Cell 

Cardinal  Scale  Mfgr.  Co. 

Active 

5 

89-072 

OMNI-OT 

RMFD  - Console/Controller 

Bennett  Pump  Company 

Inactive 

9/30/93 

5 

89-073P 

UBDL8900 

Load  Cell 

UniBridge  Scale  Systems 

Inactive 

11/1/91 

5 

89-074A3 

1010  & 1015 

Load  Cell 

Tedea-Huntleigh,  Inc. 

Active 

1 

89-075A2 

1040/1041 

Load  Cell 

Tedea-Huntleigh,  Inc. 

Active 

7 

89-076 

DL1/395-1L/19G 

RMFD  - Dispenser 

Dresser  Equipment  Group,  Wayne 
Division 

Inactive 

1/1/98 

5 

89-077 A2 

FT  2 

Vehicle  Scale 

Holtgreven  Scale  & Electronics  Corp 

Active 

9 

Device  Type  by  CC  Number 
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89-078 

1985 

Bench  & Counter  Scale 

Mettler-Toledo,  Inc. 

Inactive 

1/1/98 

5 

89-079 

315 

Printer  - Scale 

Mettler-Toledo,  Inc. 

Inactive 

1/1/98 

5 

89-080 

8806 

Printer  - Scale 

Mettler-Toledo,  Inc. 

Inactive 

10/20/97 

5 

89-081A2 

310 

POS  Scale 

ICL,  Inc. 

Active 

1 

89-082A1 

8520A 

Indicating  Element  - Scale 

Mettler-Toledo,  Inc. 

Inactive 

10/20/97 

5 

89-083A1 

8520 

Indicating  Element  - Scale 

Mettler-Toledo,  Inc. 

Inactive 

10/20/97 

5 

89-084A1 

CT600  Series 

Jeweler's/Presc./Grain 

Ohaus  Corporation 

Active 

8 

89-085PA3 

8X-YY2Z2 

Vehicle  Scale 

Emery  Winslow  Scale  Co. 

Active 

1 

89-086A4 

TC-10 

Indicating  Element  - Scale 

Tyrel  Corporation 

Active 

7 

89-087A1 

HR-50 

Indicating  Element  - Scale 

Howe  Scale  Company 

Inactive 

1/1/96 

5 

89-088A1 

LS&MT 

Vehicle  Scale 

Durline  Scales  and  Mfg.,  Inc. 

Active 

5 

89-089 

3500 

Floor  Scale 

Thurman  Scale  Company 

Inactive 

1/1/98 

5 

89-090 

4260 

Hanging  Scale 

Measurement  Systems  International 

Active 

5 

89-091 A2 

GT6000 

ECR  - Scale 

Hobart  Corporation 

Inactive 

1/1/97 

5 

89-092 

2113-3XXX 

ECR  - Scale 

AT&T  Global  Information  Solutions 

Active 

5 

89-093 

H23-2512 

Floor  Scale 

Fairbanks  Scales 

Active 

5 

89-094 

6213 

Floor  Scale 

Mettler-Toledo,  Inc. 

Inactive 

9/2/93 

5 

89-095 

6313 

Floor  Scale 

Mettler-Toledo,  Inc. 

Inactive 

9/2/93 

5 

89-096P 

TRT 

Load  Cell 

Hottinger  Baldwin  Measurements, 

Inactive 

11/1/91 

5 

89-097A1 

ECR-30 

POS  Scale 

Cardinal  Scale  Mfgr.  Co. 

Inactive 

11/8/96 

5 

89-098 

ML-X-XX-XXX-STD 

Wholesale  Meter 

FMC  Smith  Meter  Inc. 

Active 

5 

89-099 

FDS-50 

ECR  - Scale 

TEC  America,  Inc. 

Inactive 

1/1/97 

5 

89-100 

1200P,  1200W 

Card  Reader  - LMD 

Applied  Technology 

Active 

> 5 

89-101 

0500B1BXX1 

Wholesale/VTM 

Controller/Reg 

Brooks  Instrument  Division 

Inactive 

10/27/99 

5 

89-102 

6900 

Bench  & Counter  Scale 

Cardinal  Scale  Mfgr.  Co. 

Inactive 

1/1/97 

5 

89-1 03A1 

MG4500 

Floor  Scale 

Mettler-Toledo,  Inc. 

Active 

10 

89-1 04A1 

2155 

Floor  Scale 

Mettler-Toledo,  Inc. 

Inactive 

9/2/93 

5 

89-105 

SC-100 

Floor  Scale 

Weigh-Tronix,  Inc 

Inactive 

11/30/93 

5 

89-106 

HSDC  200 

Hanging  Scale 

Weigh-Tronix,  Inc 

Inactive 

11/30/93 

5 

89-107 

921,  921 R 

Computing  Scale 

Exact  Equipment  Corporation 

Inactive 

10/31/93 

5 

89-108 

S 

Load  Cell 

Flex-Weigh  Corporation 

Inactive 

1/1/99 

5 

89-109 

MC 

Load  Cell 

Epelsa  International,  Inc. 

Active 

5 

89-111 

DSP1000 

Bench  & Counter  Scale 

Doran  Scales,  Inc. 

Active 

5 

89-1 12A2 

DSP2000  Series 

Bench  & Counter  Scale 

Doran  Scales,  Inc. 

Active 

1 

89-1 13A2 

DSP3000  & DSP  5000  Series 

Bench  & Counter  Scale 

Doran  Scales,  Inc. 

Active 

1 

89-114 

SC 

Load  Cell 

Epelsa  International,  Inc. 

Active 

5 

89-1 15A2 

262A  & 262HV 

RMFD  - Dispenser 

Tokheim  Corporation 

Active 

10 

89-1 16A1 

0501  Series 

WholesaleA/TM 

Controller/Reg 

Brooks  Instrument  Division 

Active 

6 

89-1 17A1 

UMC444  & UMC555 

Indicating  Element  - Scale 

Rice  Lake  Weighing  Systems 

Inactive 

1/1/98 

6 

89-1 18A1 

EL 1233HE 

Indicating  Element  - Scale 

Rice  Lake  Weighing  Systems 

Inactive 

9/15/93 

5 

89-119 

PS6LR1 

Bench  & Counter  Scale 

Pelouze  Scale  Company 

Active 

5 

89-1 20A1 

A 605  and  A 615 

Shipping/Postal/Classifiers 

Pitney  Bowes 

Active 

7 

89-121A1 

A 603  and  A 613 

Shipping/Postal/Classifiers 

Pitney  Bowes 

Active 

7 

89-122 

NT A & NXA 

ECR - LMD 

PAR  Microsystems 

Inactive 

1/1/96 

5 

89-1 23A1 

3400 

Computing  Scale 

Weigh-Tronix,  Inc 

Inactive 

1/1/97 

5 

89-124 

3450 

Computing  Scale 

Weigh-Tronix,  Inc 

Inactive 

1/1/98 

5 

89-125PN 

640 

RMFD  - Dispenser 

Schlumberger  Technologies,  Inc. 

Inactive 

12/8/94 

5 

89-126 

HOB  15-X 

Bench  & Counter  Scale 

Hobart  Corporation 

Active 

5 

89-1 27A1 

2010 

Bench  & Counter  Scale 

Certified  Scales  Co. 

Active 

5 
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89-1 28A3 

WB,  WB-A.  AC,  DA 

Hopper  Scale 

Astec 

Active 

5 

89-1 29A1 

152 

Printer  - Scale 

Industrial  Data  Systems,  Inc. 

Active 

6 

89-1 30A1 

Nikkei  NS 

Load  Cell 

Totalcomp,  Inc. 

Active 

7 

89-131A1 

Nikkei  NSB  & NSBT 

Load  Cell 

Totalcomp,  Inc. 

Inactive 

10/31/94 

5 

89-1 32A1 

Nikkei  NDE 

Load  Cell 

Totalcomp,  Inc. 

Inactive 

1/1/99 

5 

89-1 33A2 

SC  150 

POS  Scale 

Shekel  Electronic  Scales 

Inactive 

1/1/98 

5 

89-1 34A1 

EP  and  ET  Series* 

Vehicle  Scale 

Powell  All-Steel  Scales,  Inc. 

Active 

1 

89-1 35PN 

50-60T 

Vehicle  Scale 

Weldtec  Scales 

Inactive 

1/1/94 

5 

89-1 36A1 

23-2557 

Floor  Scale 

Fairbanks  Scales 

Active 

5 

89-137 

8215 

POS  Scale 

Mettler-Toledo,  Inc. 

Inactive 

9/2/93 

5 

89-1 39A1 

4687-2 

POS  Scale 

IBM  Corporation 

Inactive 

1/1/96 

8 

89-1 40A1 

Red  Seal  Type  4D  Com 

LPG  Liquid  Meter 

Schlumberger  Industries 

Active 

7 

89-141 

LPM-100 

LMD  - Meter 

Liqua-Tech  Corporation 

Active 

5 

89-142PA1 

AW-200 

Load  Cell 

Airway  Scale  and  Mfg  Co.,  Inc. 

Inactive 

11/1/91 

5 

89-143 

MG-2500 

Bench  & Counter  Scale 

Ishida  Co.  Ltd. 

Inactive 

11/29/93 

5 

89-144 

600  E 

Indicating  Element  - Scale 

Triner  Scale  & Manufacturing 

Active 

5 

89-1 45A1 

8510 

Indicating  Element  - Scale 

Mettler-Toledo,  Inc. 

Inactive 

1/1/98 

5 

89-146 

263 

Indicating  Element  - Scale 

Mettler-Toledo,  Inc. 

Inactive 

1/1/98 

5 

89-147 

760SLS-RD 

Other  - Scale 

Spectra  Physics 

Inactive 

10/27/93 

5 

89-148 

4687-2 

Other  - Scale 

IBM  Corporation 

Inactive 

1/1/96 

5 

89-1 49A2 

DLX  and  DDX  Series 

RMFD  - Dispenser 

Dresser  Equipment  Group,  Wayne 
Division 

Active 

1 

89-150 

D LX/360,  D LX/370  Series 

RMFD  - Dispenser 

Dresser  Equipment  Group,  Wayne 
Division 

Inactive 

1/1/00 

9 

89-151A2 

LCF-R4010-1  & LCF-R4010-2 

Load  Cell 

Fairbanks  Scales 

Active 

10 

89-152 

RS3510 

ECR  - Scale 

Omron  Systems  of  America 

Inactive 

1/1/98 

5 

89-153 

RS4043 

ECR  - Scale 

Omron  Systems  of  America 

Inactive 

1/1/98 

5 

89-154 

RS5550 

ECR  - Scale 

Omron  Systems  of  America 

Inactive 

1/1/97 

5 

89-1 55A1 

310RD 

Other  - Scale 

ICL,  Inc. 

Active 

1 

89-156 

KB-105 

Printer  - Scale 

Rice  Lake  Weighing  Systems 

Active 

5 

89-1 57A1 

KB-105 

Printer  - Scale 

Fargo  Electronic  Services  Inc. 

Inactive 

9/1/93 

5 

89-1 58A1 

SSB & SSBT 

Load  Cell 

Flex-Weigh  Corporation 

Inactive 

1/1/99 

5 

89-1 59A1 

SM-960 

ECR - LMD 

Suntronic  Technology  Group 

Active 

5 

89-1 60A1 

SR/SP/SS/SM 

Card  Reader  - LMD 

Suntronic  Technology  Group 

Active 

5 

89-1 61 PN 

660 

RMFD  - Dispenser 

Schlumberger  Technologies,  Inc. 

Inactive 

12/8/94 

5 

89-1 62P 

ATC 

Load  Cell 

Epelsa  International,  Inc. 

Inactive 

10/29/95 

5 

89-163 

BP 

Load  Cell 

Epelsa  International,  Inc. 

Active 

5 

89-164 

3512,  2412,  2410 

Vehicle  Scale 

UHL  Scale  Service,  Inc. 

Active 

5 

89-165 

H-1,  H-2,  H-3 

Hopper  Scale 

Mid-America  Scale  Company 

Inactive 

12/31/94 

5 

90-001 A1 

7260 

Railway  Track  Scale 

Mettler-Toledo,  Inc. 

Active 

1 

90-002A1 

2885  Option 

Floor  Scale 

Mettler-Toledo,  Inc. 

Inactive 

1/1/97 

5 

90-003 

MS200 

Monorail  Scale 

Rice  Lake  Weighing  Systems 

Active 

5 

90-004 A2 

V590D  Series 

RMFD  - Dispenser 

Dresser  Equipment  Group,  Wayne 
Division 

Inactive 

1/1/00 

10 

90-005A2 

V38XYZ  Series 

RMFD  - Dispenser 

Dresser  Equipment  Group,  Wayne 
Division 

Inactive 

1/1/00 

10 

90-006A1 

V490  Series 

RMFD  - Dispenser 

Dresser  Equipment  Group,  Wayne 
Division 

Inactive 

1/1/00 

10 

90-007A2 

V39XYZ  Series* 

RMFD  - Dispenser 

Dresser  Equipment  Group,  Wayne 
Division 

Inactive 

1/1/00 

10 

90-008A2 

PCS  and  AS-400 

Shipping/Postal/Classifiers 

Cardinal  Scale  Mfgr.  Co. 

Active 

7 

90-009A1 

SuperStar 

ECR  - Scale 

Stores  Automated  Systems,  Inc. 

Inactive 

1/1/96 

5 

90-010 

XX38 

Shipping/Postal/Classifiers 

Mettler-Toledo,  Inc. 

Active 

5 
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90-011 

4000-XX1X 

Shipping/Postal/Classifiers 

AT&T  Global  Information  Solutions 

Inactive 

8/12/93 

5 

90-012 

0455-XXXX-001 

Wholesale  Meter 

Emark  Corporation 

Inactive 

12/31/93 

6 

90-013 

M268  REG.,  M268  BASE 

RMFD  - Console/Controller 

Schlumberger  Technologies,  Inc. 

Inactive 

11/26/93 

5 

90-01 4A1 

TCS 

RMFD  - Dispenser 

Tokheim  Corporation 

Inactive 

11/8/93 

5 

90-01 5P 

UIT 

Load  Cell 

Hottinger  Baldwin  Measurements, 

Inactive 

11/1/91 

5 

90-01 6PA1 

USB 

Load  Cell 

Hottinger  Baldwin  Measurements, 

Inactive 

11/1/93 

5 

90-017 

831  & 833 

LPG  Liquid  Meter 

Schlumberger  Industries 

Active 

8 

90-01 8A1 

DHB300 

Hanging  Scale 

John  Chatillon  & Sons,  Inc. 

Active 

5 

90-0 19A2 

3000N 

Shipping/Postal/Classifiers 

Ascom  Hasler  Mailing  Systems,  Inc. 

Inactive 

1/1/96 

5 

90-020 

262-HV  (High  Volume) 

RMFD  - Dispenser 

Tokheim  Corporation 

Inactive 

1/1/98 

5 

90-021 

Masterweigh  IV 

Bulkweighing  System 

InterSystems,  Inc. 

Inactive 

11/16/94 

5 

90-022 

WS  900 

Indicating  Element  - Scale 

Rice  Lake  Weighing  Systems 

Inactive 

9/15/93 

5 

90-023P 

AE 

Load  Cell 

Scaime  S.A. 

Inactive 

5/26/94 

5 

90-024 

UMC  2000  XX-XX 

Indicating  Element  - Scale 

CMI  Weighing  Equipment 

Active 

5 

90-025 

UMC  UMC  555AAAA 

Indicating  Element  - Scale 

CMI  Weighing  Equipment 

Active 

5 

90-026 

UMC  600  AA-AA 

Indicating  Element  - Scale 

CMI  Weighing  Equipment 

Active 

5 

90-027 

V (Coaxial) 

Other  - LMD 

Husky  Corporation 

Active 

5 

90-028A1 

LR  Series  Turbine 

Wholesale  Meter 

Daniel  Industries,  Inc. 

Inactive 

1/1/97 

10 

90-029 

PCSR  3400 

Hanging  Scale 

Weigh-Tronix,  Inc 

Inactive 

1/1/97 

5 

90-030 

WI-171 

Indicating  Element  - Scale 

Weigh-Tronix,  Inc 

Active 

5 

90-031 

MG-2500 

Bench  & Counter  Scale 

Ishida  Co.  Ltd. 

Inactive 

11/29/93 

5 

90-032 

SS30310 

Load  Cell 

Artech  Industries,  Inc. 

Active 

5 

90-033 

GS1650B 

Indicating  Element  - Scale 

Gedge  Systems 

Active 

5 

90-034A1 

3700  & 3900 

RMFD  - Dispenser 

Bennett  Pump  Company 

Active 

5 

90-035 

4000 

RMFD  - Dispenser 

Bennett  Pump  Company 

Active 

5 

90-036PN 

81 

RMFD  - Console/Controller 

Bennett  Pump  Company 

Inactive 

9/30/93 

5 

90-037A1 

8427 

Indicating  Element  - Scale 

Mettler-Toledo,  Inc. 

Inactive 

1/1/97 

9 

90-038 

DW750 

Indicating  Element  - Scale 

Sterling  Scale  Company,  Inc. 

Inactive 

1/1/98 

5 

90-039 

CS  512 

Computing  Scale 

Esselte  Meto 

Inactive 

1/1/94 

5 

90-040 

ES  1010 

Computing  Scale 

Esselte  Meto 

Inactive 

1/1/94 

5 

90-041A4 

Type  4,  4E,  4-MT,  40,  & 40-MTVehicle  Tank  Meter 

Schlumberger  Industries 

Active 

1 

90-042 

90-166 

Indicating  Element  - Scale 

Fairbanks  Scales 

Inactive 

12/30/93 

5 

90-043 

90-515  & 90-516 

Indicating  Element  - Scale 

Fairbanks  Scales 

Active 

5 

90-044 

RS5500 

ECR  - Scale 

Omron  Systems  of  America 

Inactive 

1/1/97 

5 

90-045A1 

LP 

Vehicle  Scale 

Cardinal  Scale  Mfgr.  Co. 

Active 

5 

90-046A2 

7541 

Vehicle  Scale 

Mettler-Toledo,  Inc. 

Active 

10 

90-047 

XX97 

Bench  & Counter  Scale 

Mettler-Toledo,  Inc. 

Active 

5 

90-048A1 

DI21/11 

Indicating  Element  - Scale 

FIRST-Weigh 

Active 

5 

90-049 

DP101-U 

Indicating  Element  - Scale 

Digi  Postal  Acctronix 

Inactive 

1/1/99 

5 

90-050A1 

PLS  18X7 

Livestock  Scale 

Sooner  Scale,  Inc. 

Inactive 

1/1/96 

10 

90-051 

100  Series 

Vehicle  Scale 

M-R  Brand  Scale  Mfg.,  Inc. 

Active 

5 

90-052A1 

AW600B 

Load  Cell 

Superior  Load  Cell 

Inactive 

4/12/94 

5 

90-053 

PR09000 

Computing  Scale 

Bizerba  United  States,  Inc. 

Inactive 

12/15/94 

5 

90-055 

2010 

Floor  Scale 

Certified  Scales  Co. 

Active 

5 

90-056 

800A 

Jeweler's/Presc./Grain 

Troemner,  Inc. 

Active 

5 

90-057 

1126D 

Floor  Scale 

Fairbanks  Scales 

Inactive 

12/30/93 

5 

90-058 

H2101  WC 

Indicating  Element  - Scale 

Hardy  Instruments,  Inc. 

Active 

5 

90-059 

Matrix  500 

Printer  - Scale 

Industrial  Data  Systems,  Inc. 

Inactive 

12/13/93 

5 

90-060 

1450-1 5-SP 

Vehicle  Tank  Meter 

Daniel  Industries,  Inc. 

Inactive 

1/1/97 

5 

90-061A5 

FW  and  HW  Series* 

Bench  & Counter  Scale 

A&D  Engineering 

Active 

10 
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90-062A1 

SL  5900-3(X)-C(Y)-US 

Computing  Scale 

TEC  America,  Inc. 

Inactive 

1/1/97 

5 

90-063A1 

SR-XXX 

Floor  Scale 

Santa  Rosa  Scale  Company 

Active 

7 

90-064 A2 

FV  & HV  Series* 

Bench  & Counter  Scale 

A&D  Engineering 

Active 

9 

90-065 

EF 

Bench  & Counter  Scale 

Cardinal  Scale  Mfgr.  Co. 

Active 

5 

90-067 A4 

MMX3000  & PRO  SERIES 

ECR - LMD 

Schlumberger  Technologies,  Inc. 

Inactive 

1/1/00 

7 

90-068 

RZ-3A 

Wholesale  Meter 

Accurate  Metering  Systems,  Inc. 

Active 

5 

90-069A2 

FH-XXYYYY-II 

Floor  Scale 

Cardinal  Scale  Mfgr.  Co. 

Active 

1 

90-070 

HP-2,  HP-22 

RMFD  - Dispenser 

Hasstech,  Inc. 

Inactive 

1/1/94 

5 

90-071 

DP-100* 

Computing  Scale 

Digi  Postal  Acctronix 

Inactive 

1/1/99 

5 

90-072 

JL-DSD-253B 

Indicating  Element  - Scale 

Jonel  Engineering 

Active 

5 

90-073 

307 

Printer  - Scale 

Mettler-Toledo,  Inc. 

Inactive 

1/1/97 

5 

90-074A2 

7006P  Series 

Bench  & Counter  Scale 

Doran  Scales,  Inc. 

Active 

10 

90-075 

HI  2150  WC-(XX) 

Indicating  Element  - Scale 

Hardy  Instruments,  Inc. 

Inactive 

1/1/97 

5 

90-076 

325 

Printer  - Scale 

Mettler-Toledo,  Inc. 

Inactive 

1/1/97 

5 

90-077 

100 

Taximeter 

Pulsar  Technology  Systems,  Inc. 

Active 

5 

90-078 

PDT-100 

Bench  & Counter  Scale 

John  Chatillon  & Sons,  Inc. 

Active 

5 

90-079 

FT  M S C-XXXX-XXX 

Vehicle  Scale 

Weigh-Tronix,  Inc. 

Active 

5 

90-082A1 

MCTM-731 0-1 00T3 

Vehicle  Scale 

Weigh-Tronix,  Inc. 

Active 

5 

90-083A2 

80210,  80210A&  80310* 

Load  Cell 

Artech  Industries,  Inc. 

Active 

9 

90-084 

H90-3051 

Indicating  Element  - Scale 

Fairbanks  Scales 

Active 

5 

90-085 

XX96 

Bench  & Counter  Scale 

Mettler-Toledo,  Inc. 

Inactive 

10/20/97 

5 

90-086A1 

SB4  Series 

Load  Cell 

Flintab,  Inc. 

Active 

9 

90-087A1 

B250 

Shipping/Postal/Classifiers 

Pitney  Bowes 

Active 

6 

90-088 

A219 

Floor  Scale 

Pitney  Bowes 

Active 

5 

90-089P 

LP400E 

Wheel  Load  Weigher 

General  Electrodynamics  Corp. 

Active 

5 

90-090 

AW900B 

Load  Cell 

Superior  Load  Cell 

Inactive 

4/12/94 

5 

90-091 

DS-410 

Bench  & Counter  Scale 

Digi  Matex,  Inc. 

Inactive 

1/1/98 

5 

90-092 

SB2 & SB3 

Load  Cell 

Hottinger  Baldwin  Measurements, 

Active 

5 

90-093A1 

Compudraft  Ser  2000/3000 

Indicating  Element  - Scale 

CompuWeigh 

Active 

10 

90-094 A2 

70-1414  & 70-1414a 

Indicating  Element  - Scale 

Fairbanks  Scales 

Active 

7 

90-095 

RS-150,  RS-300 

Bench  & Counter  Scale 

Berkel  Incorporated 

Inactive 

1/1/97 

5 

90-096 

FV  60KAS1 

Bench  & Counter  Scale 

A&D  Engineering 

Active 

5 

90-097A2 

6600  Series 

Floor  Scale 

Pennsylvania  Scale  Company 

Active 

1 

90-098A1 

4000  Series 

Prepackaging  Scale 

Ishida  Co.  Ltd. 

Active 

6 

90-099A1 

AC-300  & AC-1000 

Computing  Scale 

Ishida  Co.  Ltd. 

Active 

5 

90-100 

Ishida  LIBRA  300 

Computing  Scale 

Global  O.T.C.F. 

Inactive 

1/1/94 

5 

90-101 

ALVS-6080 

Vehicle  Scale 

Syracuse  Scale  Co,  Inc. 

Active 

5 

90-1 02A1 

ECR-635  & ECR-645 

ECR  - Scale 

Sanyo  Fisher  (USA)  Corporation 

Inactive 

12/31/94 

5 

90-103 

AG  500-1 

Indicating  Element  - Scale 

Tru-Test  Certified  Scales 

Active 

5 

90-104 

PBB300 

Bench  & Counter  Scale 

John  Chatillon  & Sons,  Inc. 

Active 

5 

90-1 05A1 

TSFS  and  LC18* 

Load  Cell 

Epelsa  International,  Inc. 

Active 

10 

90-1 06P 

PT300 

Wheel  Load  Weigher 

Intercomp  Corporation 

Active 

5 

90-1 07 A2 

SC-XXXX-YYY 

Bench  & Counter  Scale 

Weigh-Tronix,  Inc. 

Active 

1 

90-1 08A4 

FCTSXXXX-YYYT* 

Vehicle  Scale 

Weigh-Tronix,  Inc. 

Active 

8 

90-109 

8550 

Vehicle  Scale 

Thurman  Scale  Company 

Active 

8 

90-110 

6800/Z100  & 600/Z100 

Other  - Scale 

Cardinal  Scale  Mfgr.  Co. 

Inactive 

11/16/93 

5 

90-111 

738/TLC1 00-738/Z1 00 

Other  - Scale 

Cardinal  Scale  Mfgr.  Co. 

Active 

5 

90-112 

3270M 

Indicating  Element  - Scale 

Weigh-Tronix,  Inc 

Inactive 

11/30/93 

5 

90-1 13A1 

WI-160 

Indicating  Element  - Scale 

Weigh-Tronix,  Inc 

Active 

5 

90-114 

3270S 

Bench  & Counter  Scale 

Weigh-Tronix,  Inc 

Inactive 

11/30/93 

5 

Device  Type  by  CC  Number 


No.  3-17 


CC  No. 

Model  Number 

Device  Type 

Company 
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Pub  5 
Edition 

90-1 15A9 

BXX  Series* 

RMFD  - Dispenser 

Gilbarco,  Inc. 

Active 

i 

90-116 

111-V 

Wholesale/VTM 

Controller/Reg 

Dover  Corporation 

Inactive 

10/1/93 

5 

90-117 

PetroCount  44 

Wholesale/VTM 

Controller/Reg 

Brooks  Instrument  Division 

Inactive 

10/27/99 

5 

90-1 18A3 

T Series 

Wholesale  Meter 

Brooks  Instrument  Division 

Active 

10 

90-119 

SE/SW  653B 

Hopper  Scale 

CMI  Weighing  Equipment 

Active 

5 

90-120 

ECR  690 

ECR  - Scale 

Sanyo  Fisher  (USA)  Corporation 

Inactive 

12/31/93 

5 

90-121 

Type  2000/Model  400337 

ECR  - Scale 

Micros  Systems,  Inc. 

Active 

5 

90-1 22A1 

PT  Series  Turbine 

Wholesale  Meter 

Daniel  Industries,  Inc. 

Inactive 

1/1/97 

10 

90-123 

320 

Printer  - Scale 

CAT  Scale  Company 

Inactive 

1/1/94 

5 

90-1 24A1 

8510 

Shipping/Postal/Classifiers 

Neopost,  Inc. 

Active 

5 

90-125 

3D 

Bench  & Counter  Scale 

CAS  (USA)  Corporation 

Active 

5 

90-1 26A1 

Angel  15M 

Computing  Scale 

CAS  (USA)  Corporation 

Active 

5 

90-1 27A1 

H70-4900/4920 

Bench  & Counter  Scale 

Fairbanks  Scales 

Active 

5 

90-128A2 

H90-5100,  H90-5150,  & H90- 
5200* 

Indicating  Element  - Scale 

Fairbanks  Scales 

Active 

1 

90-129P 

MSI-5300 

Wheel  Load  Weigher 

Measurement  Systems  International 

Active 

5 

90-130 

DLX-390-1 L 

RMFD  - Dispenser 

Dresser  Equipment  Group,  Wayne 
Division 

Inactive 

9/16/93 

5 

90-131 

OKD-6 

Hanging  Scale 

Tri-Coastal  Industries 

Inactive 

1/1/99 

5 

90-1 32A2 

DSLXXXX-YY 

Floor  Scale 

Weigh-Tronix,  Inc. 

Active 

10 

90-133 

2010 

Taximeter 

Pulsar  Technology  Systems,  Inc. 

Active 

5 

90-134 

Motion  Stabilzer 

Indicating  Element  - Scale 

Weigh-Tronix,  Inc. 

Active 

5 

90-135 

A120-TA 

Shipping/Postal/Classifiers 

Weigh-Tronix,  Inc 

Inactive 

1/1/97 

5 

90-136 

A120-TA 

Shipping/Postal/Classifiers 

Pitney  Bowes 

Active 

5 

90-137 

HS-100 

Hanging  Scale 

Weigh-Tronix,  Inc 

Inactive 

1/1/98 

5 

90-1 38P 

USB 

Load  Cell 

Hottinger  Baldwin  Measurements, 

Inactive 

11/1/91 

5 

90-139 

ALC850 

Load  Cell 

Syracuse  Scale  Co,  Inc. 

Active 

5 

90-1 40PN 

XX  XL  YY 

Floor  Scale 

Airway  Scale  and  Mfg  Co.,  Inc. 

Inactive 

12/31/94 

8 

90-141 

AW600B 

Load  Cell 

Airway  Scale  and  Mfg  Co.,  Inc. 

Inactive 

12/31/94 

5 

90-142 

AW900B 

Load  Cell 

Airway  Scale  and  Mfg  Co.,  Inc. 

Inactive 

12/31/94 

5 

90-143PN 

2003 

RMFD  - Register 

Veeder-Root  Co 

Inactive 

7/8/93 

5 

90-1 44A1 

220  & 330 

RMFD  - Dispenser 

Tokheim  Corporation 

Inactive 

1/1/98 

6 

90-145 

1100  & 1200  Series 

RMFD  - Dispenser 

Tokheim  Corporation 

Inactive 

1/1/98 

9 

90-1 46A1 

A217 

Shipping/Postal/Classifiers 

Pitney  Bowes 

Active 

5 

90-147 

2157 

Floor  Scale 

Mettler-Toledo,  Inc. 

Inactive 

1/1/97 

5 

90-148 

EPS  R CT  X X X XX 

RMFD  - Dispenser 

Schlumberger  Technologies,  Inc. 

Inactive 

11/26/93 

5 

90-149 

EPS  RC  1 X X X XX 

RMFD  - Dispenser 

Schlumberger  Technologies,  Inc. 

Inactive 

11/26/93 

5 

90-1 50A3 

Bulk  II 

Bulkweighing  System 

oneWeigh 

Inactive 

1/1/99 

5 

90-151A2 

682 

Wholesale  Meter 

Tokheim  Corporation 

Inactive 

1/1/98 

6 

90-152PA1 

5423-BIO 

Load  Cell 

Revere  Transducers,  Inc. 

Inactive 

11/1/91 

5 

90-1 53A1 

AH-40,  CH-10,  WH4 

Hopper  Scale 

McNeilus  Truck  & Mfg.  Inc. 

Active 

6 

90-154 

623LS 

Computing  Scale 

Berkel  Incorporated 

Inactive 

11/5/93 

5 

90-155 

SP12 

Bench  & Counter  Scale 

Epelsa  International,  Inc. 

Active 

5 

90-156 

DP70S 

Bench  & Counter  Scale 

Digi  Postal  Acctronix 

Inactive 

1/1/99 

5 

90-1 57A1 

DC  100,  MP  201,  DC  300 

Indicating  Element  - Scale 

Morrison  Weighing  Systems,  Inc. 

Active 

9 

90-158 

RL20000A-XXX 

Load  Cell 

Rice  Lake  Weighing  Systems 

Active 

5 

90-1 59A1 

RL30000A-XXX  & RL30000B- 
XXX 

Load  Cell 

Rice  Lake  Weighing  Systems 

Active 

5 

90-160 

AM4660 

Indicating  Element  - Scale 

Intercomp  Corporation 

Active 

8 

90-131A2 

6400 

Floor  Scale 

Pennsylvania  Scale  Company 

Active 

1 

No.  3-18 


Device  Type  by  CC  Number 
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90-1 62A1 

405-XX-8P  & -16P 

RMFD  - Console/Controller 

Bennett  Pump  Company 

Active 

6 

90-1 63A1 

MPC-8X  & MPC-16X 

RMFD  - Console/Controller 

Triangle  Microsystems,  Inc. 

Active 

6 

90-164 

(P/N)  222-560 

LMD  - Meter 

Graco,  Inc. 

Inactive 

1/1/98 

5 

90-165 

10XX 

Bench  & Counter  Scale 

Micro  General 

Active 

5 

90-166 

SA  2000  &SA  2100 

ECR  - Scale 

CASIO,  INC. 

Inactive 

1/1/98 

5 

90-167 

UBS  402 

Bench  & Counter  Scale 

GSE/General  Weighing  Systems 

Active 

5 

90-1 71 P 

SHS 

Load  Cell 

Sun  Scale  Inc. 

Inactive 

11/1/91 

5 

90-1 84P 

C 

Load  Cell 

Flex-Weigh  Corporation 

Inactive 

11/1/91 

5 

90-185 

1150-S 

Indicating  Element  - Scale 

Ohaus  Corporation 

Active 

5 

91-001A3 

792-BIO 

Load  Cell 

Revere  Transducers,  Inc. 

Active 

1 

91-002A2 

TNL  Series 

Floor  Scale 

Pacific  Scale  Co.,  Inc. 

Active 

7 

91-003A1 

5752 

Vehicle  Scale 

Absco  Scale  Co. 

Active 

5 

91-004 

LP 

Vehicle  Scale 

J&S  Scale  Company 

Inactive 

1/1/98 

5 

91-005 

Guardian  WS 

Indicating  Element  - Scale 

Diamond  Control  Systems 

Active 

5 

91-006 

FT 

Vehicle  Scale 

J&S  Scale  Company 

Inactive 

1/1/98 

5 

91-007 

430  * 

Indicating  Element  - Scale 

Thurman  Scale  Company 

Inactive 

12/27/93 

5 

91-008 

455 

Indicating  Element  - Scale 

Thurman  Scale  Company 

Active 

5 

91-009A1 

465 

Indicating  Element  - Scale 

Thurman  Scale  Company 

Active 

9 

91-010 

620 

Indicating  Element  - Scale 

Thurman  Scale  Company 

Inactive 

1/1/98 

5 

91-011 

6000 1A-XX-1 166 

Load  Cell 

Sensortronics,  Inc. 

Active 

5 

91-013 

AGES 

Vehicle  Scale 

Scales  Unlimited  Inc. 

Active 

5 

91-014 

AGES  3PL 

Indicating  Element  - Scale 

Scales  Unlimited  Inc. 

Active 

5 

91-015 

POSISCALE  3030 

POS  Scale 

POS  Data  Products,  Inc. 

Inactive 

11/1/94 

5 

91-016 

Scale  Readout 

Indicating  Element  - Scale 

PSI/Command  Data 

Active 

5 

91-017 

405 

Indicating  Element  - Scale 

Thurman  Scale  Company 

Inactive 

12/27/93 

5 

91-018 

9000 

Prepackaging  Scale 

Weldotron  Corporation 

Inactive 

1/1/98 

5 

91-019A2 

9100  Series 

RMFD  - Dispenser 

Gasboy  International,  Inc. 

Active 

8 

91-020 

8800 

RMFD  - Console/Controller 

Gasboy  International,  Inc. 

Inactive 

7/8/93 

5 

91-021 

8000 

RMFD  - Dispenser 

Gasboy  International,  Inc. 

Inactive 

7/8/93 

5 

91-022 

920C 

Bench  & Counter  Scale 

Seca  Corporation 

Active 

5 

91-023A2 

BWB-627A 

Bench  & Counter  Scale 

Tanita  Corporation 

Active 

5 

91-024 

WI-190M 

Indicating  Element  - Scale 

Weigh-Tronix,  Inc 

Active 

5 

91-025 

MA-1600  & FDS-30 

ECR  - Scale 

TEC  America,  Inc. 

Inactive 

1/1/97 

5 

91-026 

AE  1000C/49 

Jeweleris/Presc./Grain 

Mettler-Toledo,  Inc 

Inactive 

12/17/93 

5 

91-027 

600 

Printer  - Scale 

Thurman  Scale  Company 

Inactive 

12/27/93 

5 

91-029A2 

SR-S  Series  & SR-P  Series 

Vehicle  Scale 

UHL  Scale  Service,  Inc. 

Active 

1 

91-030A2 

HLC,  H35  and  THC  Series* 

Load  Cell 

Hottinger  Baldwin  Measurements, 

Active 

1 

91-031 

RSC 

Load  Cell 

Hottinger  Baldwin  Measurements, 

Active 

5 

91-032 

E2000 

Bench  & Counter  Scale 

Edlund  Company 

Inactive 

1/1/96 

5 

91-033 

TCP-10 

Printer  - Scale 

Tyrel  Corporation 

Inactive 

1/1/98 

5 

91-034A1 

V395D 

RMFD  - Dispenser 

Dresser  Equipment  Group,  Wayne 
Division 

Inactive 

1/1/00 

10 

91-035A2 

V58XY2  Series 

RMFD  - Dispenser 

Dresser  Equipment  Group,  Wayne 
Division 

Inactive 

1/1/00 

10 

91-036A1 

JRT  Series 

Load  Cell 

Hottinger  Baldwin  Measurements, 

Active 

1 

91-037A1 

MXP-9900 

Indicating  Element  - Scale 

Scale  Store 

Inactive 

1/1/99 

5 

91-038 

IQ700HE 

Indicating  Element  - Scale 

Rice  Lake  Weighing  Systems 

Inactive 

9/15/93 

5 

91-039 

IQ700SS 

Indicating  Element  - Scale 

Rice  Lake  Weighing  Systems 

Inactive 

9/15/93 

5 

91-040 

555HE 

Indicating  Element  - Scale 

Rice  Lake  Weighing  Systems 

Inactive 

1/1/98 

5 

91-041A2  RSC  AND  RSCA  Series 

Device  Type  by  CC  Number 

Vehicle/Railway  Track 

Cardinal  Scale  Mfgr.  Co. 

Active 

1 
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Pub  5 
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91-042A1 

LC  Series 

Scale 

Load  Cell 

Epelsa  International,  Inc. 

Active 

8 

91-043A4 

SQB  Series 

Load  Cell 

Celtron  Technologies,  Inc. 

Active 

1 

91-044 

STC 

Load  Cell 

Celtron  Technologies,  Inc. 

Active 

1 

91-045 

RL35023-XX-YY 

Load  Cell 

Rice  Lake  Weighing  Systems 

Active 

5 

91-046 

RL20001  -XX-YY 

Load  Cell 

Rice  Lake  Weighing  Systems 

Active 

5 

91-047 

WH27 

Hopper  Scale 

Alcoa  Recycling  Machinery  Services 

Inactive 

1/1/96 

5 

91-048PN 

M-25 

Vehicle  Tank  Meter 

Liquid  Controls  LLC 

Inactive 

12/13/93 

5 

91-049 

LCB-1000H 

Hanging  Scale 

New  Brunswick  International,  Inc. 

Inactive 

10/18/93 

5 

91-050A1 

C-Serve 

Software  - LMD 

Canmax  Retail  Systems,  Inc. 

Active 

5 

91-051A1 

AG  Series 

Load  Cell 

Scaime  S.A. 

Active 

8 

91-053 

AC-2000 

Computing  Scale 

Ishida  Co.  Ltd. 

Active 

5 

91-054 

Libra  II 

Computing  Scale 

Ishida  Co.  Ltd. 

Active 

5 

91-055A1 

14-4304  S 

Vehicle  Scale 

Fairbanks  Scales 

Active 

5 

91-056 

13-8460-3 

Vehicle  Scale 

Fairbanks  Scales 

Active 

5 

91-057A2 

2000S-CFN  Series 

RMFD  - System 

Gasboy  International,  Inc. 

Active 

1 

9 1-058 A3 

5400-(1  thru  4 and  6) 

WholesaleA/TM 

Mobile  Computing  Corporation 

Active 

1 

91-059 

MS70XX 

Controller/Reg 

Floor  Scale 

Ishida  Co.  Ltd. 

Active 

5 

91-060A1 

WL600 

Indicating  Element  - Scale 

Ishida  Co.  Ltd. 

Active 

7 

91-061A1 

23-6200/PLF-R6200  Series 

Floor  Scale 

Fairbanks  Scales 

Active 

1 

91-062 

WI-114 

Indicating  Element  - Scale 

Weigh-Tronix,  Inc. 

Active 

5 

91-063 

UniWeigh 

Indicating  Element  - Scale 

Tyrel  Corporation 

Inactive 

1/1/99 

5 

91-064 

UniWeigh 

Indicating  Element  - Scale 

Rice  Lake  Weighing  Systems 

Inactive 

9/15/93 

5 

91-065 

90-8050-1 

Other  - Scale 

Fairbanks  Scales 

Active 

7 

91-067 

4684-XXX 

ECR  - Scale 

IBM  Corporation 

Inactive 

1/1/96 

5 

91-068A1 

LS  Series 

Livestock  Scale 

Powell  All-Steel  Scales,  Inc. 

Active 

1 

91-070 

DI-10 

Indicating  Element  - Scale 

Digi  Matex,  Inc. 

Active 

5 

91-071 

SC250-Q 

POS  Scale 

Shekel  Electronic  Scales 

Inactive 

1/1/98 

5 

91-072 

MCE-XX 

Indicating  Element  - Scale 

Bizerba  United  States,  Inc. 

Inactive 

1/1/98 

5 

91-073 

MCI-W 

Indicating  Element  - Scale 

Bizerba  United  States,  Inc. 

Inactive 

12/15/94 

5 

91-074 

20 

Indicating  Element  - Scale 

Bizerba  United  States,  Inc. 

Active 

5 

91-075 

150 

Indicating  Element  - Scale 

Bizerba  United  States,  Inc. 

Active 

5 

91-076 

350 

Indicating  Element  - Scale 

Bizerba  United  States,  Inc. 

Active 

5 

91-077A2 

TR-1 

Indicating  Element  - Scale 

Tara  Systems 

Active 

5 

91-078A1 

9520 

ECR  - Scale 

ICL,  Inc. 

Active 

1 

91-079 

2000 

Vehicle  Scale 

Challenger  Truck  Scales 

Inactive 

1/1/96 

5 

91-080 

301TAD 

Bench  & Counter  Scale 

Yamato  Corporation 

Inactive 

1/1/96 

7 

91-082 

864  Weigh  Buggy 

Floor  Scale 

Honeyville  Metal,  Inc. 

Active 

5 

91-083 

AN3050 

Indicating  Element  - Scale 

Analogic  Corporation 

Inactive 

12/28/94 

5 

91-084 

MS-D 

Shipping/Postal/Classifiers 

K-Scale,  Inc. 

Active 

5 

91-085 

KMS-2000 

Other  - Scale 

K-Scale,  Inc. 

Inactive 

1/1/00 

5 

91-086A1 

2760 

ECR - LMD 

AT&T  Global  Information  Solutions 

Active 

7 

91-087 

DLP 

Floor  Scale 

Division  Systems 

Active 

5 

91-088 

AAXXXXXXXXXXX 

RMFD  - Dispenser 

Gilbarco,  Inc. 

Active 

5 

91-089 

744 

Load  Cell 

Mettler-Toledo,  Inc. 

Active 

6 

91-090 

736 

Load  Cell 

Mettler-Toledo,  Inc. 

Active 

6 

91-091 

RS10 

Computing  Scale 

FIRST-Weigh 

Active 

5 

91-092 

FIRST-Weigh  Dll 2 

Indicating  Element  - Scale 

Epelsa  International,  Inc. 

Active 

5 

91-093A2 

135-XXYY-Z 

Floor  Scale 

Holtgreven  Scale  & Electronics  Corp 

Active 

5 

91-095A2 

SB  100 

LMD  - Meter 

Bennett  Pump  Company 

Active 

1 
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91-096A1 

SL-2200  Series 

Computing  Scale 

TEC  America,  Inc. 

Active 

10 

91-097A2 

2158 

Floor  Scale 

Mettler-Toledo,  Inc. 

Active 

6 

91-098 

Freedom  ll/B 

Indicating  Element  - Scale 

GSE/General  Weighing  Systems 

Active 

5 

91-099A1 

DL9000  Series* 

Load  Cell 

UniBridge  Scale  Systems 

Active 

10 

91-100A1 

Weigh  Deck 

Floor  Scale 

GSE/General  Weighing  Systems 

Active 

8 

91-101 

SCLFT130 

Bench  & Counter  Scale 

R&W  Specialty  Mfg.  Corp. 

Active 

5 

91-102A3 

MXXX-YYYY  Series 

Floor  Scale 

FIRST-Weigh 

Active 

1 

91-103 

GT  4400-G 

Grain  Test  Scale 

Ohaus  Corporation 

Inactive 

1/1/98 

5 

91-104 

RS20 

Computing  Scale 

FIRST-Weigh 

Active 

5 

91-105A1 

P 

Vehicle  Scale 

Pacific  Scale  Co.,  Inc. 

Inactive 

1/1/99 

5 

91-106A2 

7000M  & 7000R 

Indicating  Element  - Scale 

Doran  Scales,  Inc. 

Active 

10 

91-107 

8213 

Bench  & Counter  Scale 

Mettler-Toledo,  Inc. 

Inactive 

1/1/97 

5 

91-108 

AL62SPLT  XY 

Bench  & Counter  Scale 

Cardinal  Scale  Mfgr.  Co. 

Active 

5 

91-109 

DP10 

Bench  & Counter  Scale 

FIRST-Weigh 

Active 

5 

91-110 

T-80 

Indicating  Element  - Scale 

Totalcomp,  Inc. 

Active 

5 

91-111PN 

NEXUS  50  A 

Other 

Paper  Company 

Inactive 

1/1/96 

5 

91-112A2 

DSP  Series 

Floor  Scale 

Division  Systems 

Active 

10 

91-113A1 

DSP-BSI  & DSP-BSI-A 

Indicating  Element  - Scale 

Division  Systems 

Active 

10 

91-1 14A2 

4600SS 

Bench  & Counter  Scale 

GSE/General  Weighing  Systems 

Active 

5 

91-115 

SM  10000 

Crane  Scale 

Samson  Scale  Co.  Inc. 

Inactive 

1/1/96 

5 

91-116 

4000M-XX-X 

RMFD  - Dispenser 

Universel  Epsco,  Inc. 

Inactive 

1/1/96 

5 

91-117 

8000M-X-XX 

RMFD  - Dispenser 

Universel  Epsco,  Inc. 

Inactive 

1/1/96 

5 

91-119 

3000 

RMFD  - Dispenser 

Universel  Epsco,  Inc. 

Inactive 

1/1/96 

5 

91-120 

M-80-2 

Vehicle  Tank  Meter 

Liquid  Controls  LLC 

Inactive 

12/13/93 

5 

91-121 

MG-3000 

Bench  & Counter  Scale 

Ishida  Co.  Ltd. 

Active 

5 

91-122A1 

PAR  Series 

Shipping/Postal/Classifiers 

Parcom  Technologies 

Active 

6 

91-123 

LP  and  SP 

Vehicle  Scale 

Mantle  Industries,  Inc. 

Active 

5 

91-124A2 

SC-300P  or  T 

Bench  & Counter  Scale 

Weigh-Tronix,  Inc 

Active 

7 

91-125 

AD  8115  A, B, or  C 

Printer  - Scale 

A&D  Engineering 

Active 

5 

91-126 

8213 

Bench  & Counter  Scale 

Mettler-Toledo,  Inc. 

Inactive 

1/1/96 

5 

91-127A1 

8865 

Mass  Flow  Meter 

Neopost,  Inc. 

Active 

5 

91-128 

8525 

Indicating  Element  - Scale 

Mettler-Toledo,  Inc. 

Active 

5 

91-129A1 

UMC  600  XX-XX* 

Indicating  Element  - Scale 

Brechbuhler  Scales,  Inc. 

Active 

8 

91-130 

UMC  555-XXXX 

Indicating  Element  - Scale 

Brechbuhler  Scales,  Inc. 

Active 

8 

91-131 

RL200000A-XXX 

Load  Cell 

Brechbuhler  Scales,  Inc. 

Inactive 

1/1/96 

5 

91-132A3 

IQ+310 

Ser/310HE/320HE/330HE 

Indicating  Element  - Scale 

Rice  Lake  Weighing  Systems 

Active 

10 

91-133A6 

4000  Series* 

RMFD  - Dispenser 

Schlumberger  Technologies,  Inc. 

Inactive 

1/1/00 

8 

91-1 34A1 

AccuLoad  ll-SEQ 

Wholesale/VTM 

Controller/Reg 

FMC  Smith  Meter  Inc. 

Active 

1 

91-135A2 

HI  2151/20WC/HI  21 51/30WC’ Indicating  Element  - Scale 

Hardy  Instruments,  Inc. 

Active 

1 

91-136A1 

PostalMate* 

Other  - Scale 

PC  Synergy 

Active 

1 

91-137 

44  XX 

Printer  - LMD 

DH  Print 

Inactive 

1/1/97 

5 

91-138 

FB-XXX 

Indicating  Element  - Scale 

Rice  Lake  Weighing  Systems 

Active 

5 

91-139 

SA  2000 

ECR - LMD 

CASIO,  INC. 

Inactive 

1/1/98 

5 

91-140 

201  OR 

Taximeter 

Pulsar  Technology  Systems,  Inc. 

Active 

5 

91-141 A1 

S-2000 

Computing  Scale 

CAS  (USA)  Corporation 

Active 

1 

91-142 

MA  1700 

ECR  - Scale 

TEC  America,  Inc. 

Inactive 

1/1/97 

7 

91-143 

FP-XXXX 

Vehicle  Scale 

Fairbanks  Scales 

Active 

5 

91-144A1 

J070/Code  J070 

POS  Scale 

Pitney  Bowes 

Active 

8 

91-145 

DS-580 

Hanging  Scale 

New  Brunswick  International,  Inc. 

Inactive 

10/31/94 

5 

91-146 

Device  Type  by 

CW40 

CC  Number 

Bench  & Counter  Scale 

Rice  Lake  Weighing  Systems 

Active 

5 
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91-147  A2 

Porta-Tronic  800  Series 

Floor  Scale 

GSE/General  Weighing  Systems 

Active 

10 

91-148A1 

23-2443 

Bench  & Counter  Scale 

Fairbanks  Scales 

Active 

5 

91-149A7 

7X00  & 7x00S  Series 

Bench  & Counter  Scale 

Pennsylvania  Scale  Company 

Active 

1 

91-151 

7100M-X-XX 

RMFD  - Dispenser 

Universel  Epsco,  Inc. 

Inactive 

1/1/96 

5 

91-152A2 

90-5XX 

Indicating  Element  - Scale 

Fairbanks  Scales 

Active 

6 

91-153A1 

8800A 

Grain  Test  Scale 

Seedburo  Equipment  Company 

Active 

5 

91-154A1 

4200M,  4200RSS,  4200 

Indicating  Element  - Scale 

Doran  Scales,  Inc. 

Active 

10 

91-155 

C2Z1 

Load  Cell 

BLH  Electronics,  Inc. 

Active 

5 

91-157 

CAM-290A 

Printer  - Scale 

Computer  Advice 

Inactive 

1/1/94 

5 

91-159 

715500  UDC-T/  UDC  II 

Wholesale/VTM 

Controller/Reg 

Schlumberger  Technologies,  Inc. 

Inactive 

1/1/98 

5 

91-160 

HI  2150  WC-(XX) 

Indicating  Element  - Scale 

Wisconsin  Electrical  Mfgr.  Co.,  Inc. 

Active 

5 

91-161 

AES 1000 

Vehicle  Scale 

Agri-Electronic  Systems,  Inc. 

Active 

5 

91-162 

440 

Bench  & Counter  Scale 

Cardinal  Scale  Mfgr.  Co. 

Active 

5 

91-163 

MS-100 

Shipping/Postal/Classifiers 

Cardinal  Scale  Mfgr.  Co. 

Active 

5 

91-165 

CX9/CX1 0 

Bench  & Counter  Scale 

Berkel  Incorporated 

Active 

5 

91-167 

RL75223 

Load  Cell 

Rice  Lake  Weighing  Systems 

Active 

5 

91-168 

1144 

Taximeter 

Argo  Instruments,  Inc. 

Inactive 

1/1/97 

5 

91-169 

AGX 

Vehicle  Scale 

Pacific  Scale  Co.,  Inc. 

Inactive 

1/1/99 

5 

92-001A5 

HP  Series 

Floor  Scale 

Rice  Lake  Weighing  Systems 

Active 

1 

92-002 

8000/SRX-OYZ 

WholesaleA/TM 

Controller/Reg 

Midwest  Computer  Register  Corp. 

Active 

6 

92-003 

S 

Bench  & Counter  Scale 

Digi  Matex,  Inc. 

Active 

5 

92-004 A2 

HS100WW 

Floor  Scale 

Fairbanks  Scales 

Active 

8 

92-006 

1100,  1170  & 2150 

WholesaleA/TM 

Controller/Reg 

Schlumberger  Technologies,  Inc. 

Inactive 

11/26/93 

5 

92-007 

1170,  2150 

Hopper  Scale 

Concrete  Equipment  Co.  Inc. 

Active 

5 

92-008 

400 

Other  - LMD 

Healy  Systems,  Inc. 

Inactive 

1/1/99 

5 

92-010 

RS4541 

ECR  - Scale 

Omron  Systems  of  America 

Inactive 

1/1/98 

5 

92-011 

RS5000 

ECR  - Scale 

Omron  Systems  of  America 

Inactive 

9/24/93 

5 

92-01 3A3 

IQ+800-XY  & IQ+810-XY 

Indicating  Element  - Scale 

Rice  Lake  Weighing  Systems 

Active 

1 

92-014 

2000 

Floor  Scale 

Thurman  Scale  Company 

Active 

5 

92-015 

SR-996 

RMFD  - Dispenser 

Suntronic  Technology  Group 

Active 

5 

92-016 

HP  XY 

Floor  Scale 

JB- Scale  Mfg. 

Inactive 

12/31/94 

5 

92-017 

AGES  10010 

Vehicle  Scale 

Scales  Unlimited  Inc. 

Active 

6 

92-018 

RL75040A-XXK 

Load  Cell 

Rice  Lake  Weighing  Systems 

Active 

5 

92-020A1 

300 

POS  Scale 

ICL,  Inc. 

Active 

1 

92-021 

1 62  Series 

RMFD  - Dispenser 

Tokheim  Corporation 

Inactive 

1/1/98 

9 

92-022A1 

1135L 

Floor  Scale 

Fairbanks  Scales 

Active 

5 

92-023 

3026 

Bench  & Counter  Scale 

Mettler-Toledo,  Inc. 

Inactive 

10/20/97 

5 

92-024 

J1827 

Floor  Scale 

S.  Jacobs  Scale  Company 

Active 

5 

92-025 

4000-1 

Bench  & Counter  Scale 

Omron  Systems  of  America 

Inactive 

1/1/97 

5 

92-026 

2805-S 

Hanging  Scale 

Scale  People,  Inc. 

Active 

5 

92-027 

S-60001A-XX 

Load  Cell 

TARE  Incorporated 

Active 

5 

92-028 

NBSS-XX 

Load  Cell 

Totalcomp,  Inc. 

Inactive 

10/31/94 

5 

92-029 

0455 

Wholesale  Meter 

Emark  Corporation 

Inactive 

12/31/93 

5 

92-030 

STR 

Load  Cell 

FIRST-Weigh 

Active 

5 

92-031 

E-511 

RMFD  - Dispenser 

Sun  Refining  and  Marketing  Co. 

inactive 

1/1/94 

6 

92-032A1 

10-14-3  & 10-14-4 

Belt  Conveyor  Scale 

Ramsey  Technology  Inc. 

Active 

9 

92-033A1 

Starpoint 

Software  - LMD 

Bennett  Pump  Company 

Inactive 

1/1/98 

5 

92-034 

System  IV 

Indicating  Element  - Scale 

Fairbanks  Scales 

Active 

10 

92-035 
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92-036 

7565 

Vehicle  Scale 

Mettler-Toledo,  Inc. 

Active 

5 

92-037 

A100E 

Computing  Scale 

Berkel  Incorporated 

Inactive 

1/1/97 

5 

92-038 

A600 

Computing  Scale 

Berkel  Incorporated 

Inactive 

1/1/97 

5 

92-039A1 

XXYYZ2-QS  and  XXYYZZ-QC  Vehicle  Scale 

Sooner  Scale,  Inc. 

Active 

8 

92-040 

600  E 

Indicating  Element  - Scale 

Triner  Scale  & Manufacturing 

Active 

5 

92-041 

CE-4600 

ECR  - Scale 

CASIO,  INC. 

Inactive 

11/14/94 

5 

92-042 

XxXHP-YYK* 

Floor  Scale 

Abacus  Scales 

Inactive 

1/1/98 

5 

92-043 

Masterweigh  V 

Bulkweighing  System 

InterSystems,  Inc. 

Inactive 

1/1/97 

5 

92-044 

DS590 

Computing  Scale 

New  Brunswick  International,  Inc. 

Inactive 

1/1/99 

5 

92-045 

UBSH121022 

Vehicle  Scale 

UniBridge  Scale  Systems  . 

Active 

9 

92-046 

A & B 

Other 

Livingston  Seed  Company 

Inactive 

1/1/96 

5 

92-047A3 

933-A5 

Load  Cell 

Revere  Transducers,  Inc. 

Active 

6 

92-048 

TK-2600 

ECR  - Scale 

CASIO,  INC. 

Inactive 

11/14/94 

5 

92-049A3 

8660 

Shipping/Postal/Classifiers 

Neopost,  Inc. 

Active 

5 

92-0 50 A 1 

90-3052  & IND-HR-5001-xxx 

Indicating  Element  - Scale 

Fairbanks  Scales 

Active 

9 

92-051 A2 

4740,  Z2002,  6710 

POS  Scale 

Weigh-Tronix,  Inc 

Active 

8 

92-053 

Aggregate  System 

Software  - Scale 

JWS  CORPORATION 

Active 

5 

92-054 

PJ4000P 

Jeweler's/Presc./Grain 

Mettler-Toledo,  Inc. 

Inactive 

1/1/98 

5 

92-055 A 1 

AL-3K/44 

Shipping/Postal/Classifiers 

Denver  Instrument  Company 

Inactive 

1/1/97 

5 

92-056A2 

PA024TC1 0/PA024NC1 0/PA0  LMD  - Meter 

24EC10 

Gilbarco,  Inc. 

Active 

10 

92-057 

A-21  S 

Software  - Scale 

SCOOP  Logic  Group 

Inactive 

1/1/97 

6 

92-059 

Market  Master 

Livestock  Scale 

Livestock  Marketing  Services  Corp. 

Active 

5 

92-060 

IN-20 

Indicating  Element  - Scale 

Indiana  Scale  Company,  Inc. 

Inactive 

7/15/93 

• 5 

92-061 

XxXHP-YYK 

Floor  Scale 

UHL  Scale  Service,  Inc. 

Active 

5 

92-062 

1840/1800 

Computing  Scale 

Hobart  Corporation 

Inactive 

10/18/93 

5 

92-063 

Digi-Grand 

Floor  Scale 

Digi  Matex,  Inc. 

Active 

5 

92-064 

AES  2001 

Bulkweighing  System 

Agri-Electronic  Systems,  Inc. 

Active 

5 

92-065A4 

CX  Series 

Computing  Scale 

Berkel  Incorporated 

Active 

1 

92-067 

2830 

Computing  Scale 

Orion  Scale 

Inactive 

1/1/97 

5 

92-068 

2830 

Computing  Scale 

Universal  Weigh  Systems  of  Santa 
Rosa 

Inactive 

1/1/94 

5 

92-069 

A.W.H.-1&  C.W.H.-1 

Hopper  Scale 

Mathews  Ready  Mix  Inc. 

Inactive 

1/1/94 

5 

92-070 

ER-3250,  ER-3110 

ECR  - Scale 

Sharp  Electronics  Corporation 

Inactive 

12/31/94 

5 

92-071 

ER-2595 

ECR  - Scale 

Sharp  Electronics  Corporation 

Inactive 

12/31/94 

5 

92-072 

HMS  3006 

Indicating  Element  - Scale 

Cedarapids,  Inc. 

Inactive 

1/1/96 

5 

92-073 

99999 

Other 

Hauck  Engineering 

Inactive 

1/1/96 

5 

92-074 

1-75 

Wholesale  Meter 

FMC  Smith  Meter  Inc. 

Active 

5 

92-075 A 1 

M5,  M7,  & M15 

Vehicle  Tank  Meter 

Liquid  Controls  LLC 

Active 

9 

92-076 

FR712 

RMFD  - Dispenser 

Tuthill  Corporation 

Active 

5 

92-077 

SST-8  and  SST-16 

RMFD  - Console/Controller 

Gasboy  International,  Inc. 

Inactive 

7/8/93 

5 

92-078 

SB2 

Load  Cell 

Epelsa  International,  Inc. 

Active 

5 

92-079 

LCI 

Load  Cell 

Epelsa  International,  Inc. 

Active 

5 

92-080 

4100L 

Indicating  Element  - Scale 

Doran  Scales,  Inc. 

Active 

5 

92-081 A1 

3027 

Bench  & Counter  Scale 

Mettler-Toledo,  Inc. 

Inactive 

1/1/97 

6 

92-032 

B-62/72/82DB;92DEB 

Wholesale  Meter 

Fisher-Rosemount  Petroleum 

Active 

1 

92-083 

BA-XX  and  B-XXXX  Series 

Vehicle  Tank  Meter 

Fisher-Rosemount  Petroleum 

Active 

1 

92-084 A2 

C2G1  Series* 

Load  Cell 

NMB  Technologies,  Inc. 

Inactive 

1/1/99 

9 

92-085 

MD  & MB  Series 

Other  - LMD 

Dresser  Equipment  Group,  Wayne 
Division 

Active 

9 

92-086PA2 

EW  4X  Series  & Emery  830 

Vehicle  Scale 

Emery  Winslow  Scale  Co. 

Active 

1 

Series 
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92-087A3 

ABS  4000 

Floor  Scale 

GSE/General  Weighing  Systems 

Active 

i 

92-088 

7052 

ECR  - Scale 

AT&T  Global  Information  Solutions 

Active 

6 

92-089 

TSC700 

Load  Cell 

Thurman  Scale  Company 

Inactive 

1/1/97 

5 

92-090 

TSC100 

Load  Cell 

Thurman  Scale  Company 

Inactive 

1/1/97 

5 

92-091 

TSC800 

Load  Cell 

Thurman  Scale  Company 

Inactive 

1/1/97 

5 

92-092 

TSC300 

Load  Cell 

Thurman  Scale  Company 

Inactive 

1/1/97 

5 

92-093 A 1 

8460 

Bench  & Counter  Scale 

Mettler-Toledo,  Inc. 

Active 

9 

92-094 

600B 

Floor  Scale 

Triner  Scale  & Manufacturing 

Active 

5 

92-095 

600B 

Floor  Scale 

Triner  Scale  & Manufacturing 

Active 

5 

92-096A1 

SDI  and  SDI  II 

Indicating  Element  - Scale 

Industrial  Data  Systems,  Inc. 

Active 

1 

92-097 

RL70000B-XX 

Load  Cell 

Rice  Lake  Weighing  Systems 

Active 

5 

92-098A4 

RC1  Series 

Load  Cell 

Flintec,  Inc. 

Active 

1 

92-099 

PWS 

Load  Cell 

Hottinger  Baldwin  Measurements, 

Inc. 

Active 

5 

92-100 

PVT/PHT 

Bench  & Counter  Scale 

Bizerba  United  States,  Inc. 

Inactive 

1/1/98 

5 

92-101 

SW/BW/EW 

Computing  Scale 

Bizerba  United  States,  Inc. 

Active 

5 

92-1 02A2 

Accuload  ll-RBU,  -RBM, 

-STM  Wholesale/VTM 
Controller/Reg 

FMC  Smith  Meter  Inc. 

Active 

1 

92-103 

S2000N-XX-YY 

Load  Cell 

National  Scale  and  Repair 

Inactive 

1/1/97 

5 

92-104 

TI2000S 

Load  Cell 

National  Scale  and  Repair 

Inactive 

1/1/97 

5 

92-105 

TI5000N 

Load  Cell 

National  Scale  and  Repair 

Inactive 

1/1/97 

5 

92-106 

R3000CSPN 

Load  Cell 

National  Scale  and  Repair 

Inactive 

1/1/97 

5 

92-107 

SM-40 

Computing  Scale 

New  Brunswick  International,  Inc. 

Inactive 

10/18/93 

5 

92-1 08A2 

745  and  745A 

Load  Cell 

Mettler-Toledo,  Inc. 

Active 

1 

92-109 

DR2  &CR2 

Indicating  Element  - Scale 

Cardinal  Scale  Mfgr.  Co. 

Inactive 

1/1/97 

6 

92-110 

1127D 

Floor  Scale 

Fairbanks  Scales 

Active 

5 

92-1 11 A1 

TLE 

Bench  & Counter  Scale 

CCi  Scale  Company 

Active 

5 

92-1 12A1 

47SH 

Bulkweighing  System 

COMPTROL  Computer  Control  Inc. 

Inactive 

1/1/96 

5 

92-114 

TMCS-40DF 

Hanging  Scale 

Cardinal  Scale  Mfgr.  Co. 

Inactive 

1/1/97 

5 

92-1 15A1 

WC  Series 

Vehicle  Scale 

Scale  Fabricators,  Inc. 

Active 

1 

92-116 

IZME-80D 

Wholesale  Meter 

Accurate  Metering  Systems,  Inc. 

Inactive 

1/1/96 

5 

92-117 

Series  "M" 

Vehicle  Scale 

Holtgreven  Scale  & Electronics  Corp 

Active 

5 

92-118A4 

7870-2xxx  or  7870-45xx* 

POS  Scale 

NCR  Corporation 

Active 

1 

92-119 

DF2500 

Indicating  Element  - Scale 

Western  Scale  Company  Limited 

Active 

5 

92-120 

FLT 

Floor  Scale 

Durline  Scales  and  Mfg.,  Inc. 

Active 

5 

92-121 

8522A  (Analog) 

Indicating  Element  - Scale 

Mettler-Toledo,  Inc. 

Inactive 

10/20/97 

5 

92-122 

TI-2000 

Indicating  Element  - Scale 

Transtronic  Scale  Co. 

Inactive 

1/1/96 

5 

92-123 

380/580 

RMFD  - Dispenser 

Dresser  Equipment  Group,  Wayne 
Division 

Inactive 

1/1/98 

5 

92-1 24A1 

2300-X-X-X-X-X-X-X 

Wholesale/VTM 

Controller/Reg 

Waugh  Controls  Corporation 

Inactive 

1/1/98 

7 

92-125 

WI-160 

Indicating  Element  - Scale 

Weigh-Tronix,  Inc 

Active 

7 

92-126 

1100,  1170, & 2150 

Other  - LMD 

Schlumberger  Technologies,  Inc. 

Inactive 

1/1/96 

5 

92-127 

K-2500 

Card  Reader  - LMD 

Petro  Vend  Inc. 

Inactive 

1/1/96 

5 

92-128 

PCC  BOL92 

Software  - Scale 

Pacific  Coast  Cement 

Active 

5 

92-1 29 A2 

SysVIl  Console&Softw 

RMFD  - Console/Controller 

Bennett  Pump  Company 

Inactive 

1/1/98 

8 

92-130 

960LS 

Bench  & Counter  Scale 

Spectra  Physics 

Inactive 

1/1/99 

5 

92-131A1 

960RD 

Load  Cell 

PSC  Scanning,  Inc. 

Active 

10 

92-132 

4696-1 

Bench  & Counter  Scale 

IBM  Corporation 

Inactive 

1/1/96 

5 

92-133 

**960RD 

Indicating  Element  - Scale 

IBM  Corporation 

Inactive 

1/1/96 

5 

92-134 

8216 

Bench  & Counter  Scale 

Mettler-Toledo,  Inc. 

Inactive 

1/1/98 

5 

92-135 

BS-600 

Floor  Scale 

Scale  Store 

Inactive 

1/1/98 

5 

No.  3-24  Device  Type  by  CC  Number 


CC  No. 

Model  Number 

Device  Type 

Company 

Status 

Pub  5 
Edition 

92-136 

PD-9800 

Floor  Scale 

Scale  Store 

Inactive 

1/1/98 

5 

92-137 

MXP-9800 

Indicating  Element  - Scale 

Scale  Store 

Inactive 

1/1/98 

5 

92-138 

PD-9700 

Floor  Scale 

Scale  Store 

Inactive 

1/1/99 

5 

92-139 

MXP-9700 

Indicating  Element  - Scale 

Scale  Store 

Inactive 

1/1/99 

5 

92-140 

ER-3300/331 0/3311 

ECR  - Scale 

Sharp  Electronics  Corporation 

Inactive 

12/31/94 

5 

92-141A3 

M and  MS  Series 

Wholesale  Meter 

Liquid  Controls  LLC 

Active 

1 

92-142 

2000-/2001 -/2006-12XXX 
Series 

Wholesale/VTM 

Controller/Reg 

Tokheim  Corporation 

Active 

9 

92-143 

Decade  2400  Series 
(CC/SY/2400/X)* 

Wholesale/VTM 

Controller/Reg 

Dresser  Equipment  Group,  Wayne 
Division 

Active 

9 

92-144 

HMII  -DCR;  -DCR/TOK 

Card  Reader  - LMD 

Dresser  Equipment  Group,  Wayne 
Division 

Active 

5 

92-145 

800F 

RMFD  - Console/Controller 

Triangle  Microsystems,  Inc. 

Active 

5 

92-146 

Econ 

Floor  Scale 

Sterling  Scale  Company,  Inc. 

Active 

5 

92-148 

160K  Bin 

Hopper  Scale 

U.S.  Durum  Milling 

Inactive 

1/1/96 

5 

92-151 

70310 

Load  Cell 

Artech  Industries,  Inc. 

Active 

5 

92-152 

1 N FW  -XXXX-XXX 

Indicating  Element  - Scale 

Newport  Electronics,  Inc. 

Active 

5 

92-153 

J050 

Shipping/Postal/Classifiers 

Pitney  Bowes 

Active 

5 

92-154 

FS 

Floor  Scale 

CMI  Weighing  Equipment 

Active 

5 

92-155 

BD601/49 

Jeweler's/Presc./Grain 

Mettler-Toledo,  Inc. 

Active 

6 

92-156 

S-PL 

Floor  Scale 

Digi  Matex,  Inc. 

Active 

5 

92-157 

DR5000 

Indicating  Element  - Scale 

Filing  Scale  Company 

Active 

5 

92-158 

9360 

Other  - Scale 

Mettler-Toledo,  Inc. 

Active 

5 

92-159 

9361 

Indicating  Element  - Scale 

Mettler-Toledo,  Inc. 

Inactive 

1/1/98 

5 

92-160 

9362 

Indicating  Element  - Scale 

Mettler-Toledo,  Inc. 

Inactive 

1/1/98 

5 

92-161 

9363 

Indicating  Element  - Scale 

Mettler-Toledo,  Inc. 

Inactive 

1/1/98 

5 

92-162 

8522  (Digital) 

Indicating  Element  - Scale 

Mettler-Toledo,  Inc. 

Inactive 

10/20/97 

5 

92-1 63A2 

FS  Series 

Floor  Scale 

Indiana  Scale  Company,  Inc. 

Active 

9 

92-1 64A1 

SM  70  Series 

Hanging  Scale 

New  Brunswick  International,  Inc. 

Active 

7 

92-165 

TMS  800F 

RMFD  - Console/Controller 

Triangle  Microsystems,  Inc. 

Active 

6 

92-166 

L-600A 

Floor  Scale 

TARE  Incorporated 

Inactive 

1/1/97 

5 

92-1 67A4 

WI-125 

Indicating  Element  - Scale 

Weigh-Tronix,  Inc. 

Active 

1 

92-168 

ACCESS  2000 

ECR  - Scale 

Special  Teams,  Inc. 

Inactive 

1/1/97 

5 

92-169 

LP  1000 

Computing  Scale 

CAS  (USA)  Corporation 

Active 

5 

92-1 70A1 

HS-30IF 

Bench  & Counter  Scale 

Tektra  International 

Inactive 

1/1/97 

6 

92-171A1 

WC-700  Family 

Indicating  Element  - Scale 

Weigh-Tronix,  Inc 

Inactive 

1/1/97 

7 

92-172 

SB-1414-250 

Bench  & Counter  Scale 

Weigh-Tronix,  Inc 

Inactive 

1/1/97 

5 

92-1 73A1 

BS-1214/BS-99 

Bench  & Counter  Scale 

Weigh-Tronix,  Inc 

Inactive 

1/1/97 

7 

92-174 

PD-1 

Bench  & Counter  Scale 

CAS  (USA)  Corporation 

Active 

5 

92-175 

TK-4300 

ECR  - Scale 

CASIO,  INC. 

Inactive 

1/1/99 

5 

92-176 

4300 

Crane  Scale 

Measurement  Systems  International 

Active 

5 

92-177 

AD4325A,  AD4325V 

Indicating  Element  - Scale 

A&D  Engineering 

Active 

5 

92-178 

15-15 

Railway  Track  Scale 

UHL  Scale  Service,  Inc. 

Active 

5 

92-179 

RL20001 B/RL20001 C 

Load  Cell 

Brechbuhler  Scales,  Inc. 

Inactive 

1/1/96 

5 

92-1 80A1 

RL35023B 

Load  Cell 

Brechbuhler  Scales,  Inc. 

Inactive 

12/27/94 

5 

92-181 

240 

Load  Cell 

Tedea-Huntleigh,  Inc. 

Active 

9 

92-182 

22XX 

Indicating  Element  - Scale 

Sensortronics,  Inc. 

Active 

5 

92-183 

S5000N 

Load  Cell 

National  Scale  and  Repair 

Inactive 

1/1/97 

5 

92-184 

Wondo  Software 

Software  - Scale 

Scale  Systems,  Inc. 

Active 

5 

92-186 

E12-14XX  Series 

Railway  Track  Scale 

Fairbanks  Scales 

Active 

1 

92-187 

2000 

Shipping/Postal/Classifiers 

National  Register  Incorporated 

Inactive 

1/1/98 

5 

92-1 89A2 

PBJ210 

Floor  Scale 

Pitney  Bowes 

Active 

6 

Device  Type  by  CC  Number 


No.  3-25 


CC  No. 

Model  Number 

Device  Type 

Company 

Status 

Pub  5 
Edition 

92-1 90A1 

LPS  Series 

Vehicle  Scale 

Astec 

Active 

7 

92-191 

TDE40 

Load  Cell 

Totalcomp,  Inc. 

Inactive 

1/1/99 

5 

92-1 92A2 

ZX 

Load  Cell 

Cardinal  Scale  Mfgr.  Co. 

Active 

7 

92-193 

CXI 2,  CXI 5 

Computing  Scale 

Berkel  Incorporated 

Inactive 

1/1/99 

5 

92-194 

AL-5K/44 

Jeweler's/Presc./Grain 

Denver  Instrument  Company 

Inactive 

1/1/97 

5 

92-1 95A3 

BS-XXXXX-YYY-FE  Series 

Vehicle  Scale 

B-Tek,  Inc. 

Active 

10 

92-196 

475-AK 100/4 

Belt  Conveyor  Scale 

Merrick  Corporation 

Active 

6 

92-1 97A1 

See  Certificate 

Multi-CC  Addenda  - LMD 

Gilbarco,  Inc. 

Multi  CC 

1 

92-1 98A1 

Remfgd  Consoles 

Multi-CC  Addenda  - LMD 

Gilbarco,  Inc. 

Multi  CC 

6 

92-1 99A1 

U2000  System 

Computing  Scale 

Hobart  Corporation 

Active 

1 

92-200 

Generation  II 

Hopper  Scale 

Junge  Control,  Inc. 

Active 

6 

92-201A1 

445 

Indicating  Element  - Seale 

Thurman  Scale  Company 

Inactive 

1/1/98 

8 

92-202 

Vision  3100  & 3200 

RMFD  - Register 

Tokheim  Corporation 

Active 

6 

92-203 

10010-E-6-LP 

Vehicle  Scale 

International  Weighing  Systems 

Active 

5 

92-204A2 

7531 

Vehicle  Scale 

Mettler-Toledo,  Inc. 

Active 

1 

92-205 

Delta  300X-X  XX  B 1 

RMFD  - Console/Controller 

Allied  Electronics,  Inc. 

Active 

1 

92-206 

WI-150  and  WI-152 

Indicating  Element  - Scale 

Weigh-Tronix,  Inc. 

Active 

5 

92-207 

DCE 

Vehicle  Scale 

Sterling  Scale  Company,  Inc. 

Active 

1 

92-208 

POS 

Software  - LMD 

Flying  J Inc 

Active 

5 

92-209 

Clydesdale 

Floor  Scale 

Brechbuhler  Scales,  Inc. 

Inactive 

1/1/97 

5 

92-21 0A3 

VE  Series 

Vehicle  Scale 

FIRST-Weigh 

Active 

1 

92-211 

ADXXXXX 

RMFD  - Dispenser 

Gilbarco,  Inc. 

Active 

7 

92-21 2A1 

90-9201 

Indicating  Element  - Scale 

Fairbanks  Scales 

Active 

9 

92-21 3A2 

70-2453*  and  SCB-2453-XXX* 

Bench  & Counter  Scale 

Fairbanks  Scales 

Active 

8 

92-214 

90-9210 

Indicating  Element  - Scale 

Fairbanks  Scales 

Active 

6 

92-215 

3036 

Bench  & Counter  Scale 

Mettler-Toledo,  Inc. 

Inactive 

10/20/97 

6 

92-21 6A2 

HXXX-X  Series*  (Premier) 

RMFD  - Dispenser 

Tokheim  Corporation 

Active 

9 

92-217 

CGII 

Taximeter 

Record  Electronics  Inc. 

Active 

5 

92-218 

RL8C2P1 

Load  Cell 

Rice  Lake  Weighing  Systems 

Active 

5 

92-221 

C;D1;D2;W 

Multi-CC  Addenda  - LMD 

Dresser  Equipment  Group,  Wayne 
Division 

Multi  CC 

5 

93-001 

Car  Watch 

Other  - LMD 

DRB  Systems 

Active 

7 

93-002 

Type  1000/Model  400364 

ECR  - Scale 

Micros  Systems,  Inc. 

Active 

5 

93-003A2 

CFS  10  Series 

Mass  Flow  Meter 

Foxboro  Company 

Active 

1 

93-004A1 

RL1 100*  & RL1 124* 

Floor  Scale 

Rice  Lake  Weighing  Systems 

Active 

1 

93-005 

CHAMPION 

Hanging  Scale 

Allegany  Technology  Inc. 

Active 

5 

93-006 

821 3WC 

Bench  & Counter  Scale 

Mettler-Toledo,  Inc. 

Inactive 

1/1/97 

6 

93-007 

SM-2000 

RMFD  - Register 

Suntronic  Technology  Group 

Active 

5 

93-008 

2170 

ECR  - Scale 

AT&T  Global  Information  Solutions 

Active 

6 

93-009 

PC/Register 

ECR  - Scale 

San  Diego  Cash  Register,  Inc. 

Active 

5 

93-010 

AUTOSCALE 

Software  - Scale 

Automation  Services  Inc. 

Active 

5 

93-011 

LPF 

Floor  Scale 

Flex-Weigh  Corporation 

Active 

5 

93-0 12A1 

J060/Code  J060;  J060/Code 
J060 

Shipping/Postal/Classifiers 

Pitney  Bowes 

Active 

9 

93-013 

AMD-1  P.-2P.-1E,  &-2E 

RMFD  - Dispenser  (CNG) 

EDO  Automotive  Natural  Gas,  Inc. 

Active 

5 

93-015 

TS 

Load  Cell 

Totalcomp,  Inc. 

Active 

5 

93-016 

TSB 

Load  Cell 

Totalcomp,  Inc. 

Inactive 

10/31/94 

5 

93-017 

ACC  572 

Indicating  Element  - Scale 

Fairbanks  Scales 

Active 

7 

93-018 

SC-400 

POS  Scale 

Shekel  Electronic  Scales 

Inactive 

1/1/98 

5 

93-019 

SC-400 

POS  Scale 

Symbol  Technologies,  Inc. 

Inactive 

1/1/97 

5 

93-020A1 

222  Series 

LMD  - Meter 

Graco,  Inc. 

Inactive 

1/1/98 

7 

93-021 

No.  3-26 

VaporVac  Retrofit 

Multi-CC  Addenda  - LMD 

Gilbarco,  Inc. 

Multi  CC  5 

Device  Type  by  CC  Number 

CC  No. 

Model  Number 

Device  Type 

Company 

Status 

93-022A3 

PLF,  FFX  and  PWFX* 

Floor  Scale 

Fairbanks  Scales 

Active 

93-023A1 

SSX  Series 

Floor  Scale 

Scale  Store 

Inactive 

1/1/98 

93-025 

WP-255 

Printer  - Scale 

Weigh-Tronix,  Inc. 

Active 

93-026 

SM-25 

Computing  Scale 

New  Brunswick  International,  Inc. 

Active 

93-027A1 

AW-2600  SMART /AW-3600 

Automatic  Weighing 

System 

New  Brunswick  International,  Inc. 

Active 

93-028 

TS-XX 

Load  Cell 

Totalcomp,  Inc. 

Active 

93-029 

TSB-XX,  TSB-XX-SS 

Load  Cell 

Totalcomp,  Inc. 

Inactive 

10/31/94 

93-030 

TXxX-YYY 

Floor  Scale 

Totalcomp,  Inc. 

Inactive 

1/1/99 

93-031 

MLP 

Vehicle  Scale 

Durline  Scales  and  Mfg.,  Inc. 

Active 

93-034 

DATA  MGMT  SYSTEM 

Software  - Scale 

Solid  Waste  Technologies,  Inc. 

Active 

93-035A1 

CECXXXXXXX 

Card  Reader  - LMD 

Gilbarco,  Inc. 

Active 

93-036 

K93926-XX 

Other  - LMD 

Gilbarco,  Inc. 

Active 

93-037 

Spectrum  IV 

Bulkweighing  System 

Alkon  Corporation 

Active 

93-038PA2 

L30382  & L3083 

Wheel  Load  Weigher 

Structural  Instrumentation,  Inc. 

Active 

93-039 

L5320 

Indicating  Element  - Scale 

Structural  Instrumentation,  Inc. 

Active 

93-040 

PST-3 

Indicating  Element  - Scale 

Innovax  Concepts  Corporation 

Inactive 

1/1/97 

93-041 

PV 

Vehicle  Scale 

Mantle  Industries,  Inc. 

Active 

93-042 

2001 

Indicating  Element  - Scale 

Sensortronics,  Inc. 

Inactive 

1/1/97 

93-043 

12-14XX 

Railway  Track  Scale 

Fairbanks  Scales 

Active 

93-044 

FP  ONE 

Computing  Scale 

Kubota  Corporation 

Active 

93-045 

6040001 

Railway  Track  Scale 

Agri  Systems 

Active 

93-046 

ACT  Batching  System 

Indicating  Element  - Scale 

Automated  Controls  Technology 

Active 

93-047A1 

ZM30 

ECR  - Scale 

Panasonic  Communications  & 
Systems 

Inactive 

1/1/96 

93-048A1 

SM-3000 

ECR - LMD 

Suntronic  Technology  Group 

Active 

93-049 

ER-A550 

ECR  - Scale 

Sharp  Electronics  Corporation 

Inactive 

12/31/94 

93-050 

ER-3550 

ECR  - Scale 

Sharp  Electronics  Corporation 

Inactive 

12/31/94 

93-051 A1 

LPR  & LPRA  Series 

Railway  Track  Scale 

Cardinal  Scale  Mfgr.  Co. 

Active 

93-052 

DW780A 

Indicating  Element  - Scale 

Sterling  Scale  Company,  Inc. 

Active 

93-053A4 

K2-XX-XX-X-X-X-X-X 

Wholesale  Meter 

FMC  Smith  Meter  Inc. 

Active 

93-054 

H-1700-30-Z0-US 

Printer  - LMD 

TEC  America,  Inc. 

Active 

93-055 

VP4 

RMFD  - Console/Controller 

Business  Technologies,  Inc. 

Inactive 

12/20/94 

93-056 

TSI-1600 

Indicating  Element  - Scale 

Scale  Store 

Inactive 

1/1/98 

93-057 

PDI-9700/9800 

Floor  Scale 

Scale  Store 

Inactive 

1/1/98 

93-059A1 

SP  Series 

Bench  & Counter  Scale 

Transtronic  Scale  Co. 

Active 

93-060 

8511 

Indicating  Element  - Scale 

Mettler-Toledo,  Inc. 

Inactive 

1/1/98 

93-061 

DFP 

Floor  Scale 

Doran  Scales,  Inc. 

Active 

93-062 

SL  Series 

Vehicle  Scale 

Southwestern  Scale  Co.,  Inc. 

Active 

93-063 

FG  Series 

Bench  & Counter  Scale 

A&D  Engineering 

Active 

93-064 

DS-650 

POS  Scale 

New  Brunswick  International,  Inc. 

Active 

93-065 

XL  54XX-SB1T 

Floor  Scale 

Weigh-Trcnix,  Inc. 

Active 

93-066 

10-152 

Indicating  Element  - Scale 

Ramsey  Technology  Inc. 

Active 

93-067A2 

MBE 

Software  - Scale 

MAIL  BOXES  ETC. 

Active 

93-068 

BESTRAC 

WholesaleA/TM 

Controller/Reg 

Schlumberger  Industries 

Inactive 

8/28/96 

93-069 

2200 

Vehicle  Tank  Meter 

Brooks  Instrument  Division 

Active 

93-070A1 

652  A5 

Load  Cell 

Revere  Transducers,  Inc. 

Active 

93-07 1A2 

HAN15P/15BP 

Computing  Scale 

Tektra  International 

Inactive 

1/1/97 

93-072A1 

RZ  Series 

Vehicle  Tank  Meter 

Accurate  Metering  Systems,  Inc. 

Active 

93-073 

BS-AgSysl 

Bulkweighing  System 

Brechbuhler  Scales,  Inc. 

Inactive 

1/1/98 

93-074 

TS 

Floor  Scale 

Triner  Scale  & Manufacturing 

Active 

Device  Type  by  CC  Number 
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No.  3-27 


CC  No. 

Model  Number 

Device  Type 

Company 

Status 

Pub  5 
Edition 

93-022A3 

PLF,  FFX  and  PWFX* 

Floor  Scale 

Fairbanks  Scales 

Active 

i 

93-023A1 

SSX  Series 

Floor  Scale 

Scale  Store 

Inactive 

1/1/98 

7 

93-025 

WP-255 

Printer  - Scale 

Weigh-Tronix,  Inc. 

Active 

6 

93-026 

SM-25 

Computing  Scale 

New  Brunswick  International,  Inc. 

Active 

5 

93-027A1 

AW-2600  SMART/AW-3600 

Automatic  Weighing 
System 

New  Brunswick  International,  Inc. 

Active 

10 

93-028 

TS-XX 

Load  Cell 

Totalcomp,  Inc. 

Active 

6 

93-029 

TSB-XX,  TSB-XX-SS 

Load  Cell 

Totalcomp,  Inc. 

Inactive 

10/31/94 

6 

93-030 

TXxX-YYY 

Floor  Scale 

Totalcomp,  Inc. 

Inactive 

1/1/99 

6 

93-031 

MLP 

Vehicle  Scale 

Duriine  Scales  and  Mfg.,  Inc. 

Active 

6 

93-034 

DATA  MGMT  SYSTEM 

Software  - Scale 

Solid  Waste  Technologies,  Inc. 

Active 

6 

93-035A1 

CECXXXXXXX 

Card  Reader  - LMD 

Gilbarco,  Inc. 

Active 

8 

93-036 

K93926-XX 

Other  - LMD 

Gilbarco,  Inc. 

Active 

6 

93-037 

Spectrum  IV 

Bulkweighing  System 

Alkon  Corporation 

Active 

6 

93-038PA2 

L30382  & L3083 

Wheel  Load  Weigher 

Structural  Instrumentation,  Inc. 

Active 

1 

93-039 

L5320 

Indicating  Element  - Scale 

Structural  Instrumentation,  Inc. 

Active 

6 

93-040 

PST-3 

Indicating  Element  - Scale 

Innovax  Concepts  Corporation 

Inactive 

1/1/97 

5 

93-041 

PV 

Vehicle  Scale 

Mantle  Industries,  Inc. 

Active 

6 

93-042 

2001 

Indicating  Element  - Scale 

Sensortronics,  Inc. 

Inactive 

1/1/97 

8 

93-043 

12-14XX 

Railway  Track  Scale 

Fairbanks  Scales 

Active 

1 

93-044 

FP  ONE 

Computing  Scale 

Kubota  Corporation 

Active 

6 

93-045 

6040001 

Railway  Track  Scale 

Agri  Systems 

Active 

7 

93-046 

ACT  Batching  System 

Indicating  Element  - Scale 

Automated  Controls  Technology 

Active 

6 

93-047A1 

ZM30 

ECR  - Scale 

Panasonic  Communications  & 
Systems 

Inactive 

1/1/96 

8 

93-048A1 

SM-3000 

ECR - LMD 

Suntronic  Technology  Group 

Active 

93-049 

ER-A550 

ECR  - Scale 

Sharp  Electronics  Corporation 

Inactive 

12/31/94 

6 

93-050 

ER-3550 

ECR  - Scale 

Sharp  Electronics  Corporation 

Inactive 

12/31/94 

6 

93-051 A1 

LPR  & LPRA  Series 

Railway  T rack  Scale 

Cardinal  Scale  Mfgr.  Co. 

Active 

8 

93-052 

DW780A 

Indicating  Element  - Scale 

Sterling  Scale  Company,  Inc. 

Active 

6 

93-053A4 

K2-XX-XX-X-X-X-X-X 

Wholesale  Meter 

FMC  Smith  Meter  Inc. 

Active 

1 

93-054 

H-1700-30-Z0-US 

Printer  - LMD 

TEC  America,  Inc. 

Active 

6 

93-055 

VP4 

RMFD  - Console/Controller 

Business  Technologies,  Inc. 

Inactive 

12/20/94 

7 

93-056 

TSI-1600 

Indicating  Element  - Scale 

Scale  Store 

Inactive 

1/1/98 

6 

93-057 

PDI-9700/9800 

Floor  Scale 

Scale  Store 

Inactive 

1/1/98 

6 

93-059A1 

SP  Series 

Bench  & Counter  Scale 

Transtronic  Scale  Co. 

Active 

6 

93-060 

8511 

Indicating  Element  - Scale 

Mettler-Toledo,  Inc. 

Inactive 

1/1/98 

6 

93-061 

DFP 

Floor  Scale 

Doran  Scales,  Inc. 

Active 

6 

93-062 

SL  Series 

Vehicle  Scale 

Southwestern  Scale  Co.,  Inc. 

Active 

9 

93-063 

FG  Series 

Bench  & Counter  Scale 

A&D  Engineering 

Active 

6 

93-064 

DS-650 

POS  Scale 

New  Brunswick  International,  Inc. 

Active 

6 

93-065 

XL  54XX-SB1T 

Floor  Scale 

Weigh-Tronix,  Inc. 

Active 

6 

93-066 

10-152 

Indicating  Element  - Scale 

Ramsey  Technology  Inc. 

Active 

6 

93-067 A2 

MBE 

Software  - Scale 

MAIL  BOXES  ETC. 

Active 

10 

93-068 

BESTRAC 

WhoiesaleA/TM 

Controller/Reg 

Schlumberger  Industries 

Inactive 

8/28/96 

6 

93-069 

2200 

Vehicle  Tank  Meter 

Brooks  Instrument  Division 

Active 

6 

93-070A1 

652  A5 

Load  Cell 

Revere  Transducers,  Inc. 

Active 

6 

93-07 1A2 

HAN15P/15BP 

Computing  Scale 

Tektra  International 

Inactive 

1/1/97 

8 

93-072A1 

RZ  Series 

Vehicle  Tank  Meter 

Accurate  Metering  Systems,  Inc. 

Active 

9 

93-073 

BS-AgSysl 

Bulkweighing  System 

Brechbuhler  Scales,  Inc. 

Inactive 

1/1/98 

6 

93-074 

TS 

Floor  Scale 

Triner  Scale  & Manufacturing 

Active 

6 
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93-075A1 

953-A5 

Load  Cell 

Revere  Transducers,  Inc. 

Active 

6 

93-076 

Bulktronic  7 

Bulkweighing  System 

Chronos  Richardson 

Active 

6 

93-077 

AD-6205 

Floor  Scale 

A&D  Engineering 

Active 

6 

93-078 

TLC 

Bench  & Counter  Scale 

Tanita  Corporation 

Active 

6 

93-079 

SPECTRA 

ECR - LMD 

Tokheim  Corporation 

Active 

6 

93-080 

BS-LO-1 

Bulkweighing  System 

Brechbuhler  Scales,  Inc. 

Active 

6 

93-081 A1 

DXX 

RMFD  - Dispenser 

Gilbarco,  Inc. 

Active 

7 

93-082PA1 

Haennii  WL  103 

Wheel  Load  Weigher 

Loadometer  Corporation 

Active 

1 

93-083 A 1 

Mega  8 

Indicating  Element  - Scale 

Allegany  Technology  Inc. 

Active 

1 

93-084 

FS 

Bench  & Counter  Scale 

A&D  Engineering 

Active 

6 

93-085 

POSISCALE  960 

Bench  & Counter  Scale 

POS  Data  Products,  Inc. 

Inactive 

1/1/96 

6 

93-086 

8021 0E  & 8031 0E 

Load  Cell 

Artech  Industries,  Inc. 

Active 

6 

93-087A1 

642-A5 

Load  Cell 

Revere  Transducers,  Inc. 

Active 

7 

93-088 

400  Series 

RMFD  - Dispenser 

Schlumberger  Technologies,  Inc. 

Inactive 

1/1/00 

9 

93-089 

WBB 

Load  Cell 

Weigh-Tronix,  Inc. 

Active 

6 

93-090 

WBLS/WBPS 

Load  Cell 

Weigh-Tronix,  Inc. 

Active 

6 

93-091 A1 

8432 

Computing  Scale 

Mettler-Toledo,  Inc. 

Inactive 

1/1/98 

8 

93-093A1 

DAM  XXXX  & SAM  XXXX 

RMFD  - Dispenser  (CNG) 

Kraus  Alternate  Fuels  Inc. 

Active 

8 

93-094A1 

Process  Mate  96  & 96-6 

Indicating  Element  - Scale 

Astec 

Active 

10 

93-096 A 1 

DL-100 

Bench  & Counter  Scale 

CAS  (USA)  Corporation 

Active 

7 

93-097 

EP-10 

Computing  Scale 

CAS  (USA)  Corporation 

Active 

6 

93-098 

ScaleTrac 

Software  - Scale 

Vertical  Software  Inc. 

Active 

6 

93-099 

31,41,  61 

Indicating  Element  - Scale 

Thurman  Scale  Company 

Inactive 

1/1/98 

6 

93-1 00A1 

AB  Series* 

Load  Cell 

Scaime  S.A. 

Active 

9 

93-101A1 

XX  T YYZZZ-RS  Series 

Vehicle  Scale 

Airway  Scale  and  Mfg  Co.,  Inc. 

Inactive 

12/31/94 

7 

93-102 

RL/RLR 

Bench  & Counter  Scale 

Rice  Lake  Weighing  Systems 

Active 

6 

93-103 

LX  Series 

Indicating  Element  - Scale 

Force  Measurements,  Inc. 

Inactive 

12/31/94 

7 

93-1 04P 

L3270 

Vehicle  Scale 

Structural  Instrumentation,  Inc. 

Active 

7 

93-105 

600  Series 

Wholesale/VTM 

Controller/Reg 

Schlumberger  Industries 

Active 

9 

93-106 

WMNC,  FMNC  & D Series 

Hanging  Scale 

Hydroscale,  Inc. 

Active 

-■ 

9 

93-107 

NR  & NF  Series 

RMFD  - Dispenser  (CNG) 

Natural  Fuels  Corporation 

Active 

6 

93-1 08A2 

7562 

Vehicle  Scale 

Mettler-Toledo,  Inc. 

Active 

1 

93-109 

TSC800H/TSC840H 

Load  Cell 

Thurman  Scale  Company 

Inactive 

1/1/97 

6 

93-110 

TSC900 

Load  Cell 

Thurman  Scale  Company 

Inactive 

1/1/97 

6 

93-111 

400395 

POS  Scale 

Micros  Systems,  Inc. 

Active 

6 

93-1 12A1 

I5S 

Indicating  Element  - Scale 

Ohaus  Corporation 

Active 

9 

93-113 

302XX 

Other  - LMD 

Engineered  Systems,  Inc.  (ESI) 

Active 

7 

93-115 

IS-4100 

Bench  & Counter  Scale 

Griffin  Technology  Inc. 

Inactive 

1/1/98 

7 

93-116 

KS-6000 

Indicating  Element  - Scale 

Kanawha  Scales  & Systems,  Inc. 

Active 

6 

93-117 

XXXYY-E-6  Series 

Vehicle  Scale 

International  Weighing  Systems 

Active 

1 

93-118 

T2000 

ECR - LMD 

Schlumberger  Technologies,  Inc. 

Inactive 

1/1/98 

6 

93-119 

4693 

ECR  - Scale 

IBM  Corporation 

Active 

6 

93-120 

SW1500 

Load  Cell 

Weigh-Tronix,  Inc. 

Active 

7 

93-121A1 

DPB100  and  DPB200 

Bench  & Counter  Scale 

John  Chatillon  & Sons,  Inc. 

Active 

8 

93-122 

ScanMaster 

Software  - Scale 

Ernst  & Young 

Inactive 

1/1/99 

6 

93-123 

TSB/NSB-XX 

Load  Cell 

Totalcomp,  Inc. 

Active 

6 

93-124 

Tare-S 

Load  Cell 

TARE  Incorporated 

Active 

6 

93-125 

AS  Series 

Indicating  Element  - Scale 

Ohaus  Corporation 

Active 

7 

93-126 

SS  Series 

Vehicle  Scale 

Astec 

Active 

1 

93-1 27A2 

748X-XX 

Indicating  Element  - Scale 

Cardinal  Scale  Mfgr.  Co. 

Active 

1 
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93-1 28A3 

Silent  610  & Silent  620 

Taximeter 

Centrodyne  Corporation  of  America 

Active 

i 

93-129 

MT250 

Hopper  Scale 

Kahler  Automation 

Active 

7 

93-130 

DW3030/DWS3030 

Floor  Scale 

Weigh-Tronix,  Inc. 

Active 

7 

93-131 

1072  & 2073 

Hopper  Scale 

Fairbanks  Scales 

Active 

7 

93-132 

5070 

Bench  & Counter  Scale 

Micro  General 

Active 

6 

93-133 

MSI-6000 

Floor  Scale 

Measurement  Systems  International 

Active 

7 

93-1 34A2 

SB5  Series 

Load  Cell 

Flintab,  Inc. 

Active 

9 

93-135 

System  2 

Card  Reader  - LMD 

Petra  Vend  Inc. 

Active 

7 

93-136 

SASY 

Software  - Scale 

Systems  Datar 

Inactive 

1/1/96 

7 

93-138 

SC-600 

POS  Scale 

Shekel  Electronic  Scales 

Active 

7 

94-001 

ITE-W 

Indicating  Element  - Scale 

Bizerba  United  States,  Inc. 

Active 

7 

94-002 

POSIscale  9530 

POS  Scale 

POS  Data  Products,  Inc. 

Active 

7 

94-003 

AH5/AH10/AH30 

Computing  Scale 

Ascom  Hasler  Mailing  Systems,  Inc. 

Inactive 

1/1/96 

7 

94-004 

DANLOAD  6000 

Wholesale  Meter 

Daniel  Measurement  and  Control, 

Inc. 

Inactive 

1/1/99 

8 

94-005 

FW-300KA4 

Bench  & Counter  Scale 

A&D  Engineering 

Active 

7 

94-006 

65023B 

Load  Cell 

Brechbuhler  Scales,  Inc. 

Inactive 

12/27/94 

8 

94-007 

E6970 

Vehicle  Scale 

Howe  Scale  Company 

Inactive 

12/27/94 

7 

94-008 

AccuTank 

WholesaleA/TM 

Controller/Reg 

FMC  Smith  Meter  Inc. 

Active 

7 

94-009A1 

DW800  and  DW810 

Indicating  Element  - Scale 

Sterling  Scale  Company,  Inc. 

Active 

8 

94-010 

2160 

Floor  Scale 

Mettler-Toledo,  Inc. 

Active 

7 

94-011 

ALH  Series 

Floor  Scale 

Absco  Scale  Co. 

Active 

8 

94-012 

LSXXYYY 

Livestock  Scale 

Absco  Scale  Co. 

Active 

8 

94-01 3A2 

7360 

Vehicle/Railway  Track 

Scale 

Mettler-Toledo,  Inc. 

Active 

1 

94-014A1 

LCCA-XX-N10K 

Load  Cell 

OMEGA 

Active 

7 

94-015 

LCJA-XX-N5K 

Load  Cell 

OMEGA 

Active 

7 

94-016 

LP4848-5 

Floor  Scale 

Southwestern  Scale  Co.,  Inc. 

Active 

7 

94-017 

BSC 

Bench  & Counter  Scale 

Tanita  Corporation 

Active 

7 

94-018 

cws 

Bench  & Counter  Scale 

Ishida  Co.  Ltd. 

Active 

7 

94-019 

TSB-XX-SS 

Load  Cell 

Totalcomp,  Inc. 

Active 

7 

94-020 

PSC-500 

Bulkweighing  System 

CompuWeigh 

Active 

7 

94-021A1 

CMS- AC,  CMS-WM  & CMS- 
NAC 

Software  - Scale 

CompuWeigh 

Inactive 

1/1/98 

10 

94-022 

CB,  GB,  & SB  Series 

Jeweler's/Presc./Grain 

Mettler-Toledo,  Inc. 

Active 

7 

94-023 

8505 

Indicating  Element  - Scale 

Mettler-Toledo,  Inc. 

Inactive 

10/20/97 

7 

94-024A2 

8217 

Bench  & Counter  Scale 

Mettler-Toledo,  Inc. 

Active 

10 

94-025A1 

Magellan  Model  24 

Bench  & Counter  Scale 

PSC  Scanning,  Inc. 

Active 

10 

94-026 

4698-002 

Bench  & Counter  Scale 

IBM  Corporation 

Inactive 

1/1/97 

7 

94-027A2 

JXXX  Series  (LEGACY) 

RMFD  - Dispenser 

Gilbarco,  Inc. 

Active 

1 

94-028A1 

MA  Series 

Vehicle  Tank  Meter 

Liquid  Controls  LLC 

Active 

1 

94-030 

SBLC23A-XX 

Load  Cell 

Digi  Matex,  Inc. 

Inactive 

1/1/98 

7 

94-031 

HSDC-200 

Hanging  Scale 

Cardinal  Scale  Mfgr.  Co. 

Active 

7 

94-032A1 

OSBKA 

Load  Cell 

Bongshin  Loadcell  Co.,  Ltd. 

Inactive 

1/1/98 

7 

94-033A1 

8600M  AND  8600RSS 

Indicating  Element  - Scale 

Doran  Scales,  Inc. 

Active 

10 

94-034A2 

7450-XXX 

ECR  - Scale 

NCR  Corporation 

Active 

10 

94-035 

3275 

Indicating  Element  - Scale 

Weigh-Tronix,  Inc 

Active 

7 

94-036 

FCSSCMT 

Other  - LMD 

Farmchem  Corp. 

Active 

7 

94-037A1 

MK-100 

Load  Cell 

Weigh-Tronix,  Inc 

Active 

8 

94-038 

CW  Series 

Floor  Scale 

Intercomp  Corporation 

Active 

7 

94-039 

Card  Proc.  Retrofit 

Card  Reader  - LMD 

Schlumberger  Technologies,  Inc. 

Inactive 

1/1/00 

7 
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94-040 

BDC-1 

Load  Cell 

NV  Technology,  Inc. 

Active 

7 

94-04 1A1 

BSC  Series 

Load  Cell 

NV  Technology,  Inc. 

Active 

8 

94-042A2 

BLC  Series 

Load  Cell 

NV  Technology,  Inc. 

Active 

10 

94-043 

AH  100 

Computing  Scale 

Ascom  Hasler  Mailing  Systems,  Inc. 

Inactive 

1/1/96 

7 

94-044 

2001  /4PSD 

RMFD  - Dispenser  (CNG) 

Sulzer  Canada,  Inc. 

Inactive 

1/1/99 

7 

94-045A1 

AD-4326  and  AD-4327 

Indicating  Element  - Scale 

A&D  Engineering 

Active 

7 

94-046 

QT001 

ECR - LMD 

QuikTech 

Active 

7 

94-047 

EX  Series 

Mass  Flow  Meter 

Micro  Motion,  Inc. 

Inactive 

11/1/94 

7 

94-048A2 

AMERI 

Computing  Scale 

Hobart  Corporation 

Active 

9 

94-049 

LTEF16-WM 

On-Board  Weighing 

System 

Filing  Scale  Company 

Active 

7 

94-050 

WEIGHMASTER  System 

Software  - Scale 

Information  Systems,  Inc. 

Active 

7 

94-051 

Wrap  Mini  MK  II 

Prepackaging  Scale 

Ishida  Co.  Ltd. 

Active 

7 

94-052 

4300  Series 

Bench  & Counter  Scale 

GSE/General  Weighing  Systems 

Active 

7 

94-053 

65095A/S 

Load  Cell 

Sensortronics,  Inc. 

Active 

7 

94-054 

640/650/660  Series 

RMFD  - Dispenser 

Schlumberger  Technologies,  Inc. 

Inactive 

1/1/98 

9 

94-055 

WasteWORKS 

Software  - Scale 

Carolina  Software 

Active 

8 

94-056 

417 

Wholesale/VTM 

Controller/Reg 

Engineered  Systems,  Inc.  (ESI) 

Active 

7 

94-057 

FEPS-XXXX-YY 

Floor  Scale 

Scales  Unlimited  Inc. 

Active 

7 

94-058 

LS-2010 

Livestock  Scale 

Scales  Unlimited  Inc. 

Active 

7 

94-059 

Merav  Series 

Indicating  Element  - Scale 

Shekel  Electronic  Scales 

Active 

7 

94-060 

DP41-W-YYYYYY 

Indicating  Element  - Scale 

OMEGA 

Active 

7 

94-061 

BT-XXXX-YYY-ZZZZ 

Vehicle  Scale 

B-Tek,  Inc. 

Inactive 

1/1/96 

8 

94-063 

ACECO 

Other  - Scale 

BESSER  APPCO 

Inactive 

1/1/98 

7 

94-064 

5000  Series 

POS  Scale 

Panasonic  Communications  & 
Systems 

Inactive 

1/1/96 

7 

94-065 

720-X-X-X-X 

Wholesale  Meter 

Waugh  Controls  Corporation 

Inactive 

1/1/99 

7 

94-066 

MS-8 

Shipping/Postal/Classifiers 

Cardinal  Scale  Mfgr.  Co. 

Active 

7 

94-067 

RLS 

Livestock  Scale 

Rockwell  Scale  Service 

Active 

7 

94-068A1 

IZMA  & IZMS  Series 

Wholesale  Meter 

Accurate  Metering  Systems,  Inc. 

Active 

1 

94-070 

Gemstone  Ruby 

RMFD  - Register 

VeriFone,  Inc. 

Active 

7 

94-071 

BSN-1 

Load  Cell 

NV  Technology,  Inc. 

Active 

7 

94-072 

STN-1 

Load  Cell 

SI  Technologies,  Inc. 

Active 

7 

94-073 

POSIM  Premier 

Software  - Scale 

Ensign  Systems,  Inc. 

Active 

7 

94-074 

Control  Agg/32 

Software  - Scale 

Command  Data  Incorporated 

Inactive 

1/1/97 

7 

94-075 

JS-750WS 

POS  Scale 

Panasonic  Communications  & 
Systems 

Inactive 

1/1/96 

7 

94-076 

600  Series 

RMFD  - Dispenser 

Schlumberger  Technologies,  Inc. 

Inactive 

1/1/00 

7 

94-078 

Diamond  SuperSyst  II 

ECR  - Scale 

VeriFone,  Inc 

Inactive 

1/1/99 

7 

94-079 

GT  Series 

Jeweleris/Presc./Grain 

Ohaus  Corporation 

Inactive 

1/1/99 

8 

94-080A2 

Tl  Series 

Indicating  Element  - Scale 

Transcell  Technology,  Inc. 

Active 

9 

94-081  A3 

Series  9000 

Bench  & Counter  Scale 

ICL,  Inc. 

Active 

1 

94-085 

C-Scann 

Software  - LMD 

ECR  Software  Corporation 

Inactive 

1/1/97 

7 

94-086A1 

7880-21 XX 

POS  Scale 

AT&T  Global  Information  Solutions 

Active 

8 

94-087 

LIQUI-TECH  LT250 

Hopper  Scale 

Control  Technology 

Inactive 

1/1/96 

8 

94-088 

ABC-6 

Software  - Scale 

Advanced  Business  Concepts 

Inactive 

1/1/97 

8 

94-089 

MTCS-30 

Vehicle  Scale 

Marsh  Scale,  Inc. 

Inactive 

1/1/99 

8 

94-090 

L5XXX  Series 

Indicating  Element  - Scale 

Structural  Instrumentation,  Inc. 

Active 

7 

94-091 

Classic  III 

RMFD  - Dispenser 

A.P.S.  - Petroleum  Equipment 

Active 

7 

94-092A1 

BT-XXXXX-YY-ZZZZ 

Floor  Scale 

B-Tek,  Inc. 

Active 

1 

94-093 

Scale  Mgt  Software 

Software  - Scale 

Creative  Information  Systems,  Inc. 

Active 

7 
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94-094 

W1300 

Indicating  Element  - Scale 

General  Electrodynamics  Corp. 

Active 

7 

94-095 

BS-XXXX-YYY-EM  Series 

Vehicle  Scale 

B-Tek,  Inc. 

Active 

9 

94-096A4 

Jaguar/JagMax/JagXtreme 

Indicating  Element  - Scale 

Mettler-Toledo,  Inc. 

Active 

1 

94-097 

FERRS 

Railway  T rack  Scale 

Scales  Unlimited  Inc. 

Active 

9 

94-098 

684P  & GP400 

Floor  Scale 

Cardinal  Scale  Mfgr.  Co. 

Active 

7 

94-099 

IND-HR5000;IND-R5000 

Indicating  Element  - Scale 

Fairbanks  Scales 

Active 

8 

94-1 00A1 

PLB-HR5000-xxx  & PLB- 
R5000-xxx 

Bench  & Counter  Scale 

Fairbanks  Scales 

Active 

1 

94-101A2 

PLT-2600-XXX 

Vehicle  Scale 

Fairbanks  Scales 

Active 

1 

94-102 

RPM  POS 

RMFD  - Register 

Instant  Card  Systems 

Inactive 

1/1/97 

8 

94-103 

Winblend4000TMS  3000 

Bulkweighing  System 

Waugh  Controls  Corporation 

Active 

7 

94-104 

1300 

RMFD  - Console/Controller 

Waugh  Controls  Corporation 

Active 

7 

94-1 05A1 

"P"  & "Plus"  BiRotor 

Wholesale  Meter 

Fisher-Rosemount  Petroleum 

Active 

1 

94-1 06A1 

708  Series 

Indicating  Element  - Scale 

Cardinal  Scale  Mfgr.  Co. 

Active 

9 

94-107 

Eltis  3 LFT 

On-Board  Weighing 

System 

Allegany  Technology  Inc. 

Active 

8 

94-109 

FUEL-FACS 

Other  - LMD 

Control  Systems  International,  Inc. 

Inactive 

1/1/96 

9 

94-110 

CA50 

Bench  & Counter  Scale 

C & A Scale  Service,  Inc. 

Inactive 

1/1/00 

7 

94-111 

C3B1 

Load  Cell 

NMB  Technologies,  Inc. 

Inactive 

1/1/99 

7 

94-113 

F Series  (See  Certificate) 

Other  - Scale 

Fairbanks  Scales 

Active 

8 

94-114 

SW  2250 

ECR  - Scale 

Swintec  Corporation 

Active 

9 

94-115 

1320 

Load  Cell 

Tedea-Huntleigh,  Inc. 

Active 

8 

94-116 

Webb 

Other  - Scale 

Webb  Corporation 

Active 

9 

94-118 

ECS  Series 

RMFD  - Console/Controller 

Schlumberger  Technologies,  Inc. 

Inactive 

1/1/00 

9 

94-119 

T-15  "G-Site" 

ECR - LMD 

Gilbarco,  Inc. 

Active 

8 

94-120 

SP4-CB-PHL-D4X 

Wholesale  Meter 

Titan  Industries,  Inc. 

Active 

8 

94-121 

603053 

Load  Cell 

Intercomp  Corporation 

Active 

8 

94-122 

MPAQ  C32S 

Software  - Scale 

MPAQ  Automation,  Inc. 

Active 

9 

94-123 

POS-2000MG 

ECR - LMD 

Fiscal  Systems,  Inc. 

Active 

8 

94-124 

KRP-XXX 

RMFD  - Dispenser 

Kraus  Alternate  Fuels  Inc. 

Active 

8 

94-1 24A1 

KRP-XXX 

RMFD  - Dispenser 

Kraus  Alternate  Fuels  Inc. 

Effective 

94-125 

Micon  200,  Micon  300 

RMFD  - Register 

Kraus  Alternate  Fuels  Inc. 

Active 

8 

94-1 26A2 

PLS  Series 

Hopper  Scale 

Rice  Lake  Weighing  Systems 

Active 

1 

94-127 

Fleetscan  Rl 

Card  Reader  - LMD 

Schlumberger  Technologies,  Inc. 

Inactive 

1/1/98 

8 

94-128 

RL1 380-xxkg 

Load  Cell 

Rice  Lake  Weighing  Systems 

Active 

8 

94-129 

612-A5 

Load  Cell 

Revere  Transducers,  Inc. 

Inactive 

1/1/97 

8 

94-1 30A6 

GAC- 

2000NTEP/GAC21 00/GAC21 C 

Grain  Moisture  Meter 

i 

DICKEY-john  Corporation 

Active 

1 

94-1 31  A3 

MEI-XXT-MIXPLT 

Hopper  Scale 

Murray  Equipment  Inc. 

Active 

1 

94-132 

XXX-YYYYY-O-ZZZ-aa* 

Vehicle  Scale 

ACTIVE  Scale  Manufacturing,  Inc. 

Active 

9 

94-1 33A1 

B550  Series 

Shipping/Postal/Classifiers 

Pitney  Bowes 

Active 

9 

94-134 

RL35023S-NX-YY 

Load  Cell 

Rice  Lake  Weighing  Systems 

Active 

8 

94-135 

LCS1-XX 

Load  Cell 

Load  Cell  Central 

Inactive 

2/27/98 

9 

94-136 

TC2P1 

Load  Cell 

Totalcomp,  Inc. 

Active 

8 

94-137 

B260 

Shipping/Postal/Classifiers 

Pitney  Bowes 

Inactive 

1/1/99 

9 

95-00 1A2 

105401 

Bench  & Counter  Scale 

MOS  Scale  International,  Ltd. 

Active 

10 

95-002 

ARSC-100  Software 

Software  - Scale 

ARBA  Retail  Systems  Corporation 

Inactive 

1/1/97 

8 

95-003 

Compu-Touch 

ECR - LMD 

Softsense  Computer  Products,  Inc. 

Active 

8 

95-004 

TK-2700.CE-4700.TK-5 

ECR  - Scale 

CASIO,  INC. 

Inactive 

1/1/98 

8 

95-005 

G4  Series 

Load  Cell 

Group-Four  Transducers  Inc. 

Active 

8 

95-006 

LOG50,  LOG50E,  LOG210 

Indicating  Element  - Scale 

Logtech,  Inc. 

Active 

8 
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95-007 

AP-1 

Computing  Scale 

CAS  (USA)  Corporation 

Active 

8 

95-008A2 

WI-130  & WI-130  Simulcast 

Indicating  Element  - Scale 

Weigh-Tronix,  Inc. 

Active 

1 

95-009 

DF1500 

Indicating  Element  - Scale 

Western  Scale  Company  Limited 

Active 

8 

95-010 

XLS2-XX 

Load  Cell 

Load  Cell  Central 

Active 

8 

95-01 1 

HP  XY 

Floor  Scale 

JB  Scale  Mfg. 

Inactive 

1/1/96 

8 

95-012 

U3S1 

Load  Cell 

NMB  Technologies,  Inc. 

Inactive 

1/1/99 

8 

95-014 

MS-950,  MS-850 

Shipping/Postal/Classifiers 

Cardinal  Scale  Mfgr.  Co. 

Inactive 

1/1/98 

9 

95-01 5A1 

SE-95,  SE-85,  8662 

Shipping/Postal/Classifiers 

Neopost,  Inc. 

Active 

1 

95-017 

ER-A650 

ECR  - Scale 

Sharp  Electronics  Corporation 

Inactive 

10/31/96 

9 

95-01 8A1 

DSC-X-YYYY-Z  Series 

Floor  Scale 

Division  Systems 

Active 

i 

95-019 

ER-2595 

ECR  - Scale 

Sharp  Electronics  Corporation 

Inactive 

1/1/96 

8 

95-020 

ER-3250  & ER-31 10 

ECR  - Scale 

Sharp  Electronics  Corporation 

Inactive 

1/1/97 

8 

95-021 

ER-3300/331 0/3311 

ECR  - Scale 

Sharp  Electronics  Corporation 

Inactive 

1/1/96 

8 

95-022 

ER-3550 

ECR  - Scale 

Sharp  Electronics  Corporation 

Inactive 

1/1/98 

8 

95-023 

ER-A550 

ECR  - Scale 

Sharp  Electronics  Corporation 

Inactive 

1/1/98 

8 

95-024 

CW250  Series 

Floor  Scale 

Intercomp  Corporation 

Active 

8 

95-025 

3090-DL-2000;3090-SL-2000* 

Other  - Scale 

Weigh-Tronix,  Inc. 

Active 

9 

95-026 

LX  Series 

Indicating  Element  - Scale 

Force  Measurements,  Inc. 

Inactive 

1/1/96 

8 

95-027 

ACE-A-X-X-X-X-X-X 

Other  - LMD 

Hotter  Flow  Controls,  Inc. 

Active 

8 

95-028 

HO  XxX-X-X-X-X-X-X 

LMD  - Meter 

Hotter  Flow  Controls,  Inc. 

Active 

1 

95-029 

G4-SB  Series 

Load  Cell 

Group-Four  Transducers  Inc. 

Active 

8 

95-030A1 

Sinar  Grain  Pro  Model  6310 

Grain  Moisture  Meter 

CSC  Scientific  Company,  Inc. 

Active 

1 

95-031 

MS-1 00/MS-1 0E/MS-1 0 

Indicating  Element  - Scale 

Measurement  Specialists 

Active 

8 

95-032 

65023 B 

Load  Cell 

B-Tek,  Inc. 

Inactive 

1/1/96 

8 

95-033A1 

SL-9000-30  Series  & OP- 
9000-R 

Computing  Scale 

TEC  America,  Inc. 

Active 

10 

95-034 

SRP300 

Bench  & Counter  Scale 

Transcell  Technology,  Inc. 

Active 

8 

95-035 

BWC-8000-01  & BWC-8000-2 

Bulkweighing  System 

Kanawha  Scales  & Systems,  Inc. 

Active 

9 

95-036 

LTEF20-WM 

On-Board  Weighing 

System 

LTS  Scale 

Active 

9 

95-037A1 

BESTRAC  SMI  2000 

WholesaleA/TM 

Controller/Reg 

Schlumberger  Industries 

Active 

9 

95-038 

SUPER-CARGO 

Floor  Scale 

GSE/General  Weighing  Systems 

Inactive 

1/1/98 

8 

95-039 

PLSx  Series 

Livestock  Scale 

Sooner  Scale,  Inc. 

Active 

8 

95-040 

AD-5000 

Indicating  Element  - Scale 

A&D  Engineering 

Active 

8 

95-04 1A2 

MFQ-40L  & MFQ-40LT 

Computing  Scale 

Torrey  SA 

Active 

1 

95-042 

Series  M-2800 

ECR  - Scale 

TEC  America,  Inc. 

Active 

9 

95-043 

HBE  255 

Monorail  Scale 

Bizerba  Canada,  Inc. 

Active 

10 

95-044 A2 

IND-R2500-XXX/IND-HR2500- 

XXX 

Indicating  Element  - Scale 

Fairbanks  Scales 

Active 

1 

95-045 

7500  & 8700E  Series 

RMFD  - Dispenser 

Tokheim  Corporation 

Active 

10 

95-046 

RR 

Railway  Track  Scale 

Loadmaster  Scale  Manufacturing 

Active 

9 

95-047A2 

MFS  2000  Series 

Mass  Flow  Meter 

Krohne  America,  Inc. 

Active 

1 

95-048 

CTCS-100  & FBC-200 

Other  - LMD 

Krohne  America,  Inc. 

Active 

8 

95-049A1 

The  Manager  Series 

Software  - Scale 

Dunn  & Dunn  Data  Systems,  Inc. 

Active 

1 

95-050 

BB  Series 

Load  Cell 

Bizerba  Canada,  Inc. 

Active 

8 

95-051 

RLB  Series 

Load  Cell 

Rockwell  Scale  Service 

Inactive 

1/1/97 

8 

95-052A4 

GMA-128 

Grain  Moisture  Meter 

Seedburo  Equipment  Company 

Active 

1 

95-053A1 

Petrocount  RMS 

WholesaleA/TM 

Controller/Reg 

Brooks  Instrument  Division 

Active 

9 

95-054 A 1 

C2/E3/E4/F4/G6  & H8  Series 

Wholesale  Meter 

FMC  Smith  Meter  Inc. 

Active 

10 

95-055A4 

CMF  Series* 

Mass  Flow  Meter 

Micro  Motion,  Inc. 

Active 

1 

95-056 

LPS  Series 

Load  Cell 

Celtron  Technologies,  Inc. 

Active 

8 
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95-057 A3 

3000  Series 

Automatic  Weighing 
System 

Ishida  Co.  Ltd. 

Active 

I 

95-058 

65083S 

Load  Cell 

Sensortronics,  Inc. 

Active 

8 

95-059A2 

970  Series 

Computing  Scale 

Exact  Equipment  Corporation 

Active 

1 1 

95-060 A 1 

T Series 

Vehicle  Tank  Meter 

FMC  Smith  Meter  Inc. 

Active 

9 

95-061 

65103S 

Load  Cell 

Sensortronics,  Inc. 

Active 

8 

95-062 

FXBYYZZ-AAK 

Indicating  Element  - Scale 

Rice  Lake  Weighing  Systems 

Active 

8 

95-063A4 

Infratec  1227  & Infratec  1229 

Grain  Moisture  Meter 

Foss  North  America,  Inc. 

Active 

1 

95-064 

552-Platform;  1550-Indicator 

Bench  & Counter  Scale 

GSE  Scale  Systems 

Inactive 

1/1/98  9 

95-065A1 

DSY1100  Series 

Bench  & Counter  Scale 

Yamato  Corporation 

Active 

10 

95-066 

OPW  11 -VA 

RMFD  - Dispenser 

OPW  Fueling  Components 

Active 

8 

95-067A1 

9340000XXX* 

Other  - LMD 

Franklin  Electric 

Active 

9 

95-068 

Armstrong  - A 750 

Bench  & Counter  Scale 

Pennsylvania  Scale  Company 

Active 

8 

95-069 

RL35083-NX-YY 

Load  Cell 

Rice  Lake  Weighing  Systems 

Active 

8 

95-070A5 

78XX,  67XX,  7720  & 373XT 

Bench  & Counter  Scale 

Weigh-Tronix,  Inc 

Active 

1 

95-071  A3 

66XX  Ser/76XX  Ser/3632T 
and  3633T 

Bench  & Counter  Scale 

Weigh-Tronix,  Inc 

Active 

1 

95-072A2 

BMXXXX-YYY  Series 

Bench  & Counter  Scale 

Rice  Lake  Weighing  Systems 

Active 

1 

95-073 

IDS440 

Indicating  Element  - Scale 

Industrial  Data  Systems,  Inc. 

Active 

9 

95-074 

RL1040-NX-YYkg 

Load  Cell 

Rice  Lake  Weighing  Systems 

Active 

8 

95-075 

RL1250-NX-YY  kg 

Load  Cell 

Rice  Lake  Weighing  Systems 

Active 

8 

95-076 

RL75060-NX-YYK 

Load  Cell 

Rice  Lake  Weighing  Systems 

Active 

8 

95-077 

CSP  Series 

Load  Cell 

Molen 

Active 

8 

95-078 

1812RS 

Bench  & Counter  Scale 

Hobart  Corporation 

Active 

8 

95-079A1 

Lo-Pro  90 

Floor  Scale 

GSE/General  Weighing  Systems 

Active 

9 

95-081 

System  1 

Software  - LMD 

Bennett  Pump  Company 

Active 

8 

95-082A1 

DS-681 

Computing  Scale 

New  Brunswick  International,  Inc. 

Active 

9 

95-083A3 

See  Certificate 

ECR  - Scale 

ICL,  Inc. 

Active 

1 

95-084 

ER-4000 

ECR  - Scale 

Sharp  Electronics  Corporation 

Inactive 

1/1/97  8 

95-085 

LYNX 

Indicating  Element  - Scale 

Mettler-Toledo,  Inc. 

Active 

8 

95-086 

RM-3300 

Taximeter 

RMI  Taxi  Meters 

Inactive 

1/1/98  8 

95-087 A 1 

AP  Series 

Bench  & Counter  Scale 

Cardinal  Scale  Mfgr.  Co. 

Active 

9 

95-088 

RL1521-NX-YYkg* 

Load  Cell 

Rice  Lake  Weighing  Systems 

Active 

8 

95-089 

FT  Series 

Vehicle  Scale 

Sooner  Scale,  Inc. 

Active 

10 

95-090 

GT  Grain  Series 

Jeweler’s/Presc./Grain 

Ohaus  Corporation 

Active 

9 

95-091 

SBP-1 

Load  Cell 

BLH  Electronics,  Inc. 

Active 

8 

95-092 

90310  &SS90310  Series* 

Load  Cell 

Artech  Industries,  Inc. 

Active 

8 

95-093A1 

LTT  Series 

Load  Cell 

Weigh-Tronix,  Inc. 

Active 

1 

95-094 

TrimWeigh 

Bench  & Counter  Scale 

Mettler-Toledo,  Inc. 

Active 

8 

95-095 

BWS-9000 

Bulkweighing  System 

Kanawha  Scales  & Systems,  Inc. 

Active 

9 

95-096 

Cl  6 Series 

Load  Cell 

Hottinger  Baldwin  Messtechnik 
GMBH 

Active 

9 

95-097A1 

EK  & EW  Series 

Jeweler's/Presc./Grain 

A&D  Engineering 

Active 

1 

95-098 

MA-1650  & FS-1650 

ECR  - Scale 

TEC  America,  Inc. 

Active 

9 

95-099 

NXXXXX  Series 

Other  - LMD 

Saber  Equipment  Corp. 

Inactive 

1/1/98  9 

95-1 00A1 

EBP-1  Series 

Load  Cell 

BLH  Electronics,  Inc. 

Active 

9 

95-101 

CCW-1-XXK-N 

Load  Cell 

NV  Technology,  Inc. 

Active 

8 

95-102 

M-2300* 

ECR  - Scale 

TEC  America,  Inc. 

Active 

9 

95-1 03A1 

LTEF1 6-CWM-xxyy 

On-Board  Weighing 

System 

LTS  Scale 

Active 

9 

95-104 

XX  XL  YY 

Floor  Scale 

Air-Weigh  Inc. 

Active 

8 

95-105 

XX  T YYZZ2-RS  Series 

Vehicle  Scale 

Air-Weigh  Inc. 

Active 

8 
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. 95-1 06A1 

AW600B  Series 

Load  Cell 

Air-Weigh  Inc. 

Active 

9 

95-1 07A1 

AW900B  Series 

Load  Cell 

Air-Weigh  Inc. 

Active 

9 

95-108 

APEX  MXX-XXXXXX* 

RMFD  - Dispenser  (CNG) 

Marcum  Fuel  Systems,  Inc. 

Inactive 

1/1/99 

9 

95-109 

31XX/51XX/71XX 

RMFD  - Dispenser  (CNG) 

Universel  Epsco,  Inc. 

Inactive 

1/1/96 

9 

95-1 10A2 

LTEF  Series 

On-Board  Weighing 

LTS  Scale 

Active 

1 

95-1 11  A3 

2256 

Floor  Scale 

Mettler-Toledo,  Inc. 

Active 

1 

95-112 

Delicell 

Computing  Scale 

Yamato  Corporation 

Active 

9 

95-113 

LS  Series* 

Livestock  Scale 

Webb  Corporation 

Active 

1 

95-114 

DBBP 

Load  Cell 

Bongshin  Loadcell  Co.,  Ltd. 

Inactive 

1/1/98 

8 

95-115 

PBS-1100 

Floor  Scale 

Yamato  Corporation 

Active 

9 

95-116 

eX-10 

ECR - LMD 

Stores  Automated  Systems,  Inc. 

Inactive 

1/1/96 

9 

95-1 17A2 

BMW-013  to  BMW-780* 

Hopper  Scale 

InterSystems,  Inc. 

Active 

1 

95-1 18A1 

TMS-5.XX 

WholesaleA/TM 

Controller/Reg 

Toptech  Systems,  Inc. 

Active 

1 

95-119 

VX100&VXDHC 

(Controller)* 

ECR - LMD 

Tokheim  Corporation 

Active 

9 

95-120 

6600 

Load  Cell 

GSE  Scale  Systems 

Active 

9 

95-121A1 

3734  & 7800  Series 

Bench  & Counter  Scale 

Weigh-Tronix,  Inc 

Active 

1 

95-1 22A4 

Quantum  and  QUANTMH 

Computing  Scale 

Hobart  Corporation 

Active 

1 

95-1 23A2 

8450 

Computing  Scale 

Mettler-Toledo,  Inc. 

Active 

1 

95-124P 

9500  WLW;  9501  WLW 

Wheel  Load  Weigher 

Structural  Instrumentation,  Inc. 

Active 

9 

95-1 25A3 

235-1  OS,  235-1  OX,  & 233 
Series 

Hanging  Scale 

Salter  Weigh-Tronix  Limited 

Active 

1 

95-1 26A1 

QTLT  SC-05  & QTLT  SC-10 

On-Board  Weighing 

Weigh-Tronix,  Inc. 

Active 

1 

95-127 

Metrolink  2001, 2002,  & 2003 

Taximeter 

Metrometer,  Inc. 

Active 

9 

95-128 

6610 

Load  Cell 

GSE  Scale  Systems 

Active 

9 

95-129 

BT-XXXX-YYY-FEZZ-SL 

Series 

Vehicle  Scale 

B-Tek,  Inc. 

Active 

9 

95-1 30A1 

620 

Load  Cell 

Tedea-Huntleigh  Europe  Limited 

Active 

9 

95-131 

355s 

Load  Cell 

Tedea-Huntleigh  Europe  Limited 

Active 

9 

95-1 32A1 

3510 

Load  Cell 

Tedea-Huntleigh  Europe  Limited 

Active 

9 

95-133 

AN3060 

Indicating  Element  - Scale 

Analogic  Corporation 

Active 

9 

95-134 

65088S  Series 

Load  Cell 

Sensortronics,  Inc. 

Active 

9 

95-1 35A1 

SP4  Series 

Load  Cell 

Hottinger  Baldwin  Measurements, 
Inc. 

Active 

10 

95-1 36A3 

9820  (ASTRA )/9840/9850 
Series 

RMFD  - Dispenser 

Gasboy  International,  Inc. 

Active 

1 

95-137 

6700  Series 

Load  Cell 

GSE  Scale  Systems 

Active 

9 

95-138 

EZ-Weigh 

Software  - Scale 

Industrial  Data  Systems,  Inc. 

Inactive 

1/1/98 

9 

95-139 

Petrocount  SMS 

WholesaleA/TM 

Controller/Reg 

Brooks  Instrument  Division 

Active 

9 

95-140 

RLCSP1-XXX  Series 

Load  Cell 

Rice  Lake  Weighing  Systems 

Active 

9 

95-141 

Univision  9000  Series 

RMFD  - Dispenser 

Universel  Epsco,  Inc. 

Active 

9 

95-142 

UB  Series 

Bench  & Counter  Scale 

Mettler-Toledo,  Inc. 

Active 

9 

95-143 

Advantage  Batching  Controller  Software  - Scale 

Jonel  Engineering 

Active 

9 

95-144 

0990 

Monorail  Scale 

Mettler-Toledo,  Inc. 

Active 

9 

95-1 45A1 

450,  455  & 550 

Indicating  Element  - Scale 

GSE  Scale  Systems 

Active 

9 

95-146 

SBS  Series 

Load  Cell 

Transcell  Technology,  Inc. 

Active 

9 

95-147 

DSB  Series 

Floor  Scale 

Weigh-Tronix,  Inc. 

Active 

9 

95-1 48A1 

PRO  Series 

RMFD  - Dispenser 

Clean  Fueling  Technologies,  Inc. 

Active 

1 

95-149 

8360 

Indicating  Element  - Scale 

Mettler-Toledo,  Inc. 

Active 

9 

95-1 50A1 

8270 

Bench  & Counter  Scale 

Mettler-Toledo,  Inc. 

Active 

1 

95-151 

B 1 0/B25/B 1 00/B 1 50/B250 

Bench  & Counter  Scale 

Ohaus  Corporation 

Active 

9 
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95-152 

2652-Suffix  & 2653-Suffix 

RMFD  - Dispenser 

Tokheim  Corporation 

Active 

9 

95-1 53A1 

AS.  AS-NW  & AS-WH 

Software  - Scale 

JWS  CORPORATION 

Active 

9 

95-154 

JWS/R&S 

Software  - Scale 

JWS  Corp./Roberts  & Schaefer  Co. 

Active 

9 

95-1 55A1 

PRO-WX-XXOO-X  Series 

RMFD  - Dispenser 

Clean  Fueling  Technologies,  Inc. 

Active 

1 

95-156 

1000  and  1001 

Floor  Scale 

Thurman  Scale  Company 

Active 

8 

95-157 

XXPT xxxx-YY-y-ZZZ  Series 

Vehicle  Scale 

Thurman  Scale  Company 

Active 

10 

95-158 

XXPITxxxx-y-ZZZ  Series 

Vehicle  Scale 

Thurman  Scale  Company 

Active 

10 

95-159 

XXSSXXXX-YY-Y-ZZZ 

Vehicle  Scale 

Thurman  Scale  Company 

Active 

10 

95-160 

DB500TT 

Software  - Scale 

Seltec  Corporation 

Active 

9 

95-162 

PRC-1,  PRC-H  and  SRC-I 

Vehicle  Scale 

Cardinal  Scale  Mfgr.  Co. 

Active 

8 

95-1 63A1 

MS8010 

Vehicle  Scale 

UniBridge  Scale  Systems 

Active 

10 

95-164 

2100  and  2200 

Indicating  Element  - Scale 

Thurman  Scale  Company 

Active 

9 

95-1 65A2 

PS60 

Shipping/Postal/Classifiers 

Mettler-Toledo,  Inc. 

Active 

1 

95-166 

FEL  Series 

Load  Cell 

Hottinger  Baldwin  Measurements, 
Inc. 

Active 

9 

95-167 

Version  2 

Software  - Scale 

Demeter  Inc. 

Inactive 

1/1/99 

9 

95-168 

VPS  LFT 

Software  - Scale 

MOS  Scale  International,  Ltd. 

Inactive 

1/1/97 

9 

95-169 

Delta/Sigma  2000 

Indicating  Element  - Scale 

Drafto  Corp. 

Active 

9 

95-170 

DX342 

Computing  Scale 

Berkel  Incorporated 

Active 

9 

95-171 

AS-350D 

Shipping/Postal/Classifiers 

Cardinal  Scale  Mfgr.  Co. 

Active 

9 

95-172 

LCF-R3030-XXX 

Load  Cell 

Fairbanks  Scales 

Active 

9 

95-173 

LCF-R3040-XXX 

Load  Cell 

Fairbanks  Scales 

Active 

9 

95-174 

LCF-HR3030-XXX 

Load  Cell 

Fairbanks  Scales 

Active 

9 

95-175 

LCF-HR3060-XXX 

Load  Cell 

Fairbanks  Scales 

Active 

9 

95-176 

GS200-1 Y 

Indicating  Element  - Scale 

Gerhart  Scale  Corporation 

Active 

9 

95-177 

HI  361FS-R  and  HI  361FS-L 

Load  Cell 

Hardy  Instruments,  Inc. 

Active 

10 

95-178 

AGES  Series 

Vehicle  Scale 

Scales  Unlimited  Inc. 

Active 

9 

95-179 

9100A  Series 

RMFD  - Dispenser 

Gasboy  International,  Inc. 

Active 

10 

95-180 

BT  RS  Series 

Vehicle/Railway  Track 

Scale 

B-Tek,  Inc. 

Active 

10 

96-001 

2254 

Floor  Scale 

Mettler-Toledo,  Inc. 

Active 

9 

96-002 

SM  12  CY 

Hopper  Scale 

Global  Equipment  Marketing,  Inc. 

Active 

9 

96-003 

1-A 

Hopper  Scale 

Matrix  Master,  Inc. 

Inactive 

1/1/99 

9 

96-004 

ECR635  and  ECR645 

ECR  - Scale 

Sanyo  Fisher  (USA)  Corporation 

Active 

9 

96-005 

S5000TN  Series 

Load  Cell 

National  Scale  and  Repair 

Inactive 

1/1/97 

9 

96-006 

757 

Load  Cell 

Mettler-Toledo,  Inc. 

Active 

9 

96-007 A2 

759  and  759A 

Load  Cell 

Mettler-Toledo,  Inc. 

Active 

1 

96-008A4 

Grainspec-A 

Grain  Moisture  Meter 

Foss  North  America,  Inc. 

Active 

1 

96-009 

2000  Series/90  Series/80  Serie  Other  - Scale 

Auto-Control  Division 

Active 

9 

96-010 

3000M-XX-Y-Z* 

RMFD  - Dispenser 

Universel  Epsco,  Inc. 

Active 

10 

96-01 1 

31XX,  51 XX,  and  71XX* 

RMFD  - Dispenser  (CNG) 

Universel  Epsco,  Inc. 

Active 

10 

96-012 

4000M-XX-Y-Z* 

RMFD  - Dispenser 

Universel  Epsco,  Inc. 

Active 

10 

96-013 

7 1 00M-X-XX-X 

RMFD  - Dispenser 

Universel  Epsco,  Inc. 

Inactive 

1/1/99 

10 

96-014 

8000M-X-XX-X 

RMFD  - Dispenser 

Universel  Epsco,  Inc. 

Inactive 

1/1/99 

10 

96-01 5A1 

FLS  Series 

Load  Cell 

Weigh-Tronix,  Inc. 

Active 

10 

96-016 

DPI-320 

Indicating  Element  - Scale 

Yamato  Corporation 

Active 

9 

96-017 

KSS1  Series 

Bench  & Counter  Scale 

J.  A.  King  Co. 

Active 

9 

96-018 

26-DPT 

Card  Reader  - LMD 

Tokheim  Corporation 

Active 

10 

96-019 

8710 

Vehicle/Railway  Track 

Scale 

Thurman  Scale  Company 

Active 

9 

96-020 

QC-3265 

Indicating  Element  - Scale 

Weigh-Tronix,  Inc. 

Active 

9 

96-021 A1  Spider 

Device  Type  by  CC  Number 

Indicating  Element  - Scale 

Mettler-Toledo,  Inc. 

Active 

1 

No.  3-35 

CC  No. 

Model  Number 

Device  Type 

Company 

Status 

Pub  5 
Edition 

96-022 

1/32  & 1/8  dry  pint 

Other 

Livingston  Seed  Company 

Active 

9 

96-023 

7651 

Shipping/Postal/Classifiers 

Neopost,  Inc. 

Active 

9 

96-024A1 

PLT-4500  Series 

Vehicle  Scale 

Fairbanks  Scales 

Active 

1 

96-025A2 

Eagle,  Eagle  Jr.,  Eagle  Flex 

Indicating  Element  - Scale 

Command  Data 

Active 

1 

96-026A1 

CubiScan  100  LFT 

Bench  & Counter  Scale 

Quantronix,  Inc. 

Active 

10 

96-027A1 

RL75058  & RL75060S 

Load  Cell 

Rice  Lake  Weighing  Systems 

Active 

1 

96-028 

T500,  T500E,  T500ESS 

Indicating  Element  - Scale 

Totalcomp,  Inc. 

Active 

9 

96-029A1 

SA  02 

Other  - Scale 

AGRIS  Corporation 

Active 

1 

96-030 

H400  Series 

Floor  Scale 

Berkel  Incorporated 

Active 

9 

96-031 

SM100 

Other  - LMD 

Schlumberger  Technologies,  Inc. 

Inactive 

1/1/00 

9 

96-032 

SEB  Series 

Load  Cell 

Logtech,  Inc. 

Active 

9 

96-033 

DU  SS  XXXX  Series 

Hopper  Scale 

Dultmeier  Sales 

Active 

9 

96-034 A 1 

RS-XXYY 

Livestock  Scale 

UHL  Scale  Service,  Inc. 

Active 

1 

96-035 

CA  1000-XX  Series* 

Bulkweighing  System 

C & A Scale  Service,  Inc. 

Active 

9 

96-036 

PHS-2.5 

Hopper  Scale 

CompuWeigh 

Active 

9 

96-037 

MCP  100-XXX 

Hopper  Scale 

C & A Scale  Service,  Inc. 

Active 

9 

96-038 

HS  Series* 

Hopper  Scale 

Concrete  Equipment  Co.  Inc. 

Active 

9 

96-039 

TFS  1 

Hopper  Scale 

TriCo  Farm  Service,  Inc. 

Active 

9 

96-041 

GE510  Series 

Indicating  Element  - Scale 

GSE/General  Weighing  Systems 

Active 

9 

96-042A1 

47SH  and  47SH-60 

Bulkweighing  System 

COMPTROL  Computer  Control  Inc. 

Active 

9 

96-043 

BULKAMATIC  8830LC  Series  Bulkweighing  System 

COMPTROL  Computer  Control  Inc. 

Active 

9 

96-044 

ZM30  Series 

ECR  - Scale 

Panasonic  Communications  & 
Systems 

Inactive 

1/1/98 

9 

96-045 

JS-500-/-51 0-/-520WS  Series 

POS  Scale 

Panasonic  Communications  & 
Systems 

Inactive 

1/1/98 

9 

96-046 

JS-750WS 

POS  Scale 

Panasonic  Communications  & 
Systems 

Inactive 

1/1/98 

9 

96-047 

807 

Bench  & Counter  Scale 

Norfin  Equipment  Ltd 

Active 

10 

96-048 

HMS  3006 

Indicating  Element  - Scale 

Cedarapids,  Inc. 

Inactive 

1/1/97 

9 

96-049 

CompuWeigh 

Software  - Scale 

Paradigm  Software,  L.L.C. 

Active 

10 

96-050 

705 

Automatic  Weighing 

System 

Mettler-Toledo,  Inc. 

Active 

9 

96-051 

G-3800  Super  Charger  Scan 
Sys 

ECR  - Scale 

JCM  American  Corporation 

Active 

9 

96-052 

XX-M-30* 

Bulkweighing  System 

Meier  Sales  and  Engineering,  Inc. 

Active 

9 

96-053 

RLSSB  Series  & RLSB250 

Load  Cell 

Rice  Lake  Weighing  Systems 

Active 

9 

96-054 

61XX-X  & 62XX-X 

Floor  Scale 

GSE  Scale  Systems 

Active 

9 

96-055A4 

7452-xxxx 

ECR  - Scale 

NCR  Corporation 

Active 

1 

96-056 

8760 

Railway  T rack  Scale 

Thurman  Scale  Company 

Active 

10 

96-057A1 

650  Series 

Indicating  Element  - Scale 

GSE  Scale  Systems 

Active 

1 

96-058 

SS4  Series 

Load  Cell 

Hottinger  Baldwin  Measurements, 
Inc. 

Active 

9 

96-059 

F800 

Indicating  Element  - Scale 

Unipulse  Corporation 

Active 

9 

96-060 

F850 

Indicating  Element  - Scale 

Unipulse  Corporation 

Active 

9 

96-061 

F860 

Indicating  Element  - Scale 

Unipulse  Corporation 

Active 

9 

96-062 

SSR  Series* 

Load  Cell 

Sterling  Scale  Company,  Inc. 

Active 

9 

96-063 

III 

Software  - Scale 

Acme  Scale  Co. 

Active 

9 

96-064 

1260* 

Load  Cell 

Tedea-Huntleigh,  Inc. 

Active 

9 

96-065 

Friendship  and  MailManager* 

Software  - Scale 

Neopost,  Inc. 

Active 

9 

96-066A1 

Islander/FIT 

ECR - LMD 

Flagship  Corporation 

Active 

1 

96-067 

ECR425 

ECR  - Scale 

Sanyo  Fisher  (USA)  Corporation 

Active 

9 

96-068 

TIMBERWEIGHT 

Software  - Scale 

Pacific  Software  Associates,  Inc. 

Inactive 

1/1/99 

9 

96-069 

No.  3-36 

eX-10 

ECR - LMD 

Stores  Automated  Systems,  Inc. 

Active  9 
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96-070 

355 

Indicating  Element  - Scale 

Metter-Toledo,  Inc. 

Active 

9 

96-071 

RLP  Series 

Railway  T rack  Scale 

Weigh-Tronix,  Inc. 

Active 

10 

96-072A1 

BSA  Series 

Load  Cell 

CAS  (USA)  Corporation 

Active 

1 

96-073 A 1 

SBA  Series 

Load  Cell 

CAS  (USA)  Corporation 

Active 

1 

96-074 

000-WI-130 

Bulkweighing  System 

Creatve  Automation  Company,  Inc. 

Active 

9 

96-075 

FDP-5010 

Automate  Weighing 
System 

Ishida  Co.  Ltd. 

Active 

9 

96-076A1 

LOC  Series 

Load  Cell 

Celtron  Technologies,  Inc. 

Active 

10 

96-077 

T110 

Load  Cell 

Berkel  Incorporated 

Active 

9 

96-078 

8708 

Load  Cell 

Berkel  Incorporated 

Active 

9 

96-079 

T203 

Load  Cell 

Berkel  Incorporated 

Active 

9 

96-080A1 

MTB  and  MTX  Series 

Bench  & Counter  Scale 

Ishida  Co.  Ltd. 

Active 

10 

96-081 A4 

919E&919ES 

Grain  Moisture  Meter 

MOTOMCO,  Ins. 

Active 

1 

96-082 

MS  & MSB  Series 

Bench  & Counter  Scale 

Weigh-Tronix,  Inc. 

Active 

9 

96-083A1 

882733-XXX  (PCAT) 

Other  - LMD 

Dresser  Equipment  Group,  Wayne 
Division 

Active 

1 

96-084A1 

2x2410  to  8x7012* 

Vehicle  Scale 

American  Scale  Co.,  Inc. 

Active 

1 

96-085A2 

MEQ  Series  and  MFV-40L* 

Bench  & Counter  Scale 

Torrey  SA 

Active 

1 

96-086 

LL  (Lowlander)  Series 

Vehicle  Scale 

WeighMaster  International 

Inactive 

1/1/98  10 

96-087 

RW*  Series 

Vehicle  Scale 

Rustys  Weigh  Scales  & Service,  Inc. 

Active 

10 

96-088 

CRS  3000 

ECR  - Scale 

Cash  Register  Sales,  Inc. 

Active 

10 

96-089A1 

PLT-60  Series 

Vehicle  Scale 

Fairbanks  Scales 

Active 

1 

96-090 

SS  Series 

Load  Cell 

CAS  (USA)  Corporation 

Active 

9 

96-091 

CB6  Series 

Load  Cell 

Cardinal  Scale  Mfgr.  Co. 

Active 

9 

96-092A1 

7563 

Vehicle  Scale 

Mettler-Toledo,  Inc. 

Active 

1 

96-094 

0779 

Load  Cell 

Mettler-Toledo,  Inc. 

Active 

9 

96-095 

0778 

Load  Cell 

Metter-Toledo,  Inc. 

Active 

9 

96-096 

RLHTO 

Load  Cell 

Rice  Lake  Weighing  Systems 

Active 

9 

96-097PA1 

SM  10000,  SM  5000,  SM  2000  Crane  Scale 

Samson  Scale  Co.  Inc. 

Active 

1 

96-099 

PRIME  4 Series* 

Wholesale  Meter 

FMC  Smith  Meter  Inc. 

Active 

9 

96-100 

682-1 5-XX-X-X* 

Vehicle  Tank  Meter 

Murray  Equipment  Inc. 

Active 

9 

96-101 

RLHBB 

Load  Cell 

Rice  Lake  Weighing  Systems 

Active 

10 

96-1 02A1 

DP-61 00GP 

Floor  Scale 

Yamato  Corporation 

Active 

1 

96-103 

PLF-R37 00-A2Q  & PLF- 
HR3700-A2Q 

Floor  Scale 

Fairbanks  Scales 

Active 

10 

96-1 04A1 

BP-XXXYY-2Z2-EM-SR 

Vehicle  Scale 

B-Tek,  Inc. 

Active 

1 

96-105 

300B-#K,400B-#K,  & 600B-#K  Card  Reader  - LMD 

Tokheim  Corporation 

Active 

9 

96-1 06A1 

2888 

Floor  Scale 

Mettler-Toledo,  Inc. 

Active 

1 

96-107 

CW-80B  Series 

Bench  & Counter  Scale 

Rice  Lake  Weighing  Systems 

Active 

9 

96-1 08A1 

IND-R2400-xxx  & IND- 
HR2400-xxx 

Indicating  Element  - Scale 

Fairbanks  Scales 

Active 

1 

96-109 

MCB-15 

Hopper  Scale 

Recycling  Equipment  Manufacturing 

Active 

9 

96-110 

1028,  1028AT  & Super  Star 

ECR  - Scale 

Stores  Automated  Systems,  Inc. 

Active 

9 

96-1 1 1 

9370TS 

Indicatng  Element  - Scale 

Mettler-Toledo,  Inc. 

Inactive 

1/1/98  9 

96-1 12A1 

LPM-102,  LPM-200 

LPG  Liquid  Meter 

Liqua-Tech  Corporation 

Active 

1 

96-113 

FHN-5-XY* 

Floor  Scale 

Cardinal  Scale  Mfgr.  Co. 

Active 

9 

96-114 

7600  G 

Bench  & Counter  Scale 

Pennsylvania  Scale  Company 

Inactive 

11/25/98  9 

96-115 

Ultima  U2000S3 

Automate  Weighing 

System 

Hobart  Corporation 

Active 

9 

96-116 

Universal  2000 

Bench  & Counter  Scale 

Baker/APS 

Active 

9 

96-117 

701 OS  LC 

Vehicle  Scale 

Straight  International  Company 

Active 

1 

96-1 18A1 

CW-80I-XY* 

Indicating  Element  - Scale 

Rice  Lake  Weighing  Systems 

Active 

10 

96-119 

OBI-R5700-xxx 

Indicatng  Element  - Scale 

Fairbanks  Scales 

Active 

10 
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96-120 

OBS-R5700-xxx 

On-Board  Weighing 

System 

Fairbanks  Scales 

Active 

10 

96-121A1 

2200,  2300  & 2400  Series 
(Horizon) 

RMFD  - Dispenser 

Bennett  Pump  Company 

Active 

i 

96-122 

1022 

Load  Cell 

Tedea-Huntleigh,  Inc. 

Active 

9 

96-1 23A2 

1042 

Load  Cell 

Tedea-Huntleigh,  Inc. 

Active 

1 

96-124 

SIL-9001 

Bench  & Counter  Scale 

Doran  Scales,  Inc. 

Active 

9 

96-1 25A2 

Panther 

Indicating  Element  - Scale 

Mettler-Toledo,  Inc. 

Active 

1 

96-1 26A1 

G Series 

Prepackaging  Scale 

Bizerba  United  States,  Inc. 

Active 

1 

96-127 

RTS  7010/48  & RTS  7010 

Vehicle/Railway  Track 
Scale 

Straight  International  Company 

Active 

1 

96-128 

Soil  Master 

Software  - Scale 

Information  Systems,  Inc. 

Active 

10 

96-129 

SES  50 

Hopper  Scale 

Asphalt  Drum  Mixers,  Inc. 

Active 

10 

96-130 

T103 

Load  Cell 

Berkel  Incorporated 

Active 

10 

96-131A1 

BCA 

Load  Cell 

CAS  (USA)  Corporation 

Active 

1 

96-132 

70TS-SP  & 95TS-SP 

Hopper  Scale 

Gencor  Industries  Inc. 

Active 

10 

96-1 33A1 

IDS420  and  IDS  410 

Indicating  Element  - Scale 

Industrial  Data  Systems,  Inc. 

Active 

1 

96-134 

LP-3  Series  & LPL-3  Series 

Vehicle  Scale 

Cardinal  Scale  Mfgr.  Co. 

Active 

10 

96-1 35A2 

7875-2XXX 

POS  Scale 

NCR  Corporation 

Active 

1 

96-1 36A1 

PC-30,  PC-70  & PC-150 

Bench  & Counter  Scale 

Transcell  Technology,  Inc. 

Active 

1 

96-137 

RL8C2P1SS-XXK 

Load  Cell 

Rice  Lake  Weighing  Systems 

Active 

10 

96-138 

N1011  and  N1021  Series* 

Load  Cell 

Interface,  Inc. 

Active 

10 

96-139 

ITL 

Indicating  Element  - Scale 

Bizerba  Canada,  Inc. 

Active 

10 

96-1 40A1 

WI-127  & WI-127  GTN 

Indicating  Element  - Scale 

Weigh-Tronix,  Inc. 

Active 

1 

96-141 

7425  and  7430 

Railway  Track  Scale 

Systems  Associates,  Incorporated 

Active 

10 

96-142 

4695-XXX 

ECR  - Scale 

IBM  Corporation 

Active 

10 

96-143 

LAWMAS 

Software  - Scale 

Laidlaw  Waste  Systems,  Inc. 

Active 

9 

96-144 

718 

Indicating  Element  - Scale 

Cardinal  Scale  Mfgr.  Co. 

Active 

10 

96-145 

8433 

Computing  Scale 

Mettler-Toledo,  Inc. 

Active 

10 

96-146 

Centurion  Series 

RMFD  - Dispenser 

Schlumberger  Technologies,  Inc. 

Inactive 

1/1/00  10 

96-147 

T109 

Load  Cell 

Berkel  Incorporated 

Active 

10 

96-148 

SL300XX  Series 

Indicating  Element  - Scale 

Gencor  Industries  Inc. 

Active 

9 

96-149 

AC-25K 

Load  Cell 

Intercomp  Corporation 

Active 

1 

96-150 

Samsung  SER-6500  Series 

ECR  - Scale 

Cash  Register  Sales,  Inc. 

Active 

10 

96-151 

LC-100 

Indicating  Element  - Scale 

Doran  Scales,  Inc. 

Active 

10 

96-152 

HI  3120NT* 

On-Board  Weighing 

System 

Hardy  Instruments,  Inc. 

Active 

10 

96-1 55A1 

T GT -X-XXXX-XX-XXXX 

RMFD  - Dispenser  (CNG) 

Tulsa  Gas  Technologies,  Inc. 

Active 

10 

96-156 

SES-XX  Series 

Load  Cell 

Eastec  Corporation 

Active 

10 

96-1 57A1 

660-XXXXX-YY  & SS660- 
XXXXX-YY* 

Floor  Scale 

Cambridge  Scale  Works,  Inc. 

Active 

10 

96-1 58A1 

Amoco  CPOS 

Other  - LMD 

MIECOA 

Active 

1 

96-159 

Nucleus 

ECR - LMD 

Dresser  Equipment  Group,  Wayne 
Division 

Active 

10 

96-160 

Puma 

Indicating  Element  - Scale 

Mettler-Toledo,  Inc. 

Active 

10 

96-161 

SCB-R2456-XXX 

Bench  & Counter  Scale 

Fairbanks  Scales 

Active 

10 

96-162 

TS2-XXX-SS 

Load  Cell 

Totalcomp,  Inc. 

Active 

10 

96-163 

DPI-500 

Indicating  Element  - Scale 

Yamato  Corporation 

Active 

10 

96-164 

NC-1 

Crane  Scale 

CAS  (USA)  Corporation 

Active 

10 

96-165 

FA/DOS* 

Software  - Scale 

IBM  Corporation 

Active 

10 

96-1 66P 

PW  500 

Wheel  Load  Weigher 

Rice  Lake  Weighing  Systems 

Active 

10 

96-167 

CAP  Waste  Mgt  Control 

Software  - Scale 

Computer  Analysis  & Planning,  Inc. 

Inactive 

1/1/99  10 

96-158 

2KG 

Bench  & Counter  Scale 

Shore  Sales  Company 

Inactive 

1/1/99  9 
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96-1 69A2 

BT-SP 

Bench  & Counter  Scale 

B-Tek,  Inc. 

Active 

10 

96-1 70A1 

GB  Series 

Bench  & Counter  Scale 

Mettler-Toledo,  Inc. 

Active 

i 

96-171 

CSSB 

Load  Cell 

Intercomp  Corporation 

Active 

10 

96-1 72A1 

El  0702005 

Vehicle/Railway  Track 

Scale 

Weigh-Tronix  Canada  U.L.C. 

Active 

1 

96-173 

BP-EM-P  Series 

Vehicle  Scale 

B-Tek,  Inc. 

Active 

10 

96-174 

Farmland  MAPS  Version  5.32 

Software  - Scale 

Farmland  Customer  Information 

Svcs 

Active 

10 

96-175 

N300  and  N400 

Shipping/Postal/Classifiers 

Pitney  Bowes 

Active 

10 

96-176 

GSB-XX 

Load  Cell 

General  Sensor 

Inactive 

1/1/99 

10 

96-178 

IPT-003 

Card  Reader  - LMD 

Schlumberger  Technologies,  Inc. 

Inactive 

1/1/00 

10 

96-179 

Hwy  001 

ECR - LMD 

Schlumberger  Technologies,  Inc. 

Inactive 

1/1/00 

10 

96-180 

Silo  Master  2 Plus 

Software  - Scale 

Libra  Systems,  Inc. 

Active 

10 

96-181 

DS-685 

Computing  Scale 

New  Brunswick  International,  Inc. 

Active 

10 

96-182 

MSI  3650 

Indicating  Element  - Scale 

Measurement  Systems  International 

Active 

10 

96-183 

Scale  Program 

Software  - Scale 

Integrated  Management  Systems 

Active 

10 

96-1 84A1 

SP  Series 

Bench  & Counter  Scale 

Mettler-Toledo,  Inc. 

Active 

1 

96-185 

APX  Series 

Bench  & Counter  Scale 

Totalcomp,  Inc. 

Active 

10 

96-186 

AP  Series 

Bench  & Counter  Scale 

Totalcomp,  Inc. 

Active 

10 

96-187 

WMI-BW-XX  Series 

Hopper  Scale 

Waconia  Manufacturing,  Inc. 

Active 

10 

96-1 88A1 

BL1 01 001 0000/BL1 01 005-000  Hopper  Scale 

Fabricated  Systems 

Active 

1 

96-189 

Beetpiler-01 

Hopper  Scale 

Western  Sugar  Company 

Inactive 

1/1/99 

10 

97-001 

TLM  Series 

Wholesale  Meter 

Faure  Herman  Meter  Inc. 

Active 

10 

97-002 

DR2100  and  DR2100A 

Indicating  Element  - Scale 

LTS  Scale 

Active 

10 

97-003 

Columbus 

ECR - LMD 

Tokheim  Corporation 

Active 

10 

97-004 

ST-MONO-IOOO  & ST-MONO- 
500 

Monorail  Scale 

Vande  Berg  Scales,  Inc. 

Active 

10 

97-005 

HA-MONO- 1000 

Monorail  Scale 

Vande  Berg  Scales,  Inc. 

Active 

10 

97-006 

CWS 

RMFD  - Console/Controller 

AutoGas  Systems,  Inc. 

Active 

10 

97-007 

APEX  S60-XXXXXXX 

RMFD  - Dispenser  (CNG) 

Marcum  Fuel  Systems,  Inc. 

Inactive 

1/1/99 

1 

97-008 

BCM  Series 

Load  Cell 

CAS  (USA)  Corporation 

Active 

10 

97-009A1 

7400/7400M/7500M/7600M/REIndicating  Element  - Scale 

M DIS 

Pennsylvania  Scale  Company 

Active 

1 

97-01 0A1 

STR  Series 

Load  Cell 

Celtron  Technologies,  Inc. 

Active 

1 

97-01 1 

N600  and  N700 

Shipping/Postal/Classifiers 

Pitney  Bowes 

Active 

10 

97-012 

5500PA 

Bench  & Counter  Scale 

Drum  Runner  Material  Handling  Co. 

Active 

10 

97-013 

N500 

Shipping/Postal/Classifiers 

Pitney  Bowes 

Active 

10 

97-014 

WinBridge 

Software  - Scale 

Mettler-Toledo,  Inc. 

Active 

10 

97-015 

DC1 5LP-XXYY-Z*  Series 

Floor  Scale 

Sterling  Scale  Company,  Inc. 

Active 

1 

97-016 

DLR333  XX-XX* 

Indicating  Element  - Scale 

Eaton  Corporation 

Active 

10 

97-01 7A3 

N900 

Shipping/Postal/Classifiers 

Pitney  Bowes 

Active 

1 

97-018 

Advantage  Handscale 

Indicating  Element  - Scale 

B.C.E.  Technologies 

Active 

10 

97-019 

TXxX  Series 

Floor  Scale 

Totalcomp,  Inc. 

Active 

10 

97-020 

FS30PC 

Computing  Scale 

Pelouze  Scale  Company 

Active 

10 

97-02 1A1 

GMS  Series 

Bulkweighing  System 

CompuWeigh 

Active 

10 

97-022 

GS-XXX 

Load  Cell 

Totalcomp,  Inc. 

Active 

10 

97-023A1 

M5 

LMD  - Meter 

Liquid  Controls  LLC 

Active 

10 

97-024 

CID  Series* 

Card  Reader  - LMD 

Dresser  Equipment  Group,  Wayne 
Division 

Active 

10 

97-025 

264 

Indicating  Element  - Scale 

Mettler-Toledo,  Inc. 

Active 

10 

97-026 

7445-xxxx 

ECR  - Scale 

NCR  Corporation 

Active 

10 

97-027A5 

M-Dot 

Mass  Flow  Meter 

Schlumberger  Industries 

Active 

1 

97-028 

BSS  Series 

Load  Cell 

Transcell  Technology,  Inc. 

Active 

10 
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97-029 

FT  Series 

Vehicle  Scale 

Scale  Fabricators,  Inc. 

Active 

I 

97-030 

LP  Series* 

Vehicle  Scale 

Scale  Fabricators,  Inc. 

Active 

I 

97-032 

642C-A5-X  Series 

Load  Cell 

Revere  Transducers,  Inc. 

Active 

10 

97-034 

TransAct  & TransAct  Plus 

Software  - Scale 

Rice  Lake  Weighing  Systems 

Active 

10 

97-035 

GP1000  & GP2000 

Indicating  Element  - Scale 

Intercomp  Corporation 

Active 

10 

97-036 

DFW  Series 

Floor  Scale 

Division  Systems 

Active 

10 

97-037 

RPM  POS 

RMFD  - Register 

Controlled  Commerce  Integrated 
Sys 

Active 

10 

97-038A1 

4300  & 4100XL 

Indicating  Element  - Scale 

Doran  Scales,  Inc. 

Active 

El 

97-039 

PT  Series  Turbine 

Wholesale  Meter 

Daniel  Industries,  Inc. 

Inactive 

1/1/99 

10 

97-040 

LR  3601-1A 

Wholesale  Meter 

Daniel  Industries,  Inc. 

Inactive 

1/1/99 

10 

97-041 

10-XXX  Series 

Vehicle  Scale 

Agri  Systems 

Active 

10 

97-042A1 

60058A  Series 

Load  Cell 

Sensortronics,  Inc. 

Active 

1 

97-043 

LSE  Series 

Livestock  Scale 

Cardinal  Scale  Mfgr.  Co. 

Active 

10 

97-044 

F4-Prime  Up-grade 

Wholesale  Meter 

FMC  Smith  Meter  Inc. 

Active 

1 

97-045 

6-606570 

Vehicle  Scale 

Phelps  Industries,  Inc. 

Active 

10 

97-046 

NT23 

Load  Cell 

Coti,  Inc. 

Inactive 

1/1/99 

10 

97-047 

NTSB  Series 

Load  Cell 

Coti,  Inc. 

Active 

10 

97-048 

TRIMAX  POS  V3.xx.xx 
Software 

Software  - LMD 

TRIMAX  Retail  Systems 

Active 

10 

97-049A1 

LCF-R3080-XX 

Load  Cell 

Fairbanks  Scales 

Active 

1 

97-050 

Ez-Batcher  and  Digi-Batcher* 

Bulkweighing  System 

Industrial  Electronics  Repair,  Inc. 

Active 

10 

97-051 

4680-4690  Supermarket  Appli.  Software  - Scale 

IBM  Corporation 

Active 

10 

97-051 A1 

Value  Pack  2001 

ECR  - Scale 

IBM  Corporation 

Effective 

97-052 

4694-XXX 

POS  Scale 

IBM  Corporation 

Active 

10 

97-053 

NS23* 

Load  Cell 

Coti,  Inc. 

Active 

10 

97-054 

NS23-S* 

Load  Cell 

Coti,  Inc. 

Active 

10 

97-055 

2020  and  2020R 

Taximeter 

Pulsar  Technology  Systems,  Inc. 

Active 

10 

97-056 

DR2100 and  DR2100A 

Indicating  Element  - Scale 

International  Computing  Scale 

Active 

10 

97-057 

603053-AC 

Load  Cell 

Intercomp  Corporation 

Active 

1 

97-058 

BASSpoiNT 

ECR  - Scale 

Bass,  Inc. 

Active 

10 

97-059 

BATCHPRO  1500 

Software  - Scale 

Compro  Systems,  Inc. 

Active 

10 

97-060A1 

PVS  Series 

Vehicle  Scale 

Durline  Scales  and  Mfg.,  Inc. 

Active 

1 

97-061 A1 

SLB  Series 

Load  Cell 

Flintec,  Inc. 

Active 

1 

97-062 

2450 

Computing  Scale 

Mettler-Toledo,  Inc. 

Active 

10 

97-063 

TISB-XX 

Load  Cell 

TARE  Incorporated 

Active 

1 

97-064 

"Magellan  SL"  384  or  382 

POS  Scale 

PSC  Scanning,  Inc. 

Active 

10 

97-065 

758 

Indicating  Element  - Scale 

Cardinal  Scale  Mfgr.  Co. 

Active 

10 

97-066 

776 

Load  Cell 

Mettler-Toledo,  Inc. 

Active 

1 

97-067 

773 

Load  Cell 

Mettler-Toledo,  Inc. 

Active 

1 

97-068 

774 

Load  Cell 

Mettler-Toledo,  Inc. 

Active 

1 

97-069 

775 

Load  Cell 

Mettler-Toledo,  Inc. 

Active 

1 

97-070 

715 

Load  Cell 

Mettler-Toledo,  Inc. 

Active 

Icj 

97-071 

714 

Load  Cell 

Mettler-Toledo,  Inc. 

Active 

1 

97-072 

713 

Load  Cell 

Mettler-Toledo,  Inc. 

Active 

1 

97-074 A2 

BMC  and  BMS  Series 

Vehicle  Scale 

Weigh-Tronix,  Inc. 

Active 

1 

97-075 

AMxxx,  CAWxxx,  MHWxxx, 
SHWxxx 

Bench  & Counter  Scale 

Excell  Precision  Co.,  Ltd. 

Inactive 

1/1/99 

10 

97-076 

SE37,  SE57,  & SE57C 

Shipping/Postal/Classifiers 

Neopost,  Inc. 

Active 

10 

97-077A1 

778  and  778S 

Indicating  Element  - Scale 

Cardinal  Scale  Mfgr.  Co. 

Active 

1 

97-078A1 

LCF-HR4020-X  Series 

Load  Cell 

Fairbanks  Scales 

Active 

1 

97-079 

LCF-HR4030-X  Series 

Load  Cell 

Fairbanks  Scales 

Active 

1 
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97-080 

UBRD&  UBRS  Series 

Vehicle/Railway  Track 

Scale 

UniBridge  Scale  Systems 

Active 

I 

97-081 

651 14S 

Load  Cell 

Sensortronics,  Inc. 

Active 

l 

97-082 

RLC-A5  & RLC-B10  Series 

Load  Cell 

Revere  Transducers,  Inc. 

Active 

l 

97-084 

HR-60,  HR-60G  and  HR-60GDJeweler's/Presc./Grain 

A&D  Engineering 

Active 

10 

97-085 

SASI  eX-xxxx  Series 

ECR  - Scale 

Stores  Automated  Systems,  Inc. 

Active 

10 

97-086 

Version  9702 

Software  - Scale 

United  Parcel  Service 

Active 

10 

97-087A1 

CCI-220 

Bench  & Counter  Scale 

CCi  Scale  Company 

Active 

1 

97-088 

SPS-30 

Shipping/Postal/Classifiers 

Transcell  Technology,  Inc. 

Active 

10 

97-089A1 

EMR-100 

Wholesale/VTM 

Controller/Reg 

Veeder-Root  Co 

Active 

1 

97-090 

N31 1/N41 1/B51 1/N61 1 1/N71 1/ Shipping/Postal/Classifiers 
N911 

Pitney  Bowes 

Active 

10 

97-091 

C24B 

Floor  Scale 

Atrax  Group  NZ  Limited 

Inactive 

1/1/99  1 

97-092 

MSI-3700 

On-Board  Weighing 

System 

Measurement  Systems  International 

Active 

1 

97-093A2 

XXXYYYEPR  Series 

Vehicle  Scale 

Cardinal  Scale  Mfgr.  Co. 

Active 

1 

97-094 

WBF-12.5K 

Load  Cell 

Weigh-Tronix,  Inc. 

Active 

1 

97-095 

SSB-XXYY 

Floor  Scale 

Saturn  Scale  Systems,  Inc. 

Active 

1 

97-096 

7453-xxx 

ECR  - Scale 

NCR  Corporation 

Active 

10 

97-097 

DXL7000  and  DXL8000 

Bench  & Counter  Scale 

Doran  Scales,  Inc. 

Active 

1 

97-098 

L*  Series 

Indicating  Element  - Scale 

Berkel  Incorporated 

Active 

10 

97-099 

H205 

Bench  & Counter  Scale 

Berkel  Incorporated 

Active 

10 

97-100 

H305 

Bench  & Counter  Scale 

Berkel  Incorporated 

Active 

10 

97-101A1 

TD-S  Series 

Load  Cell 

Totalcomp,  Inc. 

Active 

1 

97-102 

FP-30 

Shipping/Postal/Classifiers 

Francotyp-Postalia,  Inc. 

Active 

10 

97-103 

TS-30P  (old) 

Shipping/Postal/Classifiers 

Triner  Scale  & Manufacturing 

Active 

10 

97-104 

N1011  and  N1021  Series 

Load  Cell 

Emery  Winslow  Scale  Company 

Active 

10 

97-105 

5XX&  10XX  Series 

Floor  Scale 

Howe  Scale  Company 

Active 

10 

97-106 

SGX.XXX 

RMFD  - Dispenser  (CNG) 

Sulzer  USA,  Inc. 

Active 

1 

97-107 

COMPUREG  1L 

RMFD  - Dispenser 

Interquip 

Inactive 

1/1/99  10 

97-1 08A1 

TS 1 1 00/RS 1 1 -A1  /EMR- 1 00* 

RMFD  - Register 

TransDataNet  Corporation 

Active 

1 

97-109 

FT  Series/FTXXXYY  (Flat  Top)  Vehicle  Scale 

UHL  Scale  Service,  Inc. 

Active 

1 

97-110 

PR  6201 

Load  Cell 

GLOBAL  Weighing  Technologies 

Active 

1 

97-1 11 A1 

Micon  500LN  & Micon  500CN 

RMFD  - Register 

Kraus  Alternate  Fuels  Inc. 

Active 

1 

97-1 12A1 

WB  - 45T 

Bulkweighing  System 

Production  Industries  Corporation 

Active 

1 

97-1 13A2 

K-20 

Mass  Flow  Meter 

ABB  Instrumentation,  Inc. 

Active 

1 

97-114 

4158 

Load  Cell 

Tedea-Huntleigh  Europe  Limited 

Active 

1 

97-115 

70-2455XX  and  SCB-2455- 
XXX 

Bench  & Counter  Scale 

Fairbanks  Scales 

Active 

1 

97-116 

BC-XXXXX-YYY-FE  Series 

Vehicle  Scale 

B-Tek,  Inc. 

Active 

10 

97-117 

SC1-N-XXX  Series 

Load  Cell 

Ultra  Load  Cells 

Inactive 

1/1/99  1 

97-118 

SB  1-N-XXX  Series 

Load  Cell 

Ultra  Load  Cells 

Inactive 

1/1/99  1 

97-119 

Hercules-XXXXX-YY  Series 

Floor  Scale 

CAS  (USA)  Corporation 

Active 

1 

97-120 

PR  1613/00, /01./03  and  /04 

Indicating  Element  - Scale 

GLOBAL  Weighing  Technologies 

Active 

1 

97-121 

DP- 

1414/201  5/3030/4040/4848 

Floor  Scale 

Yamato  Corporation 

Active 

1 

97-122 

6X-YYY-Z 

Railway  Track  Scale 

Emery  Winslow  Scale  Company 

Active 

1 

97-1 23A2 

5874-7xxx 

ECR  - Scale 

NCR  Corporation 

Active 

1 

97-124 

Spectrum  E-Z  Cal 

Indicating  Element  - Scale 

Alkon  Corporation 

Active 

1 

97-125 

RL70000A 

Load  Cell 

Rice  Lake  Weighing  Systems 

Active 

1 

97-126 

RL75223A-Z  Series 

Load  Cell 

Rice  Lake  Weighing  Systems 

Active 

1 

97-127  HF-200,  HF-200G.  and  HF- 

200GD 

Device  Type  by  CC  Number 

Bench  & Counter  Scale 

A&D  Engineering 

Active 

10 
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97-128 

UX-60,  UX-60F,  UX-70,  UX- 
70F 

ECR  - Scale 

Uniwell  Systems  (USA)  Inc. 

Active 

l 

97-129 

8461 

Computing  Scale 

Mettler-Toledo,  Inc. 

Active 

1 

97-1 30A1 

IQ+350-XY  & IQ+355-XY* 

Indicating  Element  - Scale 

Rice  Lake  Weighing  Systems 

Active 

i 

97-131A1 

5303-A5  & 5303-B10* 

Load  Cell 

Revere  Transducers,  Inc. 

Active 

1 I 

97-132 

BT-HI  Series 

Floor  Scale 

B-Tek,  Inc. 

Active 

I 

97-1 33A1 

DB35000S  and  DB50000S 

Load  Cell 

Cardinal  Scale  Mfgr.  Co. 

Active 

i 

97-134 

530 

Indicating  Element  - Scale 

Systems  Associates,  Incorporated 

Active 

i 

97-1 35A2 

CS750,  CS1500,  CS3000, 
CS5000 

Crane  Scale 

Intercomp  Corporation 

Active 

I 

97-136 

TSP  Series 

Load  Cell 

Cardinal  Scale  Mfgr.  Co. 

Active 

i 

97-137 

SFW  9700  (Datamaster  Plus) 

Software  - Scale 

Fairbanks  Scales 

Active 

i 

97-138 

RL1042 

Load  Cell 

Rice  Lake  Weighing  Systems 

Active 

I 

97-139 

RL1260 

Load  Cell 

Rice  Lake  Weighing  Systems 

Active 

1 

97-1 40A2 

5XYZ.0XX0.VRX* 

Vehicle  Tank  Meter 

Fluid  Power  Products,  Inc. 

Active 

% 

97-141A1 

WCS  Series 

Bulkweighing  System 

Shelburne  Scale  Company  Ltd. 

Active 

I 

97-1 42A1 

S35  Series 

Load  Cell 

Hottinger  Baldwin  Measurements, 

Active 

i 

97-143 

RL75058A 

Load  Cell 

Rice  Lake  Weighing  Systems 

Active 

i 

97-144 

Flip-Top  Series 

Floor  Scale 

GSE/General  Weighing  Systems 

Active 

i 

97-145 

2442-500 

Other  - Scale 

Fairbanks  Scales 

Active 

i 

97-147 

APEX  PFXXX-XX.X* 

RMFD  - Dispenser  (CNG) 

Natural  Fuels  Corporation 

Active 

I 

97-148 

ESI  200 

Indicating  Element  - Scale 

Easy  Systems  Inc. 

Active 

i 

97-149 

ESI-300 

Indicating  Element  - Scale 

Easy  Systems  Inc. 

Active 

i 

97-150 

JN50 

Shipping/Postal/Classifiers 

Pitney  Bowes 

Active 

i 

97-151 

Acme  Weightlifter 

Floor  Scale 

Acme  Scale  Systems,  Inc. 

Active 

i 

97-152 

Acme  Powerhouse 

Indicating  Element  - Scale 

Acme  Scale  Systems,  Inc. 

Active 

I 

97-1 53A1 

2266 

Floor  Scale 

Mettler-Toledo,  Inc. 

Active 

i 

97-154 

SB  3000  Series 

Bench  & Counter  Scale 

Thurman  Scale  Company 

Active 

i 

97-155 

TSP  150 

Bench  & Counter  Scale 

Thurman  Scale  Company 

Active 

i 

97-156 

ICW  2500 

Indicating  Element  - Scale 

Thurman  Scale  Company 

Active 

I 

97-157 

1 HA-2300 

Indicating  Element  - Scale 

Thurman  Scale  Company 

Active 

i 

97-159 

UDF  1 V7.6.XX  Software 

ECR - LMD 

United  Dairy  Farmers 

Active 

i 

97-160 

CASTON  IV 

Crane  Scale 

CAS  (USA)  Corporation 

Active 

i 

97-163 

SSB  Series 

Load  Cell 

AmCells  Co. 

Active 

I 

97-164 

947 

Bench  & Counter  Scale 

Kalamazoo  Packaging  Systems,  Inc. 

Active 

i 

97-1 65A1 

CG  1003/A 

Bench  & Counter  Scale 

Mettler-Toledo,  Inc. 

Active 

97-166 

MEI-KROCT-X  MAG 

Other  - LMD 

Murray  Equipment  Inc. 

Active 

i 

97-167 

CVN 

Software  - LMD 

Management  Solutions,  Inc. 

Active 

i 

97-168 

DAM  XXXX  & SAM  XXXX 

RMFD  - Dispenser  (CNG) 

Kraus  Alternate  Fuels  Inc. 

Active 

i 

98-001 

NOVA  II 

Computing  Scale 

Ishida  Co.  Ltd. 

Active 

l 

98-002 

E-Z  Count  Series 

Bench  & Counter  Scale 

GSE/General  Weighing  Systems 

Active 

1 

98-003 

WCS  Series 

Bulkweighing  System 

CBMC  Engineering  Consultants 

Inactive 

1/1/99  1 

98-004 

DH  Series 

Floor  Scale 

Rice  Lake  Weighing  Systems 

Active 

H 

98-005A1 

PLF-R34XX  & PLF-HR34XX 
Series 

Floor  Scale 

Fairbanks  Scales 

Active 

i 

98-006 

XXXYYY-LCM  Series 

Vehicle  Scale 

Cardinal  Scale  Mfgr.  Co. 

Inactive 

1/1/99  1 

98-007A1 

EQM  Series 

Floor  Scale 

Torrey  SA 

Active 

1 

98-008 

AG  Series 

Livestock  Scale 

Rice  Lake  Weighing  Systems 

Active 

\ 

98-009 

RR  Series 

Railway  Track  Scale 

Rice  Lake  Weighing  Systems 

Active 

1 

98-010 

LV  Series 

Livestock  Scale 

Rice  Lake  Weighing  Systems 

Active 

1 

98-01 1A1 

No.  3-42 
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Vehicle  Scale 

Rice  Lake  Weighing  Systems 

Active  1 
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98-01 1A1 

SR  Series 

Vehicle  Scale 

Rice  Lake  Weighing  Systems 

Active 

I 

98-012 

GE  520 

Indicating  Element  - Scale 

GSE/General  Weighing  Systems 

Active 

i 

98-013 

64  Airline  Baggage 

Floor  Scale 

Pennsylvania  Scale  Company 

Active 

I 

98-014 

703 

Load  Cell 

Mettler-Toledo,  Inc. 

Active 

i 

98-015 

251 4X  Series 

Vehicle  Scale 

UHL  Scale  Service,  Inc. 

Active 

i 

98-016 

1514X  Series 

Vehicle  Scale 

UHL  Scale  Service,  Inc. 

Active 

i 

98-017 

FPWdydNT.1 

Software  - Scale 

Mead  Fine  Paper 

Active 

I 

98-018 

PS6L 

Shipping/Postal/Classifiers 

Mettler-Toledo,  Inc. 

Active 

I 

98-019 

60063S 

Load  Cell 

Sensortronics,  Inc. 

Active 

i 

98-020A1 

MP  Series 

Other  - LMD 

Schlumberger  Industries 

Active 

i 

98-021 

FR307  & UL307 

RMFD  - Dispenser 

Tuthill  Corporation 

Active 

i 

98-022 

Win  Agg 

Software  - Scale 

Phillips  and  Morris  Scale  Company 

Active 

I 

98-023 

DS-860  Series 

Bench  & Counter  Scale 

Teraoka  Seiko  Co.,  Ltd 

Active 

I 

98-024 

GS130 

Computing  Scale 

Globe  Food  Equipment  Co. 

Active 

i 

98-025 

WBA-12.5K 

Load  Cell 

Weigh-Tronix,  Inc. 

Active 

i 

98-026 

BC  & SC  Series 

Bench  & Counter  Scale 

Mettler-Toledo,  Inc. 

Active 

i 

98-027 

TSC  Series 

Load  Cell 

Incell 

Active 

i 

98-028 

SBC  Series 

Load  Cell 

Incell 

Active 

i 

98-029 

SPL  Series 

Load  Cell 

Incell 

Active 

i 

98-030 

SPC  Series 

Load  Cell 

Incell 

Active 

I 

98-031 

760DCnnn-xA"S" 

Other  - Scale 

Mettler-Toledo,  Inc. 

Active 

I 

98-032 

TDE40-XXX  & TDE23-XXX 

Load  Cell 

Totalcomp,  Inc. 

Active 

I 

98-033 

GSB-XXX  Series 

Load  Cell 

Totalcomp,  Inc. 

Active 

i 

98-034 

TDE03-XXX  Series 

Load  Cell 

Totalcomp,  Inc. 

Active 

i 

98-035 

4100-1  and  IS-4100 

Shipping/Postal/Classifiers 

Weigh-Tronix,  Inc 

Active 

i 

98-036 

2000 

Controller  - Scale 

Resource,  Inc. 

Active 

i 

98-037 

OPOS  6300-2 

Software  - Scale 

Optimal  Robotics  Corp. 

Active 

i 

98-038 

60060A  Series 

Load  Cell 

Sensortronics,  Inc. 

Active 

I 

98-039 

DCX  Series 

Load  Cell 

Weigh-Tronix,  Inc. 

Active 

i 

98-040 

FCXT  and  IMXT  Series 

Vehicle  Scale 

Weigh-Tronix,  Inc. 

Active 

I 

98-041 A1 

EZ  Series 

Vehicle  Scale 

Rice  Lake  Weighing  Systems 

Active 

i 

98-042 

RL30000C 

Load  Cell 

Rice  Lake  Weighing  Systems 

Active 

I 

98-043 

RL30000 

Load  Cell 

Rice  Lake  Weighing  Systems 

Active 

i 

98-044 

RL20000B 

Load  Cell 

Rice  Lake  Weighing  Systems 

Active 

I 

98-045 

Logi-Cal  LSB110 

Load  Cell 

Rapido-USA,  Inc. 

Active 

i 

98-046 

Logi-Cal  LSH110  Series 

Load  Cell 

Rapido-USA,  Inc. 

Active 

i 

98-047 

Logi-Cal  LSI310 

Load  Cell 

Rapido-USA,  Inc. 

Active 

i 

98-048 

Logi-Cal  LSI320 

Load  Cell 

Rapido-USA,  Inc. 

Active 

i 

98-049 

8100  Series 

Vehicle  Scale 

Fairbanks  Scales 

Active 

I 

98-050 

WP-  Series 

Bench  & Counter  Scale 

Neopost,  Inc. 

Active 

i 

98-051 

400412  User/Workstation/3* 

ECR  - Scale 

Micros  Systems,  Inc. 

Active 

I 

98-052 

TD-1-1050 

Indicating  Element  - Scale 

Totalcomp,  Inc. 

Active 

I 

98-053A2 

EXXXX2  & VXXXX2 

Jeweleris/Presc./Grain 

Ohaus  Corporation 

Active 

i 

98-054 

C-ServeNT 

ECR - LMD 

Canmax  Retail  Systems,  Inc. 

Active 

i 

98-055 

FUEL-FACS  (for  VMS  Op  Sys)  Wholesale/VTM 

Controller/Reg 

Control  Systems  International,  Inc. 

Active 

I 

98-056 

T1 99976-1  & T19976-G2 

Other  - LMD 

Gilbarco,  Inc. 

Active 

i 

98-057 

Next  Generation 

Other  - LMD 

E.  J.  Ward,  Inc. 

Active 

i 

98-058 

405/414 

RMFD  - Console/Controller 

Contrec  - USA,  LLC 

Active 

i 

98-059 

BWB-800A 

Floor  Scale 

Tanita  Corporation 

Active 

i 

98-060A1 

MM  1-2  Series 

Belt  Conveyor  Scale 

Milltronics  Inc. 

Active 

i 
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98-062 

BP  3000  Series 

Bench  & Counter  Scale 

Thurman  Scale  Company 

Active 

l 

98-063 

AGRIS  oneWeigh 

Bulkweighing  System 

AGRIS  Corporation 

Active 

l 

98-064 

9151 

Bulkweighing  System 

Mettler-Toledo,  Inc. 

Active 

■ 

98-065 

HS-xxx-yyyyy 

Hopper  Scale 

WeighTech,  Inc. 

Active 

I 

98-066 

Senes  2000 

Indicating  Element  - Scale 

WeighTech,  Inc. 

Active 

l 

98-067 

MTE300/MTE300D/MTE 1 50/ 
MTE150D 

Bench  & Counter  Scale 

Ishida  Co.  Ltd. 

Active 

l 

98-068 

Global  Hydraulics  Module 
(GHM) 

Other  - LMD 

Dresser  Equipment  Group,  Wayne 
Division 

Active 

i 

98-069 

HD  Series 

Bench  & Counter  Scale 

A&D  Engineering 

Active 

i 

98-070A1 

PGxxxx-S/A  & GGxxxx-S/A 
Series 

Bench  & Counter  Scale 

Mettler-Toledo,  Inc. 

Active 

i 

98-071 

RL20001HE 

Load  Cell 

Rice  Lake  Weighing  Systems 

Active 

1 

98-072 

STS-50 

On-Board  Weighing 

System 

Weigh-Tronix,  Inc. 

Active 

I 

98-073 

AGU 

Livestock  Scale 

UHL  Scale  Service,  Inc. 

Active 

i 

98-074 

RRU 

Railway  Track  Scale 

UHL  Scale  Service,  Inc. 

Active 

i 

98-075 

LVU  - XXYY* 

Livestock  Scale 

UHL  Scale  Service,  Inc. 

Active 

f.,15 

98-076 

SRU 

Vehicle  Scale 

UHL  Scale  Service,  Inc. 

Active 

i 

98-077 

EZUXXXYY  Series 

Vehicle  Scale 

UHL  Scale  Service,  Inc. 

Active 

i 

98-078 

RL20000SS 

Load  Cell 

Rice  Lake  Weighing  Systems 

Active 

i 

98-079 

SD  Series 

Floor  Scale 

Sun  Digital  Microsystems 

Active 

i 

98-080 

Weigh  Mate  2000 

Controller  - Scale 

Astec 

Active 

i 1 

98-081 

IQ+510&  IQ+710  Series 

Indicating  Element  - Scale 

Rice  Lake  Weighing  Systems 

Active 

i 

98-082 

4680-4690  Supermarket  Appli.  Software  - Scale 

IBM  Corp. 

Active 

i 

98-083 

9102 

Load  Cell 

Revere  Transducers,  Inc. 

Active 

i 

98-084 

CSB  Series 

Load  Cell 

Celtron  Technologies,  Inc. 

Active 

i 

98-085 

BW  Series 

Bench  & Counter  Scale 

CAS  (USA)  Corporation 

Active 

i 

98-086A1 

SK  Series 

Bench  & Counter  Scale 

A&D  Engineering 

Active 

i 

98-087 

8361 

Indicating  Element  - Scale 

Mettler-Toledo,  Inc. 

Active 

i 

98-088 

JN75 

Shipping/Postal/Classifiers 

Pitney  Bowes 

Active 

i 

98-089 

VC-505  & VC-501 

Indicating  Element  - Scale 

Virtual  Measurements  & Control, 

LLC 

Active 

i 

98-090A1 

CLB  Series 

Load  Cell 

Celtron  Technologies,  Inc. 

Active 

1 

98-091 

AXXX-XX 

Other  - LMD 

Additech 

Active 

I 

98-092A1 

M350 

Indicating  Element  - Scale 

GSE  Scale  Systems 

Active 

I 

98-093A1 

EMH500  Register 

Other  - LMD 

Liquip  Sales  Pty  Limited 

Active 

i 

98-094 

Linen  Master 

Software  - Scale 

Computer  Software  Architects,  Inc. 

Active 

i 

98-095 

LS-200-4T 

Hopper  Scale 

T.  E.  Ibberson  Company 

Inactive 

1/1/99  1 

98-096 

PA0324-XXXX  (Passport) 

RMFD  - Console/Controller 

Gilbarco,  Inc. 

Active 

1 

98-097A1 

SM-90 

Computing  Scale 

New  Brunswick  International,  Inc. 

Active 

1 

98-098 

3550 

Indicating  Element  - Scale 

Measurement  Systems  International 

Active 

1 

98-099 

FUEL-FACS  for  Win  NT  Op 
Sys 

Wholesale/VTM 

Controller/Reg 

Control  Systems  International,  Inc. 

Active 

1 

98-1 00A1 

ZEUS  Series 

Vehicle  Scale 

Apollo  Scales,  LLC 

Active 

1 

98-101A3 

IBM  SUREPOS 

ECR  - Scale 

IBM  Corporation 

Active 

1 

98-102 

ABS  4000  Jumbo 

Floor  Scale 

GSE/General  Weighing  Systems 

Active 

1 

98-1 03A1 

CI-2001  Series 

Indicating  Element  - Scale 

CAS  (USA)  Corporation 

Active 

1 

98-105 

C-APPLICATION  = XXX  YY 
ZZZZ 

ECR  - Scale 

Wal-Mart  Stores,  Inc. 

Active 

1 

98-108 

EdgePOS 

ECR  - Scale 

Whitehouse  Software 

Active 

98-1 09A1 

WB 

Bench  & Counter  Scale 

Mettler-Toledo,  Inc. 

Active 

1 

98-1 10A1 

SW  Series 

Bench  & Counter  Scale 

Mettler-Toledo,  Inc. 

Active 

1 

98-112 

No.  3-44 

MR-300 

Monorail  Scale 

Morrison  Weighing  Systems,  Inc. 

Active  1 

Device  Type  by  CC  Number 

CC  No. 

Mode!  Number 
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Company 

Status 

98-113 

AH5,  AH  10  & AH30 

Shipping/Postal/Classifiers 

Ascom  Hasler  Mailing  Systems,  Inc. 

Active 

98-114 

AH100 

Shipping/Postal/Classifiers 

Ascom  Hasler  Mailing  Systems,  Inc. 

Active 

98-1 25A2 

PPC-XXX  Series 

Bench  & Counter  Scale 

Yamato  Corporation 

Active 

98-1 27A1 

xx-yy-WD 

Bulkweighing  System 

Custom  Equipment  Design,  Inc. 

Active 

98-128 

SCB-R8900-xxx 

Bench  & Counter  Scale 

Fairbanks  Scales 

Active 

98-129 

PLF-(H)R3200-xxx 

Floor  Scale 

Fairbanks  Scales 

Active 

98-130 

HS/V387  (Vista  Series) 

RMFD  - Dispenser 

Dresser  Equipment  Group,  Wayne 
Division 

Active 

98-131A1 

IND-HR2300-xxx  & HR2300- 

XXX 

BM-LS  Series 

Indicating  Element  - Scale 

Fairbanks  Scales 

Active 

98-132 

Load  Cell 

Jinan  Jinzhong  Electronic  Scale  Co. 

Active 

98-133 

R-30 

Bench  & Counter  Scale 

Rice  Lake  Weighing  Systems 

Active 

98-135 

CZ342 

Bench  & Counter  Scale 

Berkel  Incorporated 

Active 

98-138 

GY-300 

Indicating  Element  - Scale 

Morrison  Weighing  Systems,  Inc. 

Active 

98-139 

140X-1P 

Wholesale  Meter 

Daniel  Measurement  and  Control, 

Inc. 

Inactive 

1/1/99 

98-141 

UX-43 

ECR  - Scale 

Uniwell  Systems  (USA)  Inc. 

Active 

98-142 

RL70000C 

Load  Cell 

Rice  Lake  Weighing  Systems 

Active 

98-1 43A1 

RL75058B 

Load  Cell 

Rice  Lake  Weighing  Systems 

Active 

98-145 

SB14-X-Y  Series 

Load  Cell 

Flintec,  Inc. 

Active 

98-146 

CS-10000 

Floor  Scale 

Weigh-Tronix  Canada  U.L.C. 

Inactive 

1/1/99 

98-1 49A1 

TX36 

Taximeter 

Taxitronic 

Active 

98-150 

HI-2600 

Automatic  Weighing 

System 

New  Brunswick  International,  Inc. 

Active 

98-1 50A1 

HI-2600  & HI-3600 

Automatic  Weighing 

System 

New  Brunswick  International,  Inc. 

Effective 

98-154 

JN64 

Shipping/Postal/Classifiers 

Pitney  Bowes 

Active 

98-156 

CB-1  and  AB-1 

Other  - Scale 

Rice  Lake  Weighing  Systems 

Active 

98-157 

BWC-1 

Bulkweighing  System 

Rice  Lake  Weighing  Systems 

Active 

98-158 

ATS-1  and  ATS-2  Plus 

Other  - Scale 

Rice  Lake  Weighing  Systems 

Active 

98-162 

IB  2000 

Indicating  Element  - Scale 

Thurman  Scale  Company 

Active 

98-163 

SUA  103 

Bulkweighing  System 

Ingersoll-Dresser  Pump  Company 

Active 

98-164 

ACWxxx,  MHWxxx  & SHWxxx  Bench  & Counter  Scale 
Series 

Adam  Equipment  Inc. 

Active 

98-166 

RL1521A 

Load  Cell 

Rice  Lake  Weighing  Systems 

Active 

98-169 

H-91 00-30M-FFB-US 

Computing  Scale 

TEC  America,  Inc. 

Active 

98-170 

650  Series 

Indicating  Element  - Scale 

Sooner  Scale,  Inc. 

Active 

98-171 

450,  455,  and  550  Series 

Indicating  Element  - Scale 

Sooner  Scale,  Inc. 

Active 

98-172 

350 

Indicating  Element  - Scale 

Sooner  Scale,  Inc. 

Active 

98-173 

60001 

Load  Cell 

Sooner  Scale,  Inc. 

Active 

98-174 

65023S 

Load  Cell 

Sooner  Scale,  Inc. 

Active 

98-175 

65040S 

Load  Cell 

Sooner  Scale,  Inc. 

Active 

98-176 

IND-R5900-xxx 

Indicating  Element  - Scale 

Fairbanks  Scales 

Active 

98-181A1 

XXYYZZCTT 

Vehicle/Railway  Track 

Scale 

UHL  Scale  Service,  Inc. 

Active 

98-184 

KA-100  & KA-150  Series 

Bench  & Counter  Scale 

Kubota  Corporation 

Active 

98-185 

HSDS-XXXX-YYY 

Floor  Scale 

Weigh-Tronix,  Inc. 

Active 

98-187 

ExpressLane 

POS  Scale 

Dyna-Tech,  Inc. 

Active 

98-192 

LADOTD1 

Vehicle  Scale 

Louisiana  Dept,  of  Trans.  & Dev. 

Active 

98-193 

Hercules 

Floor  Scale 

CAS  (USA)  Corporation 

Active 

98-194 

302  XX 

Other  - LMD 

Sorrento  Electronics  Inc. 

Active 

98-195 

330  XX  and  375  XX 

WholesaleA/TM 

Controller/Reg 

Sorrento  Electronics  Inc. 

Active 

98-196 

416xx&417xx 

WholesaleA/TM 

Sorrento  Electronics  Inc. 

Active 
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Controller/Reg 

98-197 

SC-xxyy-zzz  Series 

Bench  & Counter  Scale 

Sterling  Scale  Company,  Inc. 

Active 

■ 

98-198 

SCB-R  9000-xxx 

Bench  & Counter  Scale 

Fairbanks  Scales 

Active 

E 

98-199 

T701 

Load  Cell 

Berkel  Incorporated 

Active 

98-200 

PRH  & PPRH  Series 

Vehicle  Scale 

Pacific  Industrial  Scale  Co.  Ltd. 

Active 

\ «i 

98-201 

PSP,  PPSP  & PEB  Series 

Vehicle  Scale 

Pacific  Industrial  Scale  Co.  Ltd. 

Active 

1 

98-202A1 

LP-II 

Bench  & Counter  Scale 

CAS  (USA)  Corporation 

Active 

1 

98-203A2 

IQ+390-DC,  IQ+590-DC, 
390HE-Y 

Indicating  Element  - Scale 

Rice  Lake  Weighing  Systems 

Active 

1 

98-204 

TS  Series 

Vehicle  Scale 

Mid-America  Scale,  Inc. 

Active 

1 

98-205 

R-220 

Bench  & Counter  Scale 

Yamato  Corporation 

Active 

1 

98-206 

EQB  20/40  & EQB  50/100 

Bench  & Counter  Scale 

Torrey  SA 

Active 

1 

98-207 

BPV7010-100T 

Vehicle  Scale 

Weigh-Tronix  Canada  U.L.C. 

Active 

1 

98-208 A 1 

GMC-100  and  GMC-1500 

Bulkweighing  System 

Garnet  Manufacturing  Company 

Active 

1 

98-209 

LCM-200 

Indicating  Element  - Scale 

BLH  Electronics,  Inc. 

Active 

1 

98-210 

LL  (Lolander)  Series 

Vehicle  Scale 

WeighMaster  International 

Active 

1 

98-211 

JS-500-/-51 0-/-520WS 

POS  Scale 

Panasonic  Communications  & 
Systems 

Active 

1 

98-212 

JS-750WS 

POS  Scale 

Panasonic  Communications  & 
Systems 

Active 

U 

98-213 

KA-10-HB 

Bench  & Counter  Scale 

Kubota  Corporation 

Active 

■ 

99-001 A1 

7510 

Vehicle/Railway  Track 

Scale 

UHL  Scale  Service,  Inc. 

Active 

1 

99-002 

SW  Series 

Bench  & Counter  Scale 

CAS  (USA)  Corporation 

Active 

1 

99-003A1 

HBR  300 

Floor  Scale 

Hobart  Corporation 

Active 

1 

99-005 

Z6  Series 

Load  Cell 

Hottinger  Baldwin  Measurements, 
Inc. 

Active 

1 

99-006 

UWS 

Other  - Scale 

Hobart  Corporation 

Active 

1 

99-007 

W-410,  W-416,  and  W-435 

Hopper  Scale 

Ranco  Fertiservice,  Inc. 

Active 

1 

99-008 

2200-XY  & 2300-XY 

Indicating  Element  - Scale 

Howe  Scale  Company 

Active 

1 

99-009 

2400-XY  & 2500-XY 

Indicating  Element  - Scale 

Howe  Scale  Company 

Active 

1 

99-010 

2100-XY 

Indicating  Element  - Scale 

Howe  Scale  Company 

Active 

1 

99-011 

PC-200 

Bench  & Counter  Scale 

Doran  Scales,  Inc. 

Active 

1 

99-01 2A1 

CH-2000  Series 

Hanging  Scale 

Weigh-Tronix,  Inc. 

Active 

1 

99-01 3A1 

HD 

Bench  & Counter  Scale 

Mettler-Toledo,  Inc. 

Active 

MM' 

99-014 

OKD-6 

Hanging  Scale 

TCI  Scales,  Inc. 

Active 

l 

99-015 

MK-XXVII 

Load  Cell 

Weigh-Tronix,  Inc 

Active 

l 

99-016 

SBC  Series 

Load  Cell 

Incell 

Active 

l 

99-017 

TI-1500  Ser  &TI-1600Ser 

Indicating  Element  - Scale 

Transcell  Technology,  Inc. 

Active 

1 

99-018 

TB  Series 

Load  Cell 

Cardinal  Scale  Mfgr.  Co. 

Active 

1 

99-019 

SC  & SC-H  Series 

Bench  & Counter  Scale 

Bizerba  United  States,  Inc. 

Active 

1 

99-020 

ScanMaster 

Other  - Scale 

Ernst  & Young 

Active 

1 

99-021 

777 

Load  Cell 

Mettler-Toledo,  Inc. 

Active 

1 

99-022 

CI50 

Load  Cell 

Coti,  Inc. 

Active 

1 

99-023 

CI23  Series 

Load  Cell 

Coti,  Inc. 

Active 

■ 

99-024 

CI22 

Load  Cell 

Coti,  Inc. 

Active 

• if 

99-025 

Cl  SB 

Load  Cell 

Coti,  Inc. 

Active 

. 1: 

99-026 

SJB  Series 

Other  - Scale 

Cardinal  Scale  Mfgr.  Co. 

Active 

1 

99-027 

CB  xxxx* 

Bench  & Counter  Scale 

Thurman  Scale  Company 

Active 

1 

99-028 

DP  1212  XXX 

Bench  & Counter  Scale 

Yamato  Corporation 

Active 

1 

99-029 

1 50  Series  & 240  Series 

Hopper  Scale 

CEMCO,  Inc. 

Active 

1 

99-030 

Samsung  ER-550  & ER-650 

ECR  - Scale 

Cash  Register  Sales,  Inc. 

Active 

1 

99-031 

Samsung  ER-5100  & ER-5140  ECR  - Scale 

Cash  Register  Sales,  Inc. 

Active 

1 
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99-032 

RORC/viPOS 

Other  - Scale 

Retailer  Owned  Research  Company 

Active 

99-033 

IS-3000-XXX 

Indicating  Element  - Scale 

Thurman  Scale  Company 

Active 

99-034 

IT-2000-XXX 

Indicating  Element  - Scale 

Thurman  Scale  Company 

Active 

99-035 

ML  400  Series 

Load  Cell 

Massload  Technologies 

Active 

99-036 

FI 

Taximeter 

Digitax  Electronics  USA,  Inc. 

Active 

99-037 

SL-9000-30M  (or  -30M)-FFH- 
US 

Hanging  Scale 

TEC  America,  Inc. 

Active 

99-038 

2150 

Indicating  Element  - Scale 

Howe  Scale  Company 

Active 

99-039 

61042AXXX  kg  Series 

Load  Cell 

Sensortronics,  Inc. 

Active 

99-040 

61250AXXX  Series 

Load  Cell 

Sensortronics,  Inc. 

Active 

99-041 

AF300  N & AF300  C 

Other  - LMD 

Autofill  Inc. 

Active 

99-042 

LCS1 

Load  Cell 

Load  Cell  Central 

Active 

99-043 

8555,  8565,  and  8555-C 

Vehicle  Scale 

Thurman  Scale  Company 

Active 

99-044 

MS 

Bench  & Counter  Scale 

Mettler-Toledo,  Inc. 

Active 

99-045A1 

Vista  Series 

RMFD  - Dispenser 

Dresser  Equipment  Group,  Wayne 
Division 

Active 

99-046 

PT  Series  Turbine 

Wholesale  Meter 

Daniel  Measurement  and  Control 

Active 

99-047 

LR  3601-1 A 

Wholesale  Meter 

Daniel  Measurement  and  Control 

Active 

99-048 

DanLoad  6000 

Other  - LMD 

Daniel  Measurement  and  Control 

Active 

99-049 

140X-1P 

Wholesale  Meter 

Daniel  Measurement  and  Control 

Active 

99-050 

C-100&  C-100A 

RMFD  - Dispenser 

Cornerstone,  Inc. 

Active 

99-052 

C-Point 

ECR - LMD 

StorePoint 

Active 

99-053 

Wildcat 

Bench  & Counter  Scale 

Mettler-Toledo,  Inc. 

Active 

99-054 

Hawk 

Indicating  Element  - Scale 

Mettler-Toledo,  Inc. 

Active 

99-055A1 

T20453-GX  (Ecometer) 

LMD  - Meter 

Gilbarco,  Inc. 

Active 

99-056 

DSB  Series 

Load  Cell 

Division  Systems 

Active 

99-057 

HI-SBH04 

Load  Cell 

Hardy  Instruments,  Inc. 

Active 

99-058 

HI-RCH03-XX  Series 

Load  Cell 

Hardy  Instruments,  Inc. 

Active 

99-060 

Cl  5103 

Load  Cell 

Coti,  Inc. 

Active 

99-061 

Cl  58 

Load  Cell 

Coti,  Inc. 

Active 

99-062 

Automated  Fuel  Tracking 
System 

RMFD  - System 

Rollins  Leasing  Corp. 

Active 

99-063 

RMT  Series 

Vehicle  Scale 

Rockwell  Scale  Service 

Active 

99-064 

HOL0097186 

Other  - Scale 

Valmet,  Inc. 

Active 

99-065 

PR  6241  Series 

Load  Cell 

GLOBAL  Weighing  Technologies 

Active 

99-066A1 

FTS-R5900-xxx  Series 

On-Board  Weighing 

Fairbanks  Scales 

Active 

99-067 

ES  600  HS 

Automatic  Weighing 

System 

Espera-Werke  GMBH 

Active 

99-068 

HS  Series 

Hanging  Scale 

CCi  Scale  Company 

Active 

99-069 

DLS  Series 

Load  Cell 

ACTIVE  Scale  Manufacturing,  Inc. 

Active 

99-070 

LCF-HR4040-XX 

Load  Cell 

Fairbanks  Scales 

Active 

99-071 

CD-31  and  CD-33 

Indicating  Element  - Scale 

Ohaus  Corporation 

Active 

99-072 

BW  60 

Bulkweighing  System 

Agri  Systems 

Active 

99-073 

AL  Series 

Load  Cell 

Scaime  S.A. 

Active 

99-074 

AD-4328 

Indicating  Element  - Scale 

A&D  Engineering 

Active 

99-076 

SF  & SG  Series 

Computing  Scale 

A&D  Engineering 

Active 

99-077 

821 

Indicating  Element  - Scale 

Ryco  Equipment 

Active 

99-078 

9010  C 

Bench  & Counter  Scale 

TIF  Instruments,  Inc. 

Active 

99-079 

PTM-XXYY -R W*  Series 

Vehicle  Scale 

Rustys  Weigh  Scales  & Service,  Inc. 

Active 

99-080 

400  Series 

RMFD  - Dispenser 

Tokheim  Corporation 

Active 

99-031 

4000  Series 

RMFD  - Dispenser 

Tokheim  Corporation 

Active 

99-082 

600  Series 

RMFD  - Dispenser 

Tokheim  Corporation 

Active 

Device  Type  by  CC  Number 
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99-083 

2000R  Series  & 4000R  Series  Other  - LMD 

Tokheim  Corporation 

99-084 

Centurion  Series 

RMFD  - Dispenser 

Tokheim  Corporation 

99-085 

ECS  Series 

RMFD  - Console/Controller 

Tokheim  Corporation 

99-086 

Highway  001 

ECR - LMD 

Tokheim  Corporation 

99-087 

IPT  Series* 

Card  Reader  - LMD 

Tokheim  Corporation 

99-088 

MMX  3000  & MMX  PRO 
Series 

ECR - LMD 

Tokheim  Corporation 

99-089 

SM100 

Other  - LMD 

Tokheim  Corporation 

99-090 

BW-ANXXL-Y 

Bulkweighing  System 

NORAC  Systems  International,  Inc. 

99-091 

ANXXL-Y  Series 

On-Board  Weighing 

NORAC  Systems  International,  Inc. 

99-092 

PPI 

Computing  Scale 

FIRST-Weigh 

99-093 

790 

Load  Cell 

Mettler-Toledo,  Inc. 

99-094 

VT  Series 

Hopper  Scale 

Waconia  Manufacturing,  Inc. 

99-095 

RSE355 

Load  Cell 

Rapido-USA,  Inc. 

99-096A1 

2100XX 

RMFD  - Console/Controller 

EWA  Technologies,  Inc. 

99-097 

700-XX-SP-XX 

Vehicle  Tank  Meter 

Murray  Equipment  Inc. 

99-098 

TBF  Series* 

Floor  Scale 

Tanita  Corporation 

99-099A1 

PW200 

Bench  & Counter  Scale 

Mettler-Toledo,  Inc. 

99-100 

CD-11 

Indicating  Element  - Scale 

Ohaus  Corporation 

99-101 

7561 

Vehicle  Scale 

Mettler-Toledo,  Inc. 

99-102 

MS  Series 

Floor  Scale 

Salter  Weighing  Products 

99-103 

FDP-5010S  & FDP-5010SSE 

Automatic  Weighing 

System 

Ishida  Co.  Ltd. 

99-104 

Cyber  500  & Cyber  501 

Indicating  Element  - Scale 

FIRST-Weigh 

99-105 

7454-XXXX 

POS  Scale 

NCR  Corporation 

99-106 

PW12  Series 

Load  Cell 

Hottinger  Baldwin  Measurements, 

Inc. 

99-107 

LS  Series* 

Hopper  Scale 

Concrete  Equipment  Co.  Inc. 

99-108 

FX  220 

Bench  & Counter  Scale 

Berkel  Incorporated 

99-109 

PS-7000 

Other 

Enchanced  Checker  Interface  (ECI) 

99-110 

PCI  & PC3  Series 

Load  Cell 

Flintec,  Inc. 

99-1 1 1 

Gravitek  1 1 06a 

Indicating  Element  - Scale 

Newton  Computer  Services 

99-112 

TLC-100A 

Bench  & Counter  Scale 

Tanita  Corporation 

99-113 

ET  300  & ET  400 

Other  - Scale 

U-Ship  International  Ltd. 

99-114 

3750 

Indicating  Element  - Scale 

Measurement  Systems  International 

99-115 

SP-ST 

Vehicle  Scale 

Washington  State  Patrol 

99-116 

SV 

Vehicle  Scale 

Washington  State  Patrol 

99-117 

AD-5100 

Indicating  Element  - Scale 

A&D  Engineering 

99-118 

3000M-XX-Y-Z* 

RMFD  - Dispenser 

Universel  Dispenser  Corporation 

99-119 

4000M-XX-X 

RMFD  - Dispenser 

Universel  Dispenser  Corporation 

99-120 

UV  9XXX-X 

RMFD  - Dispenser 

Universel  Dispenser  Corporation 

99-121 

RSE454 

Load  Cell 

Rapido-USA,  Inc. 

99-122 

G2BCDE  (Century  Series) 

RMFD  - Dispenser 

Dresser  Equipment  Group,  Wayne 
Division 

99-123 

ER  and  UP  Series 

ECR  - Scale 

Sharp  Electronics  Corporation 

99-123A1 

ER-A770  and  UP  Series 

ECR  - Scale 

Sharp  Electronics  Corporation 

99-124 

31XX,  51XX.&71XX 

RMFD  - Dispenser  (CNG) 

Universel  Dispenser  Corporation 

99-125 

MRS 

Other  - Scale 

Weyerhaueser  Paper  Company 

99-126 

NS  Series 

Load  Cell 

Totalcomp,  Inc. 

99-1 27A1 

5000 

Floor  Scale 

Transonic  Measurements  Corp. 

99-128 

PROGXYZOON 

RMFD  - Dispenser 

Clean  Fueling  Technologies,  Inc. 

99-129 

7000M/7000XLM/8000XLM 

Indicating  Element  - Scale 

Doran  Scales,  Inc. 
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99-130 

UBHRAUTO-XX 

Bulkweighing  System  • 

UniBridge  Scale  Systems 

Active 

i 

99-131 

UB11-3158-12 

Vehicle  Scale 

UniBridge  Scale  Systems 

Active 

I 

99-132 

VLF 

Floor  Scale 

Mettler-Toledo,  Inc. 

Active 

I 

99-1 33A2 

AB-S/A,  PB-S/A,  & GB-S/A 
Series 

Jeweler’s/Presc./Grain 

Mettler-Toledo,  Inc. 

Active 

I 

99-134 

LFT3000-S 

Livestock  Scale 

Adrian  J.  Paul  Co.,  Inc. 

Active 

I 

99-135 

SOWB 

Hopper  Scale 

Dillman  Equipment,  Inc. 

Active 

I 

99-136 

TP  -1 

Computing  Scale 

CAS  (USA)  Corporation 

Active 

i 

99-137 

PT5000 

Load  Cell 

Precision  Transducers  Ltd. 

Active 

I 

99-138 

FP-70 

Bench  & Counter  Scale 

Francotyp-Postalia,  Inc. 

Active 

l 

99-139 

SWM  10-15-3810-00 

Other  - LMD 

MVE,  Inc. 

Active 

I 

99-140 

GE  610 

Indicating  Element  - Scale 

GSE/General  Weighing  Systems 

Active 

I 

99-141A1 

ALI 1 l-w-XP-yyyy-Axxxxx-z 

Wholesale/VTM 

Controller/Reg 

FMC  Smith  Meter  Inc. 

Active 

I 

99-142 

9900-XXXX 

Vehicle  Scale 

Fairbanks  Scales 

Active 

i 

99-143 

FS5000 

Floor  Scale 

Weigh  Systems  South 

Active 

I 

99-144 

M2000-Pxx 

Indicating  Element  - Scale 

Marel  USA,  Inc. 

Active 

i 

99-145 

RS2810 

ECR  - Scale 

Omron  Systems  of  America 

Active 

i 

99-146 

PLXXXX 

Bench  & Counter  Scale 

Marel  USA,  Inc. 

Active 

99-147 

LP  and  SP  Series 

Vehicle  Scale 

Unitec  Corporation 

Active 

i 

99-148 

B.l.  And  P.V.  Series 

Vehicle  Scale 

Unitec  Corporation 

Active 

i 

99-1 49A1 

5752 

Vehicle  Scale 

Indiana  Scale  Company,  Inc. 

Active 

i 

99-150 

LSXXYYY  Series 

Livestock  Scale 

Indiana  Scale  Company,  Inc. 

Active 

i 

99-151 

ALHXXXYY  Series 

Vehicle  Scale 

Indiana  Scale  Company,  Inc. 

Active 

i 

99-152 

TBSP  Series 

Load  Cell 

Group-Four  Transducers  Inc. 

Active 

i 

99-1 53A1 

BDC-6  & 9103  Series 

Load  Cell 

Revere  Transducers,  Inc. 

Active 

I 

99-154 

BT84  * BT84-XL 

Indicating  Element  - Scale 

B-Tek,  Inc. 

Active 

I 

99-155 

SM-3000 

RMFD  - Console/Controller 

Dresser  Equipment  Group,  Wayne 
Div. 

Active 

I 

99-156 

SM-2000 

SM-2000 

RMFD  - Console/Controller 

Dresser  Equipment  Group,  Wayne 
Div. 

Active 

I 

99-157 

SR.  SP,  SM&SS* 

Card  Reader  - LMD 

Dresser  Equipment  Group,  Wayne 
Div. 

Active 

I 

99-158 

PA01 88XXX/PA0203XXXXXX>  RMFD  - Console/Controller 

Marconi  Commerce  Systems  Inc 

Active 

i 

99-159 

PA  180  0000  100/PA  180 
XXXXXXX 

RMFD  - Console/Controller 

Marconi  Commerce  Systems  Inc 

Active 

i 

99-160 

Modular  Electronics 

Other  - LMD 

Marconi  Commerce  Systems  Inc 

Active 

I 

99-161 

TC-15,  C-15,  C-2 

ECR - LMD 

Marconi  Commerce  Systems  Inc 

Active 

i 

99-162 

AE,  AK,  AL,  AP,  & AU  Series 

RMFD  - Dispenser 

Marconi  Commerce  Systems  Inc 

Active 

I 

99-163 

ABXXXX 

RMFD  - Console/Controller 

Marconi  Commerce  Systems  Inc 

Active 

I 

99-164 

PA024TC10  & PA024NC10 

LMD  - Meter 

Marconi  Commerce  Systems  Inc 

Active 

I 

99-165 

Salesmaker-4  & -2 

RMFD  - Dispenser 

Marconi  Commerce  Systems  Inc 

Active 

i 

99-166 

PA0  16300 

Printer  - LMD 

Marconi  Commerce  Systems  Inc 

Active 

i 

99-167 

AC  X X X X X XX 

RMFD  - Dispenser 

Marconi  Commerce  Systems  Inc 

Active 

i 

99-168 

MPD-1 

RMFD  - Dispenser 

Marconi  Commerce  Systems  Inc 

Active 

i 

99-169 

Q1 1891 -XX  & Q1 1640-XX 

ECR - LMD 

Marconi  Commerce  Systems  Inc 

Active 

i 

99-170 

CRIND/Info  Screen 

Other  - LMD 

Marconi  Commerce  Systems  Inc 

Active 

i 

99-171 

PA02400000000 

RMFD  - Console/Controller 

Marconi  Commerce  Systems  Inc 

Active 

i 

99-172 

PA0250XXXXXXX 

RMFD  - Console/Controller 

Marconi  Commerce  Systems  Inc 

Active 

I 

99-173 

BXX  Series* 

RMFD  - Dispenser 

Marconi  Commerce  Systems  Inc 

Active 

i 

99-174 

XAX  X X X X X X X X X X 
(Trimline) 

RMFD  - Dispenser 

Marconi  Commerce  Systems  Inc 

Active 

I 

99-175 

PA024TC1 0/PA024NC1 0/P A0  LMD  - Meter 

24EC10 

Marconi  Commerce  Systems  Inc 

Active 

I 

Device  Type  by  CC  Number 


No.  3-49 


CC  No. 

Model  Number 

Device  Type 

Company 

Status 

Pub  5 
Edition 

99-178 

AD  Series 

RMFD  - Dispenser 

Marconi  Commerce  Systems  Inc 

Active 

i 

99-179 

VaporVac  Retrofit 

Multi-CC  Addenda  - LMD 

Marconi  Commerce  Systems  Inc 

Active 

i 

99-180 

CEC  XXXXXXX 

Card  Reader  - LMD 

Marconi  Commerce  Systems  Inc 

Active 

I 

99-181 

K93926-XX 

Other  - LMD 

Marconi  Commerce  Systems  Inc 

Active 

i 

99-182 

DXX 

RMFD  - Dispenser 

Marconi  Commerce  Systems  Inc 

Active 

■ 

99-183 

JXXX  Series  (LEGACY) 

RMFD  - Dispenser 

Marconi  Commerce  Systems  Inc 

Active 

l 

99-184 

PA030X-YYYYYYY  Series 

ECR - LMD 

Marconi  Commerce  Systems  Inc 

Active 

l 

99-185 

T19976-G1  & T19976-G2 

Other  - LMD 

Marconi  Commerce  Systems  Inc 

Active 

i 

99-186 

PA0324-XXXX  (Passport) 

RMFD  - Console/Controller 

Marconi  Commerce  Systems  Inc 

Active 

i 

99-187 

T20453-GX  (Ecometer) 

LMD  - Meter 

Marconi  Commerce  Systems  Inc 

Active 

i 

99-191 

B806 

Automatic  Weighing 

System 

Berkel  Incorporated 

Active 

l 

99-192 

LCF-XX-4070-XXX 

Load  Cell 

Fairbanks  Scales 

Active 

i 

99-193 

iShip  Manifest  System  (IMS) 

Other  - Scale 

iShip.com,  Inc. 

Active 

i 

99-194 

SSCI 

ECR  - Scale 

Safeway  Inc. 

Active 

l 

99-195 

ME  Series 

Bench  & Counter  Scale 

Torrey  SA 

Active 

i 

99-196 

12-71 54-XX 

Vehicle  Scale 

Fairbanks  Scales 

Active 

i 

99-1 97A1 

6000  Series 

Bench  & Counter  Scale 

Fairbanks  Scales 

Active 

i 

99-198 

AS-330D 

Shipping/Postal/Classifiers 

Cardinal  Scale  Mfgr.  Co. 

Active 

i 

99-199 

PW2000  & PW2100 

Indicating  Element  - Scale 

Intercomp  Corporation 

Active 

i 

99-200 

ITU 

Indicating  Element  - Scale 

Bizerba  United  States,  Inc. 

Active 

i 

99-201 A1 

PW850  Series 

Other  - Scale 

Intercomp  Corporation 

Active 

i 

99-202 

964161-1 

Hopper  Scale 

ADM  Processing  Company 

Active 

i 

99-203 

Champ  II 

Bench  & Counter  Scale 

Ohaus  Corporation 

Active 

i 

99-205 

AGRIFEED  3500  & 
AGRIFEED  5500 

Indicating  Element  - Scale 

GSE  Scale  Systems 

Active 

i 

99-206 

Krohne  No.  58801480100 
(See  CC) 

WholesaleATTM 

Controller/Reg 

Krohne,  Inc. 

Active 

I 

99-207 

CS31 

Indicating  Element  - Scale 

FIRST-Weigh 

Active 

i 

99-208 

A,  C,  P and  PA  Series 

Vehicle  Scale 

Powell  All-Steel  Scales,  Inc. 

Active 

i 

99-209 

MCS  and  SMCS  Series 

Livestock  Scale 

Tru-Test  Distributors  Ltd. 

Active 

i 

99-210 

TSXXY 

Vehicle  Tank  Meter 

Tuthill  Transfer  Systems 

Active 

I 

No.  3-50  Device  Type  by  CC  Number 
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Pub  5 
Edition 

Automatic  Weighing  System 

Berkel  Incorporated  B806 

See  Cetificate 

99-191 

Active 

l 

Espera-Werke  GMBH 

ES  600  HS 

See  Certificate 

99-067 

Active 

l 

Hobart  Corporation 

Ultima  U2000S3 

See  Certificate 

96-115 

Active 

9 

Ishida  Co.  Ltd. 

3000  Series 

30  lb  x 0.01  lb 

95-057 A3 

Active 

1 

FDP-5010 

(See  Certificate) 
15x0.01  lb 

96-075 

Active 

9 

FDP-5010S  & FDP-5010SSE 

15  lb  x 0.01  lb 

99-103 

Active 

1 

Mettler-Toledo,  Inc. 

705 

(6.75  kg  x 0.005 
kg) 

15  lb  (dynamic) 

96-050 

Active 

9 

New  Brunswick  International,  Inc. 

AW -2600  SMART/AW-3600 

30  lb  (static)* 

93-027A1 

Active 

10 

HI-2600 

15  lb  x 0.01  lb 

98-150 

Active 

1 

HI-2600  & HI-3600 

98-1 50A1 

Effective 

Belt  Conveyor  Scale 

Merrick  Corporation 

475-AK 100/4 

100-750  t/h 

92-196 

Active 

6 

Milltronics  Inc. 

MMI-2  Series 

34  tph  to  3371  tph 

98-060A1 

Active 

’1 

Ramsey  Technology  Inc. 

10-14-3  & 10-14-4 

108-  10  800  t/h 

92-032A1 

Active 

9 

Bench  & Counter  Scale 


A&D  Engineering 

FG  Series 

60  - 300  lb 

93-063 

Active 

6 

FS 

6 - 70  lb 

93-084 

Active 

6 

FV  & HV  Series* 

See  Certificate 

90-064 A2 

Active 

9 

FV  60KAS1 

60  x .02  kg 

90-096 

Active 

5 

FW  and  HW  Series* 

10  kg  to  150  kg 

90-06 1A5 

Active 

10 

FW-300KA4 

600x0.1  lb 

94-005 

Active 

7 

HD  Series 

See  Certificate 

98-069 

Active 

1 

HF-200,  HF-200G,  and  HF-200GD 

210x0.01  g 

97-127 

Active 

10 

HV-XXKGV  & HV-XXKGL  Series 

15  kg,  60  kg,  220 
kg  (30  lb,  150  lb, 
500  lb) 

00-088 

Active 

1 

SB-30,  SB-70  & SB-150 

See  Certificate 

00-024 

Active 

1 

SK  Series 

1 kg  - 30  kg  (2.2 
lb  - 66  lb) 

98-086A1 

Active 

1 

ACOM  Inc. 

PC- 100 

00-111 

Effective 

Adam  Equipment  Inc. 

ACWxxx,  MHWxxx  & SHWxxx 
Series 

3 kg  to  1 50  kg 

98-164 

Active 

1 

Avery  Weighing  T echnology 

3359 

100x0.05  lb 

87-071 A1 

Inactive 

12/21/93 

5 

B-Tek,  Inc. 

BT-SP 

51b  and  500  lb 

96-169A2 

Active 

10 

Baader  North  America  Corp. 

1020.30.73 

300  kg  (600  lb) 

86-007 

Inactive 

1/1/94 

5 

Baker/APS 

Universal  2000 

310  g 

96-116 

Active 

9 

Berkel  Incorporated 

680  MKII 

30x0.01  lb 

88-181 

Inactive 

11/5/93 

5 

By  Device  Type 
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Model  Number 
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Certificate 

No. 
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Pub  5 
Edition 

Berkel  Incorporated 

CX9/CX1 0 

50x0.01  lb 

91-165 

Active 

5 

CZ342 

30  lb  x 0.01  lb 

98-135 

Active 

1 

FX  220 

30  lb  (15  kg) 

99-108 

Active 

1 

H205 

12  lb  to  60  lb 

97-099 

Active 

10 

H305 

150  lb  to  600  lb 

97-100 

Active 

10 

RS-150,  RS-300 

150x0.05  lb 

90-095 

Inactive 

1/1/97 

5 

Bizerba  United  States,  Inc. 

EC  100  & EC200F 

30  lb  (15  kg) 

00-071 

Active 

1 

PVT/PHT 

15x0.005  lb 

92-100 

Inactive 

1/1/98 

5 

SC  & SC-H  Series 

See  Certificate 

99-019 

Active 

1 

C & A Scale  Service,  Inc. 

CA50 

30,000x  10  lb 

94-110 

Inactive 

1/1/00 

7 

Cardinal  Scale  Mfgr.  Co. 

10/12/14  XXX 

21b-  100  lb 

89-030A2 

Active 

5 

1100 

50  - 400  lb 

89-032A2 

Active 

5 

2200 

See  Certificate 

88-134PN 

Inactive 

1/1/96 

5 

440 

350  x 1/4  lb 

91-162 

Active 

5 

6600 

100x0.02  lb 

87-027 

Inactive 

11/16/93 

5 

6600 

100  x 0.021b 

87-033 

Inactive 

1/1/97 

5 

6900 

41b- 100  lb 

89-102 

Inactive 

1/1/97 

5 

6900-4  and  6900-80 

4x0.001  lb 

88-112 

Inactive 

11/16/93 

5 

6900-4  and  6900-80 

41b  - 801b 

88-113 

Inactive 

11/16/93 

5 

AL62SPLT  XY 

300  x 0.5  lb 

91-108 

Active 

5 

AP  Series 

See  Certificate 

95- 087 A 1 

Active 

9 

AP-20 

19.99X9.91  lb 

87-028A1 

Inactive 

11/16/93 

5 

AP-20 

19.99x9.91  lb 

87-034A1 

Inactive 

11/27/95 

5 

AP-4K 

3999  X 1 g 

88-248 A 1 

Inactive 

11/16/93 

5 

AP-4K 

3999 X 1g 

88-249 A 1 

Inactive 

1/1/96 

5 

EF 

100-  1,000  lb 

90-065 

Active 

5 

XD 

6500 

88-131 

Inactive 

11/16/93 

5 

XTD  & ETD 

6500 

88-130 

Inactive 

1/1/99 

5 

CAS  (USA)  Corporation 

3D 

6 1b 

90-125 

Active 

5 

BW  Series 

30  lb  to  300  lb 

98-085 

Active 

1 

DL-100 

200x0.1  lb 

93-096A1 

Active 

7 

LP-II 

60  lb  (30  kg) 

98-202A1 

Active 

1 

PD-1 

30  lb 

92-174 

Active 

5 

SW  Series 

99-002 

Active 

1 

CCi  Scale  Company 

CCI-220 

220  lb  x 0.1  lb* 

97-087A1 

Active 

1 

TLE 

5 - 70  lb 

92-1 11 A1 

Active 

5 

Certified  Scales  Co. 

2010 

1,000-5,000  lb 

89-127A1 

Active 

5 

Diebold  Campus  Systems 

RDT-4400  and  PCX  Series 

87-005A2 

Active 

1 

Digi  Matex,  Inc. 

DS-410 

300x0.1  lb 

90-091 

Inactive 

1/1/98 

5 

S 

50  lb  - 1000  lb 

92-003 

Active 

5 

Digi  Postal  Acctronix 

DP70S 

99  lb  x 1 5 oz 

90-156 

Inactive 

1/1/99 

5 

Doran  Scales,  Inc. 

300 

50  lb,  100  lb,  and 
300  lb 

00-033 

Active 

1 

7006P  Series 

51b  to  100  lb 

90-074A2 

Active 

10 

DSP  1000 

5 to  30  lb 

89-111 

Active 

5 

No.  4-2 


By  Device  Type 


Certificate 

Pub  5 

Company  Name 
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Edition 

Doran  Scales,  Inc. 

DSP2000  Series 

10  lb  to  200  lb 

89-1 12A2 

Active 

i 

DSP3000  & DSP  5000  Series 

50  lb  to  1000  lb 

89-113A2 

Active 

I 

DXL7000  and  DXL8000 

51b- 100  lb* 

97-097 

Active 

I 

PC-200 

5 lb  & 101b 

99-011 

Active 

i 

SIL-9001 

150  lb 

96-124 

Active 

9 

Drum  Runner  Material  Handling  Co. 

5500PA 

1000  lb 

97-012 

Active 

10 

Edlund  Company 

E2000 

320  x 0.1  oz 

91-032 

Inactive 

1/1/96 

5 

Epelsa  International,  Inc. 

SP12 

300  lb 

90-155 

Active 

5 

Excell  Precision  Co.,  Ltd. 

AMxxx,  CAW xxx,  MHWxxx, 

SHWxxx 

3 kg  - 1 50  kg 

00-049 

Active 

1 

AMxxx,  CAWxxx,  MHWxxx, 

SHWxxx 

3 kg  to  1 50  kg 

97-075 

Inactive 

1/1/99 

10 

Fairbanks  Scales 

23-2443 

200  - 0.5  lb 

91-148A1 

Active 

5 

6000  Series 

6 1b-  1501b  (2.7 
kg  - 68  kg) 

99-197A1 

Active 

1 

70-2453*  and  SCB-2453-XXX* 

100-  150  lb 

92-21 3A2 

Active 

8 

70-2455XX  and  SCB-2455-XXX 

250  lb  x 0.05  lb* 

97-115 

Active 

1 

70-4070 

200x0.1  lb 

88-075 

Active 

5 

H70-4710-1 

12  x .002  lb 

86-009 

Active 

5 

H70-4900/4920 

6-  150  lb 

90-127A1 

Active 

5 

H70-4XXX 

40  - 200  lb 

88-074 

Active 

5 

PLB-HR5000-xxx  & PLB-R5000-xxx 

6 1b  to  1000  lb 

94-100A1 

Active 

1 

SCB-R  9000-xxx 

150  lb 

98-198 

Active 

1 

SCB-R2456-XXX 

150  lb  x 0.05  lb 

96-161 

Active 

10 

SCB-R8900-xxx 

150  lb 

98-128 

Active 

1 

FIRST- Weigh 

DP10 

30  lb  - 100  lb 

91-109 

Active 

5 

Francotyp-Postalia,  Inc. 

FP-70 

See  Certificate 

99-138 

Active 

1 

Griffin  Technology  Inc. 

IS-4100 

10-  100  lb 

93-115 

Inactive 

1/1/98 

7 

GSE  Scale  Systems 

4400 

20-  1000  lb 

88-190A1 

Active 

5 

552-Platform;  1550-Indicator 

200  lb 

95-064 

Inactive 

1/1/98 

9 

622 

10  to  100  lb 

88-189 

Active 

5 

GSE/General  Weighing  Systems 

4300  Series 

100-500  lb 

94-052 

Active 

7 

4400  and  4500  Series* 

10  lb  to  2000  lb 

89-043A3 

Active 

10 

4600SS 

10-600  lb 

91-114A2 

Active 

5 

E-Z  Count  Series 

10  1b  to  160  lb 

98-002 

Active 

1 

Mini-Pro 

200  lb  - 800  lb 

00-094 

Active 

1 

UBS  402 

20  to  500  lb 

90-167 

Active 

5 

Hobart  Corporation 

1812RS 

3x.005kg;  6x.01lb 

95-078 

Active 

8 

HOB  15-X 

50-  100  lb 

89-126 

Active 

5 

IBM  Corporation 

4696-1 

30  - 0.01  lb 

92-132 

Inactive 

1/1/96 

5 

4698-002 

30x0.01  lb 

94-026 

Inactive 

1/1/97 

7 

ICL,  Inc. 

Series  9000 

30  lb  x 0.01  lb 

94-081  A3 

Active 

1 

Ishida  Co.  Ltd. 

CWS 

5 - 50  lb 

94-018 

Active 

7 

MG-2500 

5 kg  x .002  kg 

89-143 

Inactive 

11/29/93 

5 

MG-2500 

5 kg  x .002  kg 

90-031 

Inactive 

1 1/29/93 

5 

MG-3000 

6 x 0.002  kg 

91-121 

Active 

5 

MT-300 

300x0.1  lb 

88-021 A 

Active 

5 

By  Device  Type 
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Ishida  Co.  Ltd. 

MT-60S 

60  x 0.02  lb 

88-251 

Active 

5 

MTB  and  MTX  Series 

15-30lb  & 6- 150kg 

96-080 A 1 

Active 

10 

MTE300/MTE300D/MTE1 50/ 
MTE150D 

300  lb  (150  kg) 

98-067 

Active 

1 

J.  A.  King  Co. 

KSS1  Series 

5 to  1000  lb 

96-017 

Active 

9 

John  Chatillon  & Sons,  Inc. 

13/A  & 15 

520  x 1 lb 

88-096A1 

Active 

6 

DPA300 

300x0.1  lb 

88-186 

Active 

5 

DPB100  and  DPB200 

See  Certificate 

93-121A1 

Active 

8 

PBB 

26  kg  - 135  lb 

88-1 50A1 

Active 

5 

PBB300 

301  lb  x 1 oz 

90-104 

Active 

5 

PDT-100 

130  lb  x 4 oz 

90-078 

Active 

5 

Kalamazoo  Packaging  Systems,  Inc. 

947 

5000  lb 

97-164 

Active 

1 

Kubota  Corporation 

KA-10-HB 

150x0.05  lb 

88-019 

Inactive 

1/1/98 

5 

KA-10-HB 

See  Certificate 

98-213 

Active 

1 

KA-100&  KA-150  Series 

60  lb  to  300  lb* 

98-184 

Active 

1 

Marel  USA,  Inc. 

PLXXXX 

3 kg  - 300  kg  (7 
lb  - 662  lb) 

99-146 

Active 

1 

Mettler-Toledo,  Inc. 

1985 

60  X 0.01  lb 

89-078 

Inactive 

1/1/98 

5 

2095 

400  x 0.5  lb 

87-108 

Inactive 

1/1/98 

5 

3026 

6 X 0.002  lb 

92-023 

Inactive 

10/20/97 

5 

3027 

6 X 0.002  lb 

92-081 A1 

Inactive 

1/1/97 

6 

3036 

25-  100  lb 

92-215 

Inactive 

10/20/97 

6 

4182-A 

IK  lb 

87-1 12A1 

Active 

■5 

6113 

75  x 0.005  lb 

89-046 

Inactive 

9/2/93 

5 

8213 

30  & 50X0.01  lb 

87-069A1 

Inactive 

1/1/97 

6 

8213 

100x0.02  lb 

88-173 

Inactive 

1/1/97 

5 

8213 

9.995  x 0.005  lb 

91-107 

Inactive 

1/1/97 

5 

8213 

100x0.02  kg 

91-126 

Inactive 

1/1/96 

5 

821 3WC 

100x0.02  lb 

93-006 

Inactive 

1/1/97 

6 

8216 

30x0.01  lb 

92-134 

Inactive 

1/1/98 

5 

8217 

30  lb  x 0.01  lb 

94-024A2 

Active 

10 

8270 

See  Certificate 

95-150A1 

Active 

1 

8423 

50  lb  x 0.01 

87-101A1 

Inactive 

1/1/98 

9 

8460 

50x0.01  lb 

92-093A1 

Active 

9 

BC  & SC  Series 

10  lb  to  120  lb 

98-026 

Active 

1 

CG  1003/A 

210  g/1050  ct 

97-165A1 

Active 

1 

GB  Series 

15  lb -300  lb  (6 
kg  - 150  kg) 

96-170A1 

Active 

1 

HD 

100  lb  - IK  lb  (50 
kg  - 500  kg) 

99-0 13A1 

Active 

1 

K-Series 

See  Certificate 

00-075 

Active 

1 

Mettler  Multirange 

6 - 500  lb 

88-289A1 

Active 

5 

MS 

20  lb  (10  kg)  to 

500  lb  (250  kg) 

99-044 

Active 

1 

PGxxxx-S/A  & GGxxxx-S/A  Series 

210  g- 12  100 g 

98-070A1 

Active 

1 

PW200 

400  lb  x 0.2  lb 

99-099A1 

Active 

1 

SM/49 

2K  to  15K  g 

88-296 

Inactive 

1/1/98 

5 

No.  4-4 


By  Device  Type 


Company  Name 

Model  Number 

Capacity 

Certificate 

No. 

Status 

Pub  5 
Edition 

Mettler-Toledo,  Inc. 

SP  Series 

15  lb -300  lb 
(6kg-  150  kg) 

96-184A1 

Active 

I 

SW  Series 

10  lb -300  lb  (5 
kg  - 1 50  kg) 

98-1 10A1 

Active 

i 

TrimWeigh 

See  Certificate 

95-094 

Active 

8 

UB  Series 

See  Certificate 

95-142 

Active 

9 

WB 

10  lb -300  lb  (5 
kg  - 150  kg) 

98-109A1 

Active 

1 

Wildcat 

60  lb  - 30  lb  (30 
kg  - 150  kg) 

99-053 

Active 

1 

XX96 

25-1000  lb 

90-085 

Inactive 

10/20/97 

5 

XX97 

25  to  1000  lb 

90-047 

Active 

5 

Micro  General 

10XX 

99  lb.  x .5  oz 

90-165 

Active 

5 

5070 

70  x 0.05  lb 

93-132 

Active 

6 

MOS  Scale  International,  Ltd. 

105401 

See  Certificate 

95-00 1A2 

Active 

10 

Neopost,  Inc. 

WP-  Series 

See  Certificate 

98-050 

Active 

1 

New  Brunswick  International,  Inc. 

DS-260 

300x0.1  lb 

87-113 

Inactive 

11/6/95 

5 

DS-410 

300x0.1  lb 

86-01 4A1 

Active 

5 

Norfin  Equipment  Ltd 

807 

200x0.1  lb 

96-047 

Active 

10 

Ohaus  Corporation 

B 1 0/B25/B 1 00/B 1 50/B250  Series 

25  lb  to  500  lb* 

95-151 

Active 

9 

Champ  II 

30  lb  to  300  kg 

99-203 

Active 

1 

LB  100 

100x0.02  lb 

88-203 

Inactive 

1/1/97 

5 

PL 

30  to  150  lb 

88-228 

Inactive 

1/1/97 

5 

WB50 

50x0.01  lb 

88-204 

Inactive 

1/1/97 

5 

WBS50 

50  x 0.02  lb 

88-205 

Active 

5 

Omron  Systems  of  America 

4000-1 

15-  100  lb 

92-025 

Inactive 

1/1/97 

5 

Pelouze  Scale  Company 

PS6L1 

6x.005lb;96x.l  oz 

89-057A1 

Active 

9 

PS6LR1 

6 X 0.005  lb 

89-119 

Active 

5 

PS75L 

75x0.1  lb 

87-072A2Am 

Active 

5 

Pennsylvania  Scale  Company 

7600  G 

See  Certificate 

96-114 

Inactive 

11/25/98 

9 

7X00  &7x00S  Series 

See  Certificate 

91-149A7 

Active 

1 

Armstrong  - A 750 

See  Certificate 

95-068 

Active 

8 

POS  Data  Products,  Inc. 

POSISCALE  960 

30x0.01  lb 

93-085 

Inactive 

1/1/96 

6 

PSC  Scanning,  Inc. 

Magellan  Model  24 

30  lb  x 0.01  lb 

94-025A1 

Active 

10 

Quantronix,  Inc. 

CubiScan  100  LFT 

201  lb  x 0.1  lb* 

96-026A1 

Active 

10 

R&W  Specialty  Mfg.  Corp. 

SCLFT130 

130  lb  x 4 oz 

91-101 

Active 

5 

Rice  Lake  Weighing  Systems 

4400 

20-  IK  lb 

88-292A1 

Inactive 

12/31/93 

5 

BMXXXX-YYY  Series 

5 lb  - Ik  lb  (2.5 
kg  - 500  kg) 

95-072A2 

Active 

1 

CW-80B  Series 

6 lb  to  60  lb 

96-107 

Active 

9 

CW40 

51b-  1000  lb 

91-146 

Active 

5 

R-30 

98-133 

Active 

1 

RL/RLR 

60-  100  lb 

93-102 

Active 

6 

Sartorius  Corporation 

F 

61  kg 

88-125 

Inactive 

1/1/97 

5 

1 

24.2  kg 

88-124 

Inactive 

1/1/96 

5 

Seca  Corporation 

920C 

440  x .5  lb 

91-022 

Active 

5 

Shore  Sales  Company 

2KG 

See  Certificate 

96-168 

Inactive 

1/1/99 

9 

Spectra  Physics 

960LS 

30x0.01  lb 

92-130 

Inactive 

1/1/99 

5 

By  Device  Type 


No.  4-5 


Company  Name 

Sterling  Scale  Company,  Inc. 
Tanita  Corporation 


TEC  America,  Inc. 

Tektra  International 
Teraoka  Seiko  Co.,  Ltd 

Thurman  Scale  Company 


TIF  Instruments,  Inc. 
T orrey  S A 


Totalcomp,  Inc. 

Transcell  Technology,  Inc. 

T ranstronic  Scale  Co. 

T riner  Scale  & Manufacturing 
Weigh-Tronix,  Inc 


Weigh-Tronix,  Inc. 


Yamato  Corporation 


Model  Number 

Capacity 

Certificate 

No. 

Status 

Pub  5 
Edition 

SC-xxyy-zzz  Series 

5 lb  to  500  lb* 

98-197 

Active 

! 

BSC 

66  - 330  lb 

94-017 

Active 

7 

BWB-627A 

600x0.1  lb 

91-023A2 

Active 

5 

TLC 

6 - 24  lb 

93-078 

Active 

6 

TLC-100A 

15  kg  x 0.005  kg 
(30  lb  x 0.01  lb) 

99-112 

Active 

1 

SL-37-08L 

7.5  x .005  lb. 

88-271 

Inactive 

12/12/94 

5 

SL-39-50-N 

50  x .01  lb. 

88-270 

Inactive 

1/1/97 

5 

HS-30IF 

92-1 70A1 

Inactive 

1/1/97 

6 

DS-688-XX  Series* 

30  lb  (15  kg) 

00-068 

Active 

1 

DS-860  Series 

30  lb  x 0.01  lb* 

98-023 

Active 

1 

BP  3000  Series 

60  lb  to  500  lb 

98-062 

Active 

1 

CB  xxxx* 

50  lb  to  500  lb  (25 
kg  to  250  kg) 

99-027 

Active 

1 

SB  3000  Senes 

6 lb  to  200  lb 

97-154 

Active 

1 

TSP  150 

150  lb 

97-155 

Active 

1 

9010  C 

100  lb  x 0.1  lb  (50 
kg  x 0.05  kg) 

99-078 

Active 

1 

EQB  20/40  & EQB  50/100 

40  lb  & 100  lb 

98-206 

Active 

1 

ME  Series 

20  lb  & 40  lb 

99-195 

Active 

1 

MEQ  Series  and  MFV-40L* 

20  lb  and  40  lb 

96-085A2 

Active 

1 

AP  Series 

30-100kg;50-300lb 

96-186 

Active 

10 

APX  Series 

10-150kg;20-300lb 

96-185 

Active 

10 

PC-30,  PC-70  & PC- 150 

See  Certificate 

96-136A1 

Active 

1 

SRP300 

300x0.1  lb 

95-034 

Active 

8 

SP  Series 

60-  100  lb 

93-059 A 1 

Active 

6 

TS-70PX 

See  Certificate 

00-063 

Active 

1 

2200-1 

25  x .005  lb 

88-309 

Inactive 

11/30/93 

5 

3222 

15  lb  to  100  lb 

88-272A1 

Active 

5 

3270S 

6 x 0.0002  lb 

90-114 

Inactive 

1 1/30/93 

5 

37 IX,  67 IX,  and  781X-XX 

See  Certificate 

00-096 

Active 

1 

3734  & 7800  Series 

100  lb -300  lb  (50 
kg  - 150  kg) 

95-121A1 

Active 

1 

3815 

10  lb  - 50  lb 

88-268 

Inactive 

1 1/30/93 

5 

3825 

10-  150  lb 

88-252A1 

Active 

5 

3875 

5-70  lb  x .5  oz 

88-311 

Inactive 

1/1/97 

5 

66XX  Ser/76XX  Ser/3632T  and 
3633T 

See  Certificate 

95-071  A3 

Active 

1 

78XX,  67XX,  7720  & 373XT 

See  Certificate 

95-070A5 

Active 

1 

BS-1214/BS-99 

30  - 60  lb 

92-173A1 

Inactive 

1/1/97 

7 

SB- 141 4-250 

250  - 0.05  lb 

92-172 

Inactive 

1/1/97 

5 

SC-300P  orT 

10-250  lb 

91-124A2 

Active 

7 

BS  XXYY  Series 

30  lb  to  200  lb 

88-104A2 

Active 

1 

DS  2424A-005 

500x0.1  lb 

88-230 

Active 

5 

MS  & MSB  Series 

See  Certificate 

96-082 

Active 

9 

SC-XXXX-YYY 

500  lb/300  lg/250 
kg/1 50  kg 

90-1 07 A2 

Active 

1 

301TAD 

See  certificate 

91-080 

Inactive 

1/1/96 

7 

No.  4-6 


By  Device  Type 


Company  Name 

Model  Number 

Capacity 

Certificate 

No. 

Status 

Pub  5 
Edition 

Yamato  Corporation 

BD-125PK-XXX 

1 25  lb  x 4 oz 

87-097 

Active 

5 

DP  1212  XXX 

150  lb 

99-028 

Active 

1 

DSY1100  Series 

2 - 50  lb* 

95-065A1 

Active 

10 

PPC-XXX  Series 

2 Ig  - 40  lb;  1 kg  - 
20  kg;  80  oz  - 800 
oz 

40  lb  (20  kg) 

98-125A 2 

Active 

1 

R-220 

98-205 

Active 

1 

Bulkweighing  System 

Agri  Systems 

BW  60 

5600  lb  to  35  000 
lb 

99-072 

Active 

1 

Agri-Electronic  Systems,  Inc. 

AES  2001 

92-064 

Active 

5 

AGRIS  Corporation 

AGRIS  oneWeigh 

98-063 

Active 

1 

Alkon  Corporation 

Spectrum  IV 

93-037 

Active 

6 

Brechbuhler  Scales,  Inc. 

BS-AgSysl 

93-073 

Inactive 

1/1/98 

6 

BS-LO-1 

93-080 

Active 

6 

C & A Scale  Service,  Inc. 

CA  1000-XX  Series* 

4K  - 25 K lb 

96-035 

Active 

9 

Cardinal  Scale  Mfgr.  Co. 

738CBW 

89-005 

Inactive 

1/1/98 

5 

CBMC  Engineering  Consultants 

WCS  Series 

500  lb 

98-003 

Inactive 

1/1/99 

1 

Chronos  Richardson 

Bulktronic  7 

93-076 

Active 

6 

COMPTROL  Computer  Control  Inc. 

47SH 

92-1 12A1 

Inactive 

1/1/96 

5 

47SH  and  47SH-60 

See  Certificate 

96-042A1 

Active 

9 

BULKAMATIC  8830LC  Series 

96-043 

Active 

9 

Compu  Weigh 

Compudraft  Ser  2000 

88-185 

Active 

5 

GMS  Series 

97-021 A1 

Active 

10 

PSC-500 

94-020 

Active 

7 

Creative  Automation  Company,  Inc. 

000-WI-130 

See  Certificate 

96-074 

Active 

9 

Custom  Equipment  Design,  Inc. 

xx-yy- W D 

See  Certificate 

98-127A1 

Active 

1 

Garnet  Manufacturing  Company 

GMC-100  and  GMC-1500 

100  lb  to  625  lb  & 
2K  lb  to  12.5K  lb 

98-208A1 

Active 

1 

Industrial  Electronics  Repair,  Inc. 

Ez-Batcher  and  Digi-Batcher* 

97-050 

Active 

10 

Ingersoll- Dresser  Pump  Company 

SUA  103 

80  oz 

98-163 

Active 

1 

InterSystems,  Inc. 

Masterweigh  IV 

90-021 

Inactive 

11/16/94 

5 

Masterweigh  IV-A 

88-294 

Inactive 

11/16/94 

5 

Masterweigh  V 

92-043 

Inactive 

1/1/97 

5 

Kanawha  Scales  & Systems,  Inc. 

BWC-8000-01  & BWC-8000-2 

95-035 

Active 

9 

BWS-9000 

180K  to  240K  lb 

95-095 

Active 

9 

Meier  Sales  and  Engineering,  Inc. 

XX-M-30* 

30  000  lb 

96-052 

Active 

9 

Mettler-Toledo,  Inc. 

9150 

89-001 

Inactive 

1/1/97 

5 

9151 

98-064 

Active 

1 

Morrison  Weighing  Systems,  Inc. 

T-3500  M 

89-058 A 1 

Active 

9 

NORAC  Systems  International,  Inc. 

BW-ANXXL-Y 

IK  lb  to  lOKIb 

99-090 

Active 

1 

oneWeigh 

Bulk  II 

90-150A3 

Inactive 

1/1/99 

5 

Production  Industries  Corporation 

WB  - 45T 

22.5K  lb-1 12.5  lb 

97-1 12A1 

Active 

1 

Rice  Lake  Weighing  Systems 

BWC-1 

98-157 

Active 

1 

Shelburne  Scale  Company  Ltd. 

WCS  Series 

100  lb  - 12  500  lb 

97-141 A1 

Active 

1 

UniB  ridge  Scale  Systems 

UBHRAUTO-XX 

2500  lb 

99-130 

Active 

1 

By  Device  Type 


No.  4-7 


Company  Name 

Model  Number 

Capacity 

Certificate 

No. 

Status 

Pub  5 
Edition 

Waugh  Controls  Corporation 

Winblend4000TMS  3000 

94-103 

Active 

7 

Card  Reader  - LMD 

Applied  T echnology 

1200P,  1200W 

89-100 

Active 

5 

Dresser  Equipment  Group,  Wayne 
Div. 

SR.  SP,  SM&SS* 

99-157 

Active 

1 

Dresser  Equipment  Group,  Wayne 
Division 

CID  Series* 

97-024 

Active 

10 

HMII  -DCR;  -DCR/TOK 

92-144 

Active 

5 

Gasboy  International,  Inc. 

System  2000S 

88-285 

Inactive 

7/8/93 

5 

Gilbarco,  Inc. 

CECXXXXXXX 

93-035A1 

Active 

8 

Marconi  Commerce  Systems  Inc 

CEC  XXXXXXX 

99-180 

Active 

1 

Petro  Vend  Inc. 

K-2500 

92-127 

Inactive 

1/1/96 

5 

System  2 

93-135 

Active 

7 

Schlumberger  Technologies,  Inc. 

Card  Proc.  Retrofit 

94-039 

Inactive 

1/1/00 

7 

Fleetscan  Rl 

94-127 

Inactive 

1/1/98 

8 

IPT-003 

96-178 

Inactive 

1/1/00 

10 

Suntronic  Technology  Group 

SR/SP/SS/SM 

89-160A1 

Active 

5 

T okheim  Corporation 

26- DPT 

999.999  gal  or  L 

96-018 

Active 

10 

300B-#K,400B-#K,  & 600B-#K 

96-105 

Active 

9 

IPT  Series* 

99-087 

Active 

1 

Computing  Scale 

A&D  Engineering 

SF  & SG  Series 

6 kg -30  kg  (15 
lb  - 60  lb) 

99-076 

Active 

1 

Antonson/Meto,  Inc. 

823 

30x0.01  lb 

87-067 

Inactive 

1/1/94 

5 

Ascom  Hasler  Mailing  Systems,  Inc. 

AH  100 

See  certificate 

94-043 

Inactive 

1/1/96 

7 

AH5/AH10/AH30 

5 - 30  lb 

94-003 

Inactive 

1/1/96 

7 

AT&T  Global  Information  Solutions 

4522 

30x0.01  lb 

88-244 

Inactive 

8/12/93 

5 

4526-0102 

30x0.01  lb 

88-245 

Inactive 

8/12/93 

5 

Avery  Berkel  Group 

M Series 

See  Certificate 

00-057 

Active 

1 

Avery  Weighing  Technology 

1791 

30x0.01  lb 

88-180 

Inactive 

12/21/93 

5 

A100 

30  x 0.01  lb 

88-255 

Inactive 

12/21/93 

5 

A100E 

30x0.01  lb 

88-170 

Inactive 

12/21/93 

5 

A600 

15/30x0.01  lb 

88-001 A1 

Inactive 

12/21/93 

5 

Berkel  Incorporated 

1770 

30x0.01  lb 

88-179A1 

Inactive 

1 1/5/93 

5 

522 

30x0.01  lb 

87-009 

Inactive 

1 1/5/93 

6 

623 LS 

30x0.01  lb 

90-154 

Inactive 

1 1/5/93 

5 

688LS 

30x0.01  lb 

88-171 

Inactive 

11/5/93 

5 

A100E 

30x0.01  lb 

92-037 

Inactive 

1/1/97 

5 

A600 

15/30x0.01  lb 

92-038 

Inactive 

1/1/97 

5 

CX  Series 

30  lb  x 0.01  lb 

92-065A4 

Active 

1 

CX12,  CX15 

30x0.01  lb 

92-193 

Inactive 

1/1/99 

5 

DX342 

See  Certificate 

95-170 

Active 

9 

Bizerba  United  States,  Inc. 

PRO  6000 

30x0.01  lb 

89-009 A 1 

Inactive 

12/15/94 

5 

Pro  7000 

30  x 0.01  lb 

86-023 

Inactive 

12/15/94 

5 

PR07500,  PR07400 

30x0.01  lb 

86-028A 2 

Inactive 

5/10/99 

1 

No.  4»8  By  Device  Type 


Company  Name 

Model  Number 

Bizerba  United  States,  Inc. 

PR09000 

Cardinal  Scale  Mfgr.  Co. 

SW/BW/EW 

PCXXA  and  PCXXB  Series’ 

CAS  (USA)  Corporation 

Angel  15M 

Digi  Postal  Acctronix 

AP-1 

EP-10 

LP  1000 

S-2000 

TP-1 

DP- 100* 

Electronic  Scales  International 

JK700 

Esselte  Meto 

BLP  804 

Exact  Equipment  Corporation 

CB493 

CC494 

CP  501 

CS  491-1 

CS  512 

ES  1010 

921, 921 R 

FIRST-Weigh 

970  Series 

CL 

Global  O.T.C.F. 

PPI 

RS10 

RS20 

Ishida  LIBRA  300 

Globe  Food  Equipment  Co. 

GS130 

Hobart  Corporation 

GSP30 

1840/1800 

Ishida  Co.  Ltd 

1841 

1870;  1871 

AMERI 

Quantum  and  QUANTMH 

S P 1 500/S  PH  1 500/S  P-600 

U2000  System 

Astra 

Ishida  Co.  Ltd. 

AC-2000 

K-Scale,  Inc. 

AC-300  & AC- 1000 

Libra  II 

NOVA 

NOVA  II 

9010 

Kubota  Corporation 

9010 

FP  ONE 

By  Device  Type 

FP-900 

Capacity 

Certificate 

No. 

Status 

Pub5 

Edition 

30x0.01  lb 

90-053 

Inactive 

12/15/94 

5 

30x0.01  lb 

92-101 

Active 

5 

See  Certificate 

88- 028 A3 

Active 

10 

30  x 0.01  lb 

90-126A1 

Active 

5 

30x.01&15x.005  lb 

95-007 

Active 

8 

20  x 0.01  lb 

93-097 

Active 

6 

30x0.01  lb 

92-169 

Active 

5 

30  lb  x 0.01  lb 

91-141 A1 

Active 

1 

30  lb  x 0.01  lb 

99-136 

Active 

1 

100  lb  x 0.5  oz 

90-071 

Inactive 

1/1/99 

5 

30x  0.01  lb 

88-102 

Inactive 

12/31/94 

5 

30x0.01  lb 

88-035 

Inactive 

1/1/94 

5 

15x0.01  lb 

88-062 

Inactive 

1/1/94 

5 

7.5  x .005  lb 

86-017 

Inactive 

1/1/94 

5 

30x0.01  lb 

88-064 

Inactive 

1/1/94 

5 

30x0.01  lb 

88-065 

Inactive 

1/1/94 

5 

30x0.01  lb 

90-039 

Inactive 

1/1/94 

5 

10x0.005  lb 

90-040 

Inactive 

1/1/94 

5 

30x0.01  lb 

89-107 

Inactive 

10/31/93 

5 

30  lb  x 0.01  lb 

95-059A2 

Active 

1 

30  lb  x 0.01  lb 

00-056 

Active 

1 

30  lb 

99-092 

Active 

1 

10x0.005  lb 

91-091 

Active 

5 

30x0.01  lb 

91-104 

Active 

5 

30x0.01  lb 

90-100 

Inactive 

1/1/94 

5 

See  Certificate 

98-024 

Active 

1 

30x0.01  lb 

00-110 

92-062 

Effective 

Inactive 

10/18/93 

5 

30x0.01  lb 

88-051 

Inactive 

1/1/97 

5 

30x0.01  lb 

88-053A1 

Inactive 

1/1/96 

7 

30  lb/15  kg* 

94-048A2 

Active 

9 

30  lb  x 0.01  lb  or 

95-122A4 

Active 

1 

50  lb  x 0.01  lb 

30  lb  (15kg) 

88-293A3 

Active 

10 

50  lb  x 0.01  lb 

92-199A1 

Active 

1 

30x0.01  lb 

00-107 

91-053 

Effective 

Active 

5 

30x0.01  lb 

90-099A1 

Active 

5 

30x0.01  lb 

91-054 

Active 

5 

15x.005,30x.01lb 

87-070A1 

Active 

7 

See  Cetificate 

98-001 

Active 

1 

30x0.01  lb 

88-029 

Inactive 

10/17/94 

5 

30x0.01  lb 

89-004 

Active 

5 

30  X 0.01  lb 

93-044 

Active 

6 

30  - 50  lb 

86-042A2 

Inactive 

1/1/97 

5 

No.  4-9 


Company  Name 

Kubota  Corporation 

Mettler-Toledo,  Inc. 


MOBBA 

New  Brunswick  International,  Inc. 


Orion  Scale 

Pelouze  Scale  Company 
TEC  America,  Inc. 


Tektra  International 

T orrey  S A 

Towa  Meccs  Corporation 

Universal  Weigh  Systems  of  Santa 
Rosa 

Weigh-Tronix,  Inc 

No.  4-10 


Model  Number 

LA  230 
LA- 150 
LA-250 
LA-320 
2450 

8421 

8422 
8425 

8430 

8431 

8432 

8433 
8442 
8450 
8461 
LD1000 
DS  430 
DS-380 
DS-681 
DS-685 
DS590 
SM-15 
SM-25 
SM-40 
SM-60 
SM-90 
2830 
FS30PC 

H-9 1 00-30M-  FFB-  US 
SL  43-100 
SL  59-30L 

SL  5900-3(X)-C(Y)-US 

SL-2200  Series 

SL-37-15L-N 

SL-39-30L-N 

SL-57-30l-n 

SL-66-30-1 

SL-9000-30  Series  & OP-9000-R 

AS-3001 P 

HAN15P/15BP 

MFQ-40L  & MFQ-40LT 

OZ  Series 

2830 

1150;  1151;  3420 


Capacity 

Certificate 

No. 

30x0.01  lb 

87-008 

50x0.01  lb 

87-08 1A1 

50x0.01  lb 

88-055 

20x0.01  lb 

88-054A2 

30  lb  x 0.01  lb 

97-062 

50  x 0.01  lb 

87-100 

50  x 0.01  lb 

87-068 

30x0.01  lb 

87-017 

6x0.01  lb 

87-102 

30x0.01  lb 

87-103A1 

15-40  lb 

93-091 A1 

30  lb  x 0.01  lb 

96-145 

30  lb  (15  kg) 

00-087 

30  lb 

95-123A2 

30  lb  x 0.01  lb* 

97-129 

30x0.01  lb 

88-058 

30x0.01  lb 

86-026 

30x0.01  lb 

87-114 

30x0.01  lb 

95-082A1 

30x0.01  lb 

96-181 

30x0.01  lb 

92-044 

30x0.01  lb 

87-006 

30  x 0.01  lb 

93-026 

30x0.01  lb 

92-107 

30x0.01  lb 

87-065 

See  Certificate 

98-097A1 

30  X 0.01  lb 

92-067 

30  x 0.01  lb 

97-020 

See  Certificate 

98-169 

100x0.02  lb 

87-048 

30x0.01  lb 

87-046 

30x0.01  lb 

90-062A1 

30  lb  x 0.01  lb 

91-096A1 

15x0.01  lb 

87-044 

30x0.01  lb 

87-043 

30  x 0.01  lb 

87-122 

30x0.01  lb 

87-049A2 

See  Certificate 

95-033 A 1 

30x0.01  lb 

89-035 

30  lb 

93-07 1A2 

40  lb  x 0.01  lb 

95-041 A2 

6 kg -30  kg  (15 
lb  - 60  lb) 

00-012 

30x0.01  lb 

92-068 

30x0.01  lb 

88-025 

tatus 

Pub  5 
Edition 

Inactive 

1/1/98 

5 

Inactive 

1/1/97 

5 

Inactive 

1/1/98 

5 

Active 

7 

Active 

10 

Inactive 

1/1/97 

5 

Inactive 

1/1/98 

5 

Inactive 

1/1/97 

5 

Inactive 

1/1/97 

5 

Inactive 

1/1/97 

5 

Inactive 

1/1/98 

8 

Active 

10 

Active 

1 

Active 

1 

Active 

1 

Inactive 

11/16/93 

5 

Inactive 

10/18/93 

5 

Inactive 

1/1/97 

5 

Active 

9 

Active 

10 

Inactive 

1/1/99 

5 

Inactive 

1/1/97 

5 

Active 

5 

Inactive 

10/18/93 

5 

Active 

5 

Active 

1 

Inactive 

1/1/97 

5 

Active 

10 

Active 

1 

Inactive 

12/12/94 

5 

Inactive 

12/12/94 

5 

Inactive 

1/1/97 

5 

Active 

10 

Inactive 

1/1/97 

5 

Inactive 

12/12/94 

5 

Inactive 

1/1/97 

5 

Inactive 

1/1/97 

5 

Active 

10 

Inactive 

12/31/94 

5 

Inactive 

1/1/97 

8 

Active 

1 

Active 

1 

Inactive 

1/1/94 

5 

Inactive 

1 1/30/93 

5 

By  Device  Type 


Company  Name 

Model  Number 

Capacity 

Certificate 

No. 

Status 

Pub  5 
Edition 

Weigh-T ronix,  Inc 

3400 

30x0.01  lb 

89-123A1 

Inactive 

1/1/97 

5 

3420 

30x0.01  lb 

88-026 

Inactive 

1 1/30/93 

5 

3450 

30x01  lb 

89-124 

Inactive 

1/1/98 

5 

Yamato  Corporation 

Delicell 

20x0.01  lb 

95-112 

Active 

9 

Controller  - Scale 

Astec 

Weigh  Mate  2000 

98-080 

Active 

1 

ReSource,  Inc. 

2000 

98-036 

Active 

1 

Crane  Scale 

CAS  (USA)  Corporation 

CASTON  IV 

IK  lb  to  1 0K  lb* 

97-160 

Active 

1 

NC-1 

250-1000  lb 

96-164 

Active 

10 

Intercomp  Corporation 

CS750,  CS1500,  CS3000,  CS5000 

330  lb  - 70K  lb 

97-1 35 A2 

Active 

1 

Measurement  Systems  International 

4300 

5K  lb  x 1 lb 

92-176 

Active 

5 

MS  1-4260-01 

50,000  x 10  lb 

88-098A 

Active 

5 

MS  1-6260 

5,000  x 1 lb 

89-027 

Active 

5 

Samson  Scale  Co.  Inc. 

SM  10000 

10  000  lb  x 5 lb 

91-115 

Inactive 

1/1/96 

5 

SM  10000,  SM  5000,  SM  2000 

See  Certificate 

96-097PA1 

Active 

1 

ECR - LMD 

AT&T  Global  Information  Solutions 

2760 

91-086A1 

Active 

7 

Canmax  Retail  Systems,  Inc. 

C-ServeNT 

98-054 

Active 

1 

CASIO,  INC. 

SA  2000 

91-139 

Inactive 

1/1/98 

5 

Dresser  Equipment  Group,  Wayne 
Division 

Nucleus 

99.999 

96-159 

Active 

10 

WP/CT  (Console)* 

00-021 

Active 

1 

Fiscal  Systems,  Inc. 

POS-2000MG 

94-123 

Active 

8 

Flagship  Corporation 

Islander/FIT 

96-066A1 

Active 

1 

Gilbarco,  Inc. 

Q11891-XX,  Q1 1640- XX 

89-065 

Active 

5 

T-15  "G-Site" 

94-119 

Active 

8 

TCR- 15  Systems 

87-002A1 

Active 

5 

IBM  Corporation 

4680 

88-118 

Inactive 

11/12/96 

5 

Liquid  Controls  LLC 

EC2000-LectroCount* 

86-022A7 

Active 

1 

Marconi  Commerce  Systems  Inc 

PA030X-YYYYYYY  Series 

99-184 

Active 

1 

Q1 1891-XX  & Q1 1640- XX 

99-169 

Active 

1 

TC-15,  C-15,  C-2 

99-161 

Active 

1 

Omron  Systems  of  America 

RS5510/RS5550/RS5560F 

89-01 8A2 

Inactive 

1/1/98 

9 

PAR  Microsystems 

NT A & NXA 

89-122 

Inactive 

1/1/96 

5 

QuikTech 

QT001 

94-046 

Active 

7 

Radiant  Systems 

Ml  00 

00-106 

Active 

1 

Schlumberger  Technologies,  Inc. 

Hwy  001 

96-179 

Inactive 

1/1/00 

10 

MMX3000  & PRO  SERIES 

90-067A4 

Inactive 

1/1/00 

7 

T2000 

93-118 

Inactive 

1/1/98 

6 

Softsense  Computer  Products,  Inc. 

Compu-Touch 

95-003 

Active 

8 

StorePoint 

C-Point 

99-052 

Active 

1 

Stores  Automated  Systems,  Inc. 

eX-10 

95-116 

Inactive 

1/1/96 

9 

By  Device  Type 


No.  4-11 


Company  Name 

Model  Number 

Stores  Automated  Systems,  Inc. 

eX-10 

Suntronic  Technology  Group 

SM-3000 

SM-960 

T okheim  Corporation 

185  Series  (MEMS  V) 

Columbus 

Highway  001 

MMX  3000  & MMX  PRO  Series 

SPECTRA 

VX  100  & VX  DHC  (Controller)* 

United  Dairy  Farmers 

UDF  1 V7.6.XX  Software 

ECR  - Scale 

AT&T  Global  Information  Solutions 

2061-54XX 

21 13-3XXX 

2123-XXXX 

2157 

2157-30XX 

2170 

2760  FSS 

7052 

Bass,  Inc. 

BASSpoiNT 

Cash  Register  Sales,  Inc. 

CRS  3000 

Samsung  ER-5100  & ER-5140 

Samsung  ER-550  & ER-650 

Samsung  SER-6500  Series 

CASIO,  INC. 

CE-4600 

SA  2000  &SA  2100 

TK-2600 

TK-2700,CE-4700,TK-5 

TK-4300 

Datasym,  Inc. 

Datasym  Series  (See  CC) 

Hobart  Corporation 

GT 6000 

IBM  Corporation 

4683 

4684-XXX 

4693 

4695-XXX 

IBM  700  Series 

IBM  700  Series 

IBM  SUREPOS 

Value  Pack  2001 

ICL,  Inc. 

300 

545 

9520 

See  Certificate 

Series  6000* 

Capacity 

Certificate 

No. 

Status 

Pub  5 
Edition 

96-069 

Active 

9 

93- 048 A 1 

Active 

89-159A1 

Active 

5 

87-079A2 

Active 

6 

97-003 

Active 

10 

99-086 

Active 

1 

99-088 

Active 

1 

93-079 

Active 

6 

95-119 

Active 

9 

97-159 

Active 

1 

88-005 

Inactive 

8/12/93 

5 

89-092 

Active 

5 

89-007 

Active 

5 

87-024 

Inactive 

8/12/93 

5 

88-006 

Inactive 

8/12/93 

5 

60  - 300  lb 

93-008 

Active 

6 

88-280 

Active 

5 

92-088 

Active 

6 

97-058 

Active 

10 

96-088 

Active 

10 

99-031 

Active 

1 

99-030 

Active 

1 

96-150 

Active 

10 

92-041 

Inactive 

11/14/94 

5 

90-166 

Inactive 

1/1/98 

5 

92-048 

Inactive 

11/14/94 

5 

95-004 

Inactive 

1/1/98 

8 

92-175 

Inactive 

1/1/99 

5 

00-040 

Active 

1 

89-09 1A2 

Inactive 

1/1/97 

5 

86-002A1 

Inactive 

11/12/96 

5 

91-067 

Inactive 

1/1/96 

5 

93-119 

Active 

6 

96-142 

Active 

10 

00-053 

Active 

1 

00-053A1 

Effective 

98-101  A3 

Active 

1 

97-051 A1 

Effective 

87-123 

Inactive 

11/1/91 

5 

30  lb  x 0.01  lb 

88-067A1 

Active 

1 

29.99  IbxO.OI  lb 

91-078A1 

Active 

1 

95-083A3 

Active 

1 

29.99  lb 

89-026 A 1 

Active 

1 

No.  4-12 


By  Device  Type 


Company  Name 

JCM  American  Corporation 
Kyrus  Corporation 
Micros  Systems,  Inc. 

NCR  Corporation 


Omron  Systems  ot  America 


Optimal  Robotics  Corp. 

Panasonic  Communications  & 
Systems 

Posera  Inc. 

Productivity  Solutions,  Inc. 
Safeway  Inc. 

San  Diego  Cash  Register,  Inc. 
Sanyo  Fisher  (USA)  Corporation 


Sharp  Electronics  Corporation 


Model  Number 

G-3800  Super  Charger  Scan  Sys 

Kyrus  SA  User  Exits 

400412  User/Workstation/3* 

Type  1000/Model  400364 

Type  2000/Model  400337 

5874-7xxx 

7445-xxxx 

7448-xxxx 

7450-XXX 

7452- xxxx 

7453- xxx 
RS  4030 

RS  5510  & RS  5541 

RS  81-31 

RS  8500 

RS2810 

RS3510 

RS4043 

RS4541 

RS5000 

RS5500 

RS5550 

U-Scan® 

ZM30 

ZM30  Series 
Maitre  'D 
ACM750NT-xxx 
SSC  I 

PC/Register 

580 

ECR  690 

ECR-635  & ECR-645 
ECR425 

ECR635  and  ECR645 
ER  and  UP  Series 
ER-2595 
ER-2595 

ER-3250  & ER-31 10 
ER-3250,  ER-31 10 
ER-3300/33 10/33 11 
ER-3300/33 10/33 11 
ER-3550 
ER-3550 
ER-4000 


Certificate 

Capacity  No. 

96- 051 
00-103 

98- 051 

93- 002 
90-121 

97- 1 23 A2 
97-026 
00-104 

94- 034 A2 

96- 055A4 

97- 096 

88-267 

88-1 05A1 

88- 250 
87-050 

99- 145 

89- 152 

89- 153 
92-010 

92- 01 1 

90- 044 

89- 154 
00-055 

93- 047A1 

96-044 

00-102 

00-080 

99-194 

93-009 

86-020 

90- 120 

90-102A1 
96-067 
96-004 
99-123 
92-071 

95- 019 
95-020 
92-070 

92- 140 
95-021 

93- 050 
95-022 
95-084 


Status 

Pub  5 
Edition 

Active 

9 

Effective 

Active 

1 

Active 

5 

Active 

5 

Active 

1 

Active 

10 

Active 

1 

Active 

10 

Active 

1 

Active 

10 

Inactive 

1 1/24/93 

5 

Inactive 

9/24/93 

5 

Inactive 

9/24/93 

5 

Inactive 

9/24/93 

5 

Active 

1 

Inactive 

1/1/98 

5 

Inactive 

1/1/98 

5 

Inactive 

1/1/98 

5 

Inactive 

9/24/93 

5 

Inactive 

1/1/97 

5 

Inactive 

1/1/97 

5 

Active 

1 

Inactive 

1/1/96 

8 

Inactive 

1/1/98 

9 

Active 

1 

Active 

1 

Active 

1 

Active 

5 

Inactive 

12/31/93 

5 

Inactive 

12/31/93 

5 

Inactive 

12/31/94 

5 

Active 

9 

Active 

9 

Active 

1 

Inactive 

12/31/94 

5 

Inactive 

1/1/96 

8 

Inactive 

1/1/97 

8 

Inactive 

12/31/94 

5 

Inactive 

12/31/94 

5 

Inactive 

1/1/96 

8 

Inactive 

12/31/94 

6 

Inactive 

1/1/98 

8 

Inactive 

1/1/97 

8 

By  Device  Type 


No.  4-13 


Certificate 

Pub  5 

Company  Name 

Model  Number 

Capacity 

No. 

Status 

Edition 

Sharp  Electronics  Corporation 

ER-A550 

93-049 

Inactive 

12/31/94 

6 

ER-A550 

95-023 

Inactive 

1/1/98 

8 

ER-A650 

95-017 

Inactive 

10/31/96 

9 

ER-A770  and  UP  Series 

99-123A1 

Effective 

Special  Teams,  Inc. 

ACCESS  2000 

92-168 

Inactive 

1/1/97 

5 

Stores  Automated  Systems,  Inc. 

1028,  1028AT  & Super  Star 

96-110 

Active 

9 

SASI  eX-xxxx  Series 

97-085 

Active 

10 

SuperStar 

90-009A1 

Inactive 

1/1/96 

5 

Sweda  Group  Inc. 

2845 

86-004 

Inactive 

8/9/93 

5 

5420 

88-163 

Inactive 

8/9/93 

5 

6700 

88-164 

Inactive 

8/9/93 

5 

Swintec  Corporation 

SW  2250 

94-114 

Active 

9 

Systech/MGV  America,  Inc. 

OpenField 

00-039 

Active 

1 

TEC  America,  Inc. 

FDS-50 

89-099 

Inactive 

1/1/97 

5 

M-2300* 

95-102 

Active 

9 

MA  1700 

91-142 

Inactive 

1/1/97 

7 

MA  1900 

88-269 

Inactive 

1/1/97 

5 

MA-1190 

87-030 

Inactive 

1/1/97 

5 

MA-1600  & FDS-30 

91-025 

Inactive 

1/1/97 

5 

MA-1650  & FS-1650 

95-098 

Active 

9 

MA-290 

87-045 

Inactive 

1/1/97 

5 

Series  M-2800 

95-042 

Active 

9 

Uniwell  Systems  (USA)  Inc. 

UX-43 

98-141 

Active 

1 

UX-60,  UX-60F,  UX-70,  UX-70F 

97-128 

Active 

1 

VeriFone,  Inc 

Diamond  SuperSyst  II 

94-078 

Inactive 

1/1/99 

7 

Wal-Mart  Stores,  Inc. 

C-APPLICATION  = XXX  YY  ZZZZ 

98-105 

Active 

1 

Whitehouse  Software 

EdgePOS 

98-108 

Active 

1 

Floor  Scale 

A&D  Engineering 

AD-6205 

600  x 0.2  lb 

93-077 

Active 

6 

Abacus  Scales 

XxXHP-YYK* 

92-042 

Inactive 

1/1/98 

5 

Absco  Scale  Co. 

ALH  Series 

5k  lb;  emin  1 lb 

94-011 

Active 

8 

Acme  Scale  Systems,  Inc. 

Acme  Weightlifter 

IK  lb  to 20K  lb 

97-151 

Active 

1 

Air-Weigh  Inc. 

XX  XL  YY 

2000  - 20  000  lb 

95-104 

Active 

8 

Airway  Scale  and  Mfg  Co.,  Inc. 

XX  XL  YY 

2K  - 20 K lb 

90-1 40PN 

Inactive 

12/31/94 

8 

Apex  Scales 

700  Series 

See  Certificate 

00-038 

Active 

1 

Atrax  Group  NZ  Limited 

C24B 

300  lb  (150  kg) 

97-091 

Inactive 

1/1/99 

1 

B-Tek,  Inc. 

BT-HI  Series 

20K  lb  - 120K  lb 

97-132 

Active 

1 

RT-XXXXX-YY-7777 

2.5K  lb  to  20 K lb 

94-092A1 

Active 

1 

Baader  North  America  Corp. 

3020.10.02 

300  kg 

87-026 

Inactive 

1/1/94 

5 

Berkel  Incorporated 

H400  Series 

5K-  lOKIb 

96-030 

Active 

9 

Brechbuhler  Scales,  Inc. 

Clydesdale 

2.5K  lb  - 20K  lb 

92-209 

Inactive 

1/1/97 

5 

Cambridge  Scale  Works,  Inc. 

660- XXXXX- YY  & SS660-XXXXX- 
YY* 

See  Certificate 

96-157A1 

Active 

10 

Cardinal  Scale  Mfgr.  Co. 

684P  & GP400 

See  certificate 

94-098 

Active 

7 

854F 

500-  IK  lb 

88-106A1 

Active 

5 

No.  4-14 


By  Device  Type 


Company  Name 

Cardinal  Scale  Mfgr.  Co. 


CAS  (USA)  Corporation 

Certified  Scales  Co. 

CMI  Weighing  Equipment 
Digi  Matex,  Inc. 


Division  Systems 


Doran  Scales,  Inc. 

Durline  Scales  and  Mfg.,  Inc. 
Fairbanks  Scales 


FIRST-Weigh 

Flex- Weigh  Corporation 

GSE  Scale  Systems 


Certificate 


Pub  5 


Model  Number 

Capacity 

No. 

Status 

Edition 

854F-100P 

1 ,000  lb 

88-107 

Inactive 

11/16/93 

5 

954F 

2000  lb 

88-108A1 

Active 

5 

954F-100P 

2,000  lb 

88-109 

Inactive 

11/16/93 

5 

BSR  and  BSRL 

5-150  ton 

88-010PN 

Inactive 

11/16/93 

5 

FH-XXYYYY-II 

5K  lb  to  20K  lb 

90-069A2 

Active 

1 

FHN-5-XY* 

5000  lb 

96-113 

Active 

9 

OLP 

4000  lb 

88-01 4PN 

Inactive 

11/16/93 

5 

SCD  and  SCDF 

12,500  lb 

88-132PN 

Inactive 

1/1/97 

5 

Hercules 

1 K lb  to  5K  lb 

98-193 

Active 

1 

Hercules- XXXXX-YY  Series 

See  Certificate 

97-119 

Active 

1 

2010 

5,000  lb 

90-055 

Active 

5 

FS 

2.5K  lb  - 10K  lb 

92-154 

Active 

5 

Digi-Grand 

50-  IK  lb 

92-063 

Active 

5 

S-PL 

2.5K  lb  - 10K  lb 

92-156 

Active 

5 

SS-L,  ST-L&SU-L 

50  lb  - 1000  lb 

00-092 

Active 

1 

DFW  Series 

500  lb  (227  kg) 

97-036 

Active 

10 

DLP 

2K-  lOKIb 

91-087 

Active 

5 

DSC-X-YYYY-Z  Series 

500  lb  x 0.5  lb 
(230  kg  x 0.2  kg) 

95-0 18A1 

Active 

1 

DSP  Series 

500  lb  (227  kg) 

91-112A2 

Active 

10 

DFP 

2,500-  10,000  lb 

93-061 

Active 

6 

FLT 

2.5K  lb  - lOKIb 

92-120 

Active 

5 

1124 

IK  x 0.5  lb 

88-266 A 1 

Active 

5 

1124D 

IK  x 0.5  lb 

86-010 

Inactive 

12/30/93 

5 

1125D 

IK  x 0.2  lb 

88-077 

Inactive 

12/30/93 

5 

1126D 

IK  x 0.2  lb 

90-057 

Inactive 

12/30/93 

5 

1127D 

IK  x 0.2  lb 

92-110 

Active 

5 

1135L 

600  x 0.2  lb 

92-022A1 

Active 

5 

14-2000 

8K  x 2 lb 

88-159PN 

Inactive 

12/30/93 

5 

21-2101 

2.5K  x 0.5  lb 

89-015 

Active 

5 

23-2554 

IK  - 5K  lb 

88-072A1 

Active 

5 

23-2557 

1 K x 2 lb 

89-136A1 

Active 

5 

23-25XXA 

5K  lb  tolOK  lb* 

88-071 A1 

Active 

10 

23-6200/PLF-R6200  Series 

IK  lb  to 20K  lb 

91-061 A1 

Active 

1 

41-3132 

IK  x 0.2  lb 

88-156PN 

Inactive 

12/30/93 

5 

H23-2512 

IK  x 0.2  lb 

89-093 

Active 

5 

HS100WW 

200  - 600  lb 

92-004A2 

Active 

8 

PLF,  FFX  and  PWFX* 

1000  lb  to  10  000 
lb 

93-022A3 

Active 

1 

PLF-(H)R3200-xxx 

1000  lb 

98-129 

Active 

1 

PLF-R34XX  & PLF-HR34XX  Series 

1000  lb  to  10  000 
lb 

98-005A1 

Active 

1 

PLF-R3700-A2Q  & PLF-HR3700- 
A2Q 

1000  lb 

96-103 

Active 

10 

MXXX-YYYY  Series 

5K  lb  to  10K  lb 

91-102A3 

Active 

1 

LPF 

IK-  10K  lb 

93-011 

Active 

5 

61 XX-X  & 62XX-X 

2000  to  10  0001b 

96-054 

Active 

9 

By  Device  Type 


No.  4-15 


Company  Name 

GS E/General  Weighing  Systems 


Hobart  Corporation 

Holtgreven  Scale  & Electronics  Corp 
Honeyville  Metal,  Inc. 

Howe  Scale  Company 
Indiana  Scale  Company,  Inc. 
Intercomp  Corporation 

Ishida  Co.  Ltd. 

JB  Scale  Mfg. 

John  Chatillon  & Sons,  Inc. 
Measurement  Systems  International 
Mettler-Toledo,  Inc. 


Ohio  Valley  Scale  & Equipment  Corp 
Pacific  Scale  Co.,  Inc. 

Pennsylvania  Scale  Company 


Certificate  Pub  5 


Model  Number 

Capacity 

No. 

Status 

Edition 

ABS  4000 

10  lb -2000  lb 

92-087A3 

Active 

i 

ABS  4000  Jumbo 

600  lb  x 0.5  lb 

98-102 

Active 

i 

Flip-T op  Series 

IK  lb  to  10  K lb 

97-144 

Active 

i 

Lo-Pro  90 

2K  - 5K  lb 

95-079A1 

Active 

9 

Porta-T ronic  800  Series 

500x.2lb-1.5Kx1  lb 

91-147  A2 

Active 

10 

Pro-Weigh  84-A 

1000-20,000  lb 

88-288A1 

Active 

7 

Provex 

1000  lb  & 2000  lb 

00-093 

Active 

1 

SUPER-CARGO 

3K,  4K,  5K  lb 

95-038 

Inactive 

1/1/98 

8 

Weigh  Deck 

1000-20  000  lb 

91-100A1 

Active 

8 

HBR  300 

60  lb,  150  lb,  300 
lb 

99-003 A 1 

Active 

1 

135-XXYY-Z 

2K  lb  - 30K  lb 

91-093A2 

Active 

5 

864  Weigh  Buggy 

1000  x 1 lb 

91-082 

Active 

5 

5XX&  10XX  Series 

5K  to  lOKIb 

97-105 

Active 

10 

FS  Series 

5K-  lOKIb 

92-163A2 

Active 

9 

CW  Series 

5K&  10K  lb 

94-038 

Active 

7 

CW250  Series 

2000  lb 

95-024 

Active 

8 

MS70XX 

6-  150  lb 

91-059 

Active 

5 

HP  XY 

20,000  x 5 lb 

92-016 

Inactive 

12/31/94 

5 

HP  XY 

20,000  x 5 lb 

95-01 1 

Inactive 

1/1/96 

8 

HB-1000-BM  & HB-1000-BAM 

1000  lb/500  kg* 

88-151 A2 

Active 

1 

MSI-6000 

6 - 220  lb 

93-133 

Active 

7 

2036 

250x0.1  lb 

87-111 

Inactive 

1/1/97 

5 

2136 

1000x0.5  lb 

87-110 

Inactive 

1/1/98 

5 

2155 

1000  to  5000  lb 

89-104A1 

Inactive 

9/2/93 

5 

2157 

2K  - 20K  lb 

90-147 

Inactive 

1/1/97 

5 

2158 

1K-20K  lb 

91-097A2 

Active 

6 

2160 

1 ,000  - 20,000  lb 

94-010 

Active 

7 

2185 

1,600X0.2  lb 

87-109 

Active 

5 

2254 

5Kx5  lb;  2Kx2  kg 

96-001 

Active 

9 

2255 

20,000  lb 

88-049 

Inactive 

9/2/93 

5 

2256 

2500  lb  to  lOKIb 

95-1 11  A3 

Active 

1 

2266 

IK  lb  to  5K  lb 

97-1 53A1 

Active 

1 

2295 

20,000  lb 

88-050 

Inactive 

9/2/93 

5 

2885  Option 

1000 -0.5  lb 

90-002A1 

Inactive 

1/1/97 

5 

2888 

2500  lb  (1500  kg) 

96-106A1 

Active 

1 

4181-1001 

1000x0.5  lb 

86-001 

Inactive 

10/1/93 

5 

6213 

150  x .01  kg 

89-094 

Inactive 

9/2/93 

5 

6313 

300  x .02  kg 

89-095 

Inactive 

9/2/93 

5 

MG4500 

60K  lb  and  40K  lb 

89-103A1 

Active 

10 

VLF 

5000  lb  (2500  kg) 

99-132 

Active 

1 

PLP-3026-1.2 

1200x0.5  lb 

88-182 

Inactive 

1/1/94 

5 

TNL  4848-2K 

2000  x 0.5  lb 

88-103 

Inactive 

10/8/93 

5 

TNL  Series 

1,000-25,000  lb 

91-002A2 

Active 

7 

64  Airline  Baggage 

250  lb  to  1000  lb 

98-013 

Active 

1 

By  Device  Type 


No.  4-16 


Company  Name 

Mode!  Number 

Pennsylvania  Scale  Company 

6400 

6600  Series 

Pitney  Bowes 

A219 

PBJ210 

Powell  All-Steel  Scales,  Inc. 

IWS 

Rice  Lake  Weighing  Systems 

DH  Series 

HP  Series 

RL1 100*  & RL1 124* 

S.  Jacobs  Scale  Company 

J1827 

Salter  Weighing  Products 

MS  Series 

Santa  Rosa  Scale  Company 

SR-XXX 

Saturn  Scale  Systems,  Inc. 

SSB-XXYY 

Scale  Store 

BS-600 

PD-9700 

PD-9800 

PDI-9700/9800 

SSX  Series 

Scales  Unlimited  Inc. 

FEPS-XXXX-YY 

Southwestern  Scale  Co.,  Inc. 

LP4848-5 

Sterling  Scale  Company,  Inc. 

DC15LP-XXYY-Z*  Series 

Econ 

Sun  Digital  Microsystems 

SD  Series 

T anita  Corporation 

BWB-800A 

TBF  Series* 

TARE  Incorporated 

L-600A 

Thurman  Scale  Company 

1000  and  1001 

2000 

3500 

3500 

T orrey  S A 

EQM  Series 

PLP  Series 

Totalcomp,  Inc. 

TXxX  Series 

TXxX-YYY 

Transonic  Measurements  Corp. 

5000 

T riner  Scale  & Manufacturing 

600B 

600B 

TS 

UHL  Scale  Service,  Inc. 

XxXHP-YYK 

UniB  ridge  Scale  Systems 

UBE 

Weigh  Systems  South 

FS5000 

Weigh-Tronix  Canada  U.L.C. 

CS-10000 

Weigh-Tronix,  Inc 

3835 

DFE & FLE 

SC-100 

Capacity 

Certificate 

No. 

Status 

Pub  5 
Edition 

250  lb  to  1000  lb 

90-161 A2 

Active 

i 

See  Certificate 

90-097A 2 

Active 

i 

600  x 0.5  lb 

90-088 

Active 

5 

1K-25K  lb 

92-1 89 A2 

Active 

6 

10K  lb  - 60K  lb 

88-217 

Active 

5 

500  lb  to  2000  lb 

98-004 

Active 

1 

See  Certificate 

92-00 1A5 

Active 

1 

IK  lb  x 0.5  lb 

93-004A1 

Active 

1 

1000x0.5  lb 

92-024 

Active 

5 

See  Certificate 

99-102 

Active 

1 

2K  - 20K  lb 

90-063A1 

Active 

7 

750  lb  (340  kg) 

97-095 

Active 

1 

600  - 0.2  lb 

92-135 

Inactive 

1/1/98 

5 

IK  lb -0.2  lb 

92-138 

Inactive 

1/1/99 

5 

IK  lb -0.02  lb 

92-136 

Inactive 

1/1/98 

5 

IK  lb 

93-057 

Inactive 

1/1/98 

6 

1000  to  5000  lb 

93-023 A 1 

Inactive 

1/1/98 

7 

2.5K-5.0K  lb 

94-057 

Active 

7 

5,000  lb 

94-016 

Active 

7 

5K  lb  to  1 0K  lb* 

97-015 

Active 

1 

1,000-  10,000  lb 

92-146 

Active 

5 

5K  lb  to  lOKIb 

98-079 

Active 

1 

440  lb  (200  kg) 

98-059 

Active 

1 

220  kg  x 0.1  kg 

99-098 

Active 

1 

(440  lb  x 0.2  lb) 

IK  lb -0.5  lb 

92-166 

Inactive 

1/1/97 

5 

1000x0.5  lb 

95-156 

Active 

8 

Ik  - 10k  lb 

92-014 

Active 

5 

5,000  lb 

88-258P 

Inactive 

12/27/93 

5 

1000  lb 

89-089 

Inactive 

1/1/98 

5 

400  lb  - 2000  lb 

98-007A1 

Active 

1 

2K  lb  - 8K  lb 

00-047 

Active 

1 

2K  to  10K  lb 

97-019 

Active 

10 

2K- 10K  lb 

93-030 

Inactive 

1/1/99 

6 

5000  lb  x 1.0  lb 

99-127A1 

Active 

1 

300  - 0.5  lb 

92-094 

Active 

5 

300  - 0.5  lb 

92-095 

Active 

5 

5K-  10K  lb 

93-074 

Active 

6 

2K,  5K&  10K  lb 

92-061 

Active 

5 

25,000  x 5 lb 

88-246 A 1 

Active 

5 

5000  lb 

99-143 

Active 

1 

10  000  lb 

98-146 

Inactive 

1/1/99 

1 

250  x 0.05  lb 

87-093A1 

Active 

5 

500  to  20,000  lb 

88-29 1A2 

Inactive 

11/30/93 

5 

500  x 0.5  lb 

89-105 

Inactive 

11/30/93 

5 

By  Device  Type 


No.  4-17 


Company  Name 

Weigh-Tronix,  Inc 
Weigh-Tronix,  Inc. 


Winslow  Scale  Company 
Yamato  Corporation 


Grain  Moisture  Meter 

CSC  Scientific  Company,  Inc. 
DICKEY-john  Corporation 

Foss  North  America,  Inc. 

MOTOMCO,  Ins. 

Seedburo  Equipment  Company 

Grain  Test  Scale 

Mettler-Toledo,  Inc 
Ohaus  Corporation 
Seedburo  Equipment  Company 
Vertex  Industries,  Inc. 

Hanging  Scale 

Allegany  T echnology  Inc. 
Cardinal  Scale  Mfgr.  Co. 


CCi  Scale  Company 

Detecto  Scale  Company 
Hydroscale,  Inc. 

John  Chatillon  & Sons,  Inc. 


Measurement  Systems  International 
New  Brunswick  International,  Inc. 


Model  Number 

Capacity 

Certificate 

No. 

Status 

Pub  5 
Edition 

STE  and  SLE 

5k  to  30k  lb 

88-232A1 

Inactive 

1 1/30/93  5 

DS  & DSFS 

500  to  20,000  lb 

88-221 

Active 

5 

DSB  Series 

500x1  lb;10Kx2  lb 

95-147 

Active 

9 

DSLXXXX-YY 

2K  - 20  K lb 

90-132A2 

Active 

10 

DW  3030/DWS3030 

1Kx0.2  lb 

93-130 

Active 

7 

HSDS-XXXX-YYY 

50K  lb  to  100K  lb 

98-185 

Active 

1 

LP 

2K  - 20K  lb 

88-222 

Active 

5 

XL  54XX-SB1T 

1K-2K  lb 

93-065 

Active 

6 

Series  7 

92-035 

Active 

5 

DP- 1414/2015/3030/4040/4848 

1000  lb 

97-121 

Active 

1 

DP-6100GP 

60  lb,  150  lb,  300 

96-102A1 

Active 

1 

PBS-1100 

lb 

1100  lb  x 0.5  lb 

95-115 

Active 

9 

Sinar  Grain  Pro  Model  6310 

95-030A1 

Active 

GAC- 

2000NTEP/GAC21 00/G  AC21 00a 

94-130A6 

Active 

Grainspec-A 

96-008A4 

Active 

Infratec  1227  & Infratec  1229 

95-063A4 

Active 

919E&919ES 

96-08 1A4 

Active 

GMA-128 

95-052A4 

Active 

PM3500-1/49 

200  g - 3.5  kg 

88-202A1 

Inactive 

1/1/98 

5 

GT  4400-G 

400  g - 4K  g 

91-103 

Inactive 

1/1/98 

5 

8800A 

500  g - 2K  g 

91-153A1 

Active 

5 

DWM2-1SE 

120  x. 01  g 

86-015 

Active 

5 

CHAMPION 

IK  lb -0.5  lb 

93-005 

Active 

5 

40  S 

32  lb  x 1 oz 

88-110 

Active 

5 

40  S 

32  lb  x 1 oz 

88-1 1 1 

Inactive 

11/16/93 

5 

HS  DC-200 

200  lb  x 0.1  lb 

94-031 

Active 

7 

TMCS-40DF 

40  lb  x 1 oz 

92-114 

Inactive 

1/1/97 

5 

HS  Series 

6 lb  to  30  lb  (2  kg 
to  13.6  kg) 

99-068 

Active 

1 

LT  Series 

See  Certificate 

00-0 18A1 

Active 

1 

WMNC,  FMNC  & D Series 

500  - 2K  lb 

93-106 

Active 

9 

0024/A 

301b  x 1/2  oz 

87-092 

Active 

5 

0028/A 

301b  x 1/2oz 

88-060 

Active 

5 

027/A 

20  - 40  lb 

86-030A2 

Active 

6 

7280XHT 

150x1/4  lb 

88-032 

Active 

5 

DHA  30 

30x0.01  lb 

89-028 

Active 

5 

DHB300 

300-0.1  lb 

90-0 18A1 

Active 

5 

3260  and  3360 

250  lb  - 10K  lb* 

86-021 A2 

Active 

10 

4260 

2000  lb 

89-090 

Active 

5 

DS-580 

16x0.01  lb 

91-145 

Inactive 

10/31/94 

5 

No.  4-18 


By  Device  Type 


Company  Name 

New  Brunswick  International,  Inc. 

Salter  Weigh-T  ronix  Limited 
Scale  People,  Inc. 

Stress-Tek,  Incorporated 
TCI  Scales,  Inc. 

TEC  America,  Inc. 

T ri-Coastal  Industries 
Weigh-T ronix,  Inc 

Weigh-T ronix,  Inc. 

Yamato  Corporation 


Model  Number 

LCB-1000H 
SM  70  Series 

235-1  OS,  235-1  OX,  & 233  Series 

2805-S 

ST-300 

OKD-6 

SL-9000-30M  (or  -30M)-FFH-US 

OKD-6 

HS-100 

HSDC  200 

PCSR  3400 

CH-2000  Series 

HDS-820 


Capacity 

Certificate 

No. 

30  x .01  lb 

91-049 

30x0.01  lb 

92-164A1 

See  Certificate 

95- 125 A3 

20  lb  x 0.5  oz 

92-026 

300  lb 

88-264 

1250  lb,  2.5K  lb  & 
5K  lb 

99-014 

See  Certificate 

99-037 

1.25K-5K  lb 

90-131 

195  x.1  lb 

90-137 

195  x.1  lb 

89-106 

2000  x 1 lb 

90-029 

2500  lb  - 40 K lb 

99-012A1 

20  lb  x 1/2  oz 

89-044 

Status 

Pub  5 
Edition 

Inactive 

10/18/93 

5 

Active 

7 

Active 

1 

Active 

5 

Inactive 

1/1/97 

5 

Active 

1 

Active 

1 

Inactive 

1/1/99 

5 

Inactive 

1/1/98 

5 

Inactive 

1 1/30/93 

5 

Inactive 

1/1/97 

5 

Active 

1 

Inactive 

1/1/98 

5 

Hopper  Scale 


ADM  Processing  Company 

964161-1 

50K  lb  - 312.5K  lb 

99-202 

Active 

1 

Alcoa  Recycling  Machinery  Services 

WH27 

300x0.1  lb 

91-047 

Inactive 

1/1/96 

5 

Asphalt  Drum  Mixers,  Inc. 

SES  50 

100  000  lb 

96-129 

Active 

10 

Astec 

SEB  Series 

40  to  1 00  tons 

87-037 

Active 

9 

WB,  WB-A,  AC,  DA 

1 K - 20K  lb 

89-128A3 

Active 

5 

C & A Scale  Service,  Inc. 

MCP  100-XXX 

60K  - 240 K lb 

96-037 

Active 

9 

Cardinal  Scale  Mfgr.  Co. 

FS  Series 

5K  lb  - 300K  lb 

88-011 

Active 

1 

SH  Series 

IK  lb  to  100K  lb 

88-016 

Active 

1 

CEMCO,  Inc. 

150  Series  & 240  Series 

40  000  lb 

99-029 

Active 

1 

CMI  Weighing  Equipment 

SE/SW  653B 

60  x .01  tons 

90-119 

Active 

5 

CompuWeigh 

PHS  - 2.5 

200  lb  x 0.1  lb 

96-036 

Active 

9 

Concrete  Equipment  Co.  Inc. 

1170,2150 

4000  lb 

92-007 

Active 

5 

HS  Series* 

8K  - 50K  lb 

96-038 

Active 

9 

LS  Series* 

5K  lb  to  50K  lb 

99-107 

Active 

1 

Control  Technology 

LIQUI-TECH  LT250 

2500  lb 

94-087 

Inactive 

1/1/96 

8 

Dillman  Equipment,  Inc. 

SOWB 

4600  lb  - 28  750  lb 

99-135 

Active 

1 

Dultmeier  Sales 

DU  SS  XXXX  Series 

21 K - 36K  lb 

96-033 

Active 

9 

Fabricated  Systems 

BL1 01 001 0000/BL1 01 005-000 

4K  lb  - 10K  lb 

96-188A1 

Active 

1 

Fairbanks  Scales 

1072  & 2073 

10K-20K  lb 

93-131 

Active 

7 

Gencor  Industries  Inc. 

70TS-SP  & 95TS-SP 

70  ton  & 95  ton 

96-132 

Active 

10 

Global  Equipment  Marketing,  Inc. 

SM  12  CY 

8000  lb 

96-002 

Active 

9 

Grand  Rapids  Scale  Company,  Inc. 

NBW-99 

600  lb  - 1500  1b 

00-013 

Active 

1 

InterSystems,  Inc. 

BMW-013  to  BMW-780* 

600  lb  to  45K  lb 

95-1 17A2 

Active 

1 

Junge  Control,  Inc. 

Generation  II 

2.5K  x 0.5  lb 

92-200 

Active 

6 

Kahler  Automation 

MT250 

1250/2500  x 0.51b 

93-129 

Active 

7 

Mathews  Ready  Mix  Inc. 

A.W.H.-1&  C.W.H.-1 

10K-  40K  lb 

92-069 

Inactive 

1/1/94 

5 

Matrix  Master,  Inc. 

1-A 

10  000  lb 

96-003 

Inactive 

1/1/99 

9 

McNeilus  T ruck  & Mfg.  Inc. 

AH-40,  CH-10,  WH4 

4K-  40K  lb 

90-153A1 

Active 

6 

Mid-America  Scale  Company 

H-1,  H-2,  H-3 

7,000  lb 

89-165 

Inactive 

12/31/94 

5 

By  Device  Type 


No.  4-19 


Company  Name 

Model  Number 

Capacity 

Certificate 

No. 

Status 

Pub  5 
Edition 

Murray  Equipment  Inc. 

MEI-XXT-MIXPLT 

10  000  lb  to  50 

000  lb 

94- 131  A3 

Active 

I 

Ranco  Fertiservice,  Inc. 

W-410,  W-416,  and  W-435 

10K  lb  to  62. 5K  lb 

99-007 

Active 

I 

Recycling  Equipment  Manufacturing 

MCB-15 

100x0.1  lb 

96-109 

Active 

9 

Rice  Lake  Weighing  Systems 

PLS  Series 

5K  lb  - 10K  lb 

94-126A2 

Active 

1 

T.  E.  Ibberson  Company 

LS-200-4T 

8000  lb 

98-095 

Inactive 

1/1/99 

1 

Thurman  Scale  Company 

TBS  Series 

1 K lb  - 88K  lb 

88-142 

Active 

9 

TTS  Series 

1 K lb  - 25K  lb 

88-141 

Active 

9 

TriCo  Farm  Service,  Inc. 

TFS  1 

25  000  lb 

96-039 

Active 

9 

U.S.  Durum  Milling 

160K  Bin 

120K  lb  - 160K  lb 

92-148 

Inactive 

1/1/96 

5 

Waconia  Manufacturing,  Inc. 

SH  Series 

4K  lb  - 20K  lb 

00-079 

Active 

1 

VT  Series 

12K  lb  to  20 K lb 

99-094 

Active 

1 

WMI-BW-XX  Series 

35  000  lb  x 10  1b 

96-187 

Active 

10 

WeighTech,  Inc. 

HS-xxx-yyyyy 

50  lb  to  100  lb 

98-065 

Active 

1 

Western  Sugar  Company 

Beetpiler  9001  & Beetpiler  9002 

5000  lb 

00-023 

Active 

1 

Beetpiler-01 

5000  lb  x 10  1b 

96-189 

Inactive 

1/1/99 

10 

Indicating  Element  - Scale 

A&D  Engineering 

AD  4316 

88-031 

Active 

5 

AD  4321 A & AD  4321 B 

88-023A1 

Active 

5 

AD  4323 

88-095 

Active 

5 

AD-4326  and  AD-4327 

94- 045 A 1 

Active 

7 

AD-4328 

99-074 

Active 

1 

AD-5000 

95-040 

Active 

8 

AD-5100 

99-117 

Active 

1 

AD4322A.AD4322A  MKII 

89-037 A2 

Active 

6 

AD4325A,  AD4325V 

92-177 

Active 

5 

Acme  Scale  Systems,  Inc. 

Acme  Powerhouse 

97-152 

Active 

1 

Alkon  Corporation 

LCI-1 

86-033 

Inactive 

10/3/97 

5 

Spectrum  E-Z  Cal 

97-124 

Active 

1 

Allegany  Technology  Inc. 

Mega  8 

93-083A1 

Active 

1 

Analogic  Corporation 

AN3050 

91-083 

Inactive 

12/28/94 

5 

AN3060 

95-133 

Active 

9 

AN3070 

00-114 

Effective 

AN5315 

87-073 

Inactive 

12/28/94 

5 

AN5316 

87-074 

Inactive 

1/1/98 

5 

AN5322 

87-075 

Inactive 

12/28/94 

5 

ITG  3030 

88-175 

Active 

5 

Astec 

Process  Mate  96 

89-039 

Inactive 

10/1/93 

5 

Process  Mate  96  & 96-6 

93-094A1 

Active 

10 

Atrax  Group  NZ  Limited 

ABS  900 

500  lb 

00-022 

Active 

1 

Automated  Controls  Technology 

ACT  Batching  System 

93-046 

Active 

6 

B-Tek,  Inc. 

BT  840 

00-083 

Active 

1 

BT84  * BT84-XL 

99-154 

Active 

1 

B.C.E.  Technologies 

Advantage  Handscale 

15  lb  x 0.01  lb 

97-018 

Active 

10 

Baader  North  America  Corp. 

8600 

86-008 

Inactive 

1/1/94 

5 

No.  4-20 


By  Device  Type 


Company  Name 

Model  Number 

Berkel  Incorporated 

L*  Series 

Bizerba  Canada,  Inc. 

ITL 

Bizerba  United  States,  Inc. 

150 

20 

350 

ITE-W 

ITU 

MCE-XX 

MCI-W 

BLH  Electronics,  Inc. 

LCI 

LCM-200 

Brechbuhler  Scales,  Inc. 

UMC  555-XXXX 

UMC  600  XX-XX* 

Cardinal  Scale  Mtgr.  Co. 

10K 

3000  Series 

6000  & 6800 

708  Series 

718 

738/738  SCD 

748X-XX 

758 

778  and  778S 

DR2  & CR2 

CAS  (USA)  Corporation 

CI-2001  Series 

Cedarapids,  Inc. 

HMS  3006 

HMS  3006 

CMI  Weighing  Equipment 

UMC  2000  XX-XX 

UMC  600  AA-AA 

UMC  UMC  555AAAA 

Command  Data 

Eagle,  Eagle  Jr.,  Eagle  Flex 

CompuWeigh 

Compudraft  Ser  2000/3000 

CONDEC 

DLR  333  Series 

TEK9000  Series 

UMC  5600  Series 

UMC  612  Series 

UMC2000  Series 

UMC 222XXXX 

UMC444  and  UMC555  Series 

UMC600  & UMC600  IS  Series' 

Diamond  Control  Systems 

Guardian  WS 

Digi  Matex,  Inc. 

DI-10 

Digi  Postal  Acctronix 

DP101-U 

Division  Systems 

DSP-BSI  & DSP-BSI-A 

Doran  Scales,  Inc. 

4100L 

4200M,  4200RSS,  4200 

Capacity 

Certificate 

No. 

Status 

Pub  5 
Edition 

97-098 

Active 

10 

96-139 

Active 

10 

91-075 

Active 

5 

91-074 

Active 

5 

91-076 

Active 

5 

94-001 

Active 

7 

99-200 

Active 

1 

91-072 

Inactive 

1/1/98 

5 

91-073 

Inactive 

12/15/94 

5 

87-082 

Inactive 

1/1/99 

5 

98-209 

Active 

1 

91-130 

Active 

8 

91-129A1 

Active 

8 

86-036 

Inactive 

11/16/93 

5 

88-133 

Active 

1 

89-031 

Inactive 

11/16/93 

5 

94-106A1 

Active 

9 

96-144 

Active 

10 

86-035A3 

Active 

5 

93-1 27 A2 

Active 

1 

97-065 

Active 

10 

97-077A1 

Active 

1 

92-109 

Inactive 

1/1/97 

6 

98-103A1 

Active 

1 

92-072 

Inactive 

1/1/96 

5 

96-048 

Inactive 

1/1/97 

9 

90-024 

Active 

5 

90-026 

Active 

5 

90-025 

Active 

5 

96-025A 2 

Active 

1 

90-093 A 1 

Active 

10 

00-008 

Active 

1 

00-009 

Active 

1 

00-006 

Active 

1 

00-007 

Active 

1 

00-003 

Active 

1 

00-095 

Active 

1 

00-005 

Active 

1 

00-004 A 1 

Active 

1 

91-005 

Active 

5 

91-070 

Active 

5 

90-049 

Inactive 

1/1/99 

5 

91-113A1 

Active 

10 

92-080 

Active 

5 

91-154A1 

Active 

10 

By  Device  Type 


No.  4-21 


Company  Name 

Doran  Scales,  Inc. 


Drafto  Corp. 

Easy  Systems  Inc. 

Eaton  Corporation 
Epelsa  International,  Inc. 
Fairbanks  Scales 


Filing  Scale  Company 
FIRST-Weigh 


Flex-Weigh  Corporation 

Force  Measurements,  Inc. 


Model  Number  Capacity 

4300  & 4100XL 
7000M  & 7000R 
7000M/7000XLM/8000XLM 
8000MIS 

8600M  AND  8600RSS 
LC-100 

Delta/Sigma  2000 
ESI  200 
ESI-300 

DLR333  XX-XX* 

FIRST-Weigh  DM2 

70-1414  &70-1414a  100x0.05  lb 

90-100 

90-110 

90-161A 

90-164 

90- 164- XX 

90-166 

90-3045 

90-3052  & IND-HR-5001-xxx 

90-515  & 90-516 

90-5XX 

90-9201 

90-9210 

ACC  572 

H90- 167-1 

H90-1701;  H90-1702 

H90-3043 

H90-3051 

H90-5100,  H90-5150,  & H90-5200* 

IND-HR2300-xxx  & HR2300-xxx 

IND-HR5000;IND-R5000 

IND-R2400-xxx  & IND-HR2400-xxx 

IND-R2500-XXX/IND-HR2500-XXX 

IND-R5900-xxx 

OBI-R5700-xxx 

System  IV 

DR5000 

CS31 

Cyber  500  & Cyber  501 

DI21/11 

DWM  IV 

FLB 

F3,  F4,  F5,  F6 
LX  Series 


Certificate 

No. 

Status 

Pub  5 
Edition 

97-038A1 

Active 

i 

91-106A2 

Active 

10 

99-129 

Active 

i 

89-051A1 

Active 

5 

94- 033 A 1 

Active 

10 

96-151 

Active 

10 

95-169 

Active 

9 

97-148 

Active 

1 

97-149 

Active 

1 

97-016 

Active 

10 

91-092 

Active 

5 

90-094A2 

Active 

7 

86-011 

Inactive 

12/30/93 

5 

88-078 

Inactive 

12/30/93 

5 

88-073 

Inactive 

12/30/93 

5 

86-012 

Inactive 

12/30/93 

5 

88-076 

Active 

5 

90-042 

Inactive 

12/30/93 

5 

88-079 

Inactive 

12/30/93 

5 

92-050A1 

Active 

9 

90-043 

Active 

5 

91-152A 2 

Active 

6 

92-21 2A1 

Active 

9 

92-214 

Active 

6 

93-017 

Active 

7 

86-013 

Active 

5 

88-308 

Active 

5 

87-021 

Inactive 

12/30/93 

5 

90-084 

Active 

5 

90-128A2 

Active 

1 

98-131 A1 

Active 

1 

94-099 

Active 

8 

96-108A1 

Active 

1 

95-044 A2 

Active 

1 

98-176 

Active 

1 

96-119 

Active 

10 

92-034 

Active 

10 

92-157 

Active 

5 

99-207 

Active 

1 

99-104 

Active 

1 

90-048 A 1 

Active 

5 

87-003A 

Active 

5 

88-1 00A1 

Active 

5 

88-097A1 

Inactive 

8/20/93 

5 

93-103 

Inactive 

12/31/94 

7 

No.  4-22 


By  Device  Type 


Company  Name 

Force  Measurements,  Inc. 

Gedge  Systems 
Gencor  Industries  Inc. 

General  Electrodynamics  Corp. 
Gerhart  Scale  Corporation 
GLOBAL  Weighing  Technologies 
GSE  Scale  Systems 


GS E/General  Weighing  Systems 


Hardy  Instruments,  Inc. 


Howe  Scale  Company 


IBM  Corporation 

Indiana  Scale  Company,  Inc. 

Industrial  Data  Systems,  Inc. 


Innovax  Concepts  Corporation 
Intercomp  Corporation 


International  Computing  Scale 
International  Weighing  Systems 
Ishida  Co.  Ltd. 


Model  Number  Capacity 

LX  Series 
GS1650B 
SL300XX  Series 
W1300 
GS200-1Y 

PR  1613/00,  /01,  /03  and  /04 
450,  455  & 550 
620 
622R 
650  Series 

AGRIFEED  3500  & AGRIFEED 

5500 

M350 

4535 

531 

ECONO-WEIGH 
Freedom  II 
Freedom  ll/B 
GE  500 
GE  515 
GE  520 
GE  610 
GE5 10  Series 
H2101  WC 
HI  2150  WC-(XX) 

HI  2151/20WC/HI  2151/30WC* 

2100-XY 

2150 

2200- XY  & 2300- XY 

2400- XY  & 2500- XY 

9000 

HR-50 

“960RD 

IN-20 

IDS420  and  IDS  410 

IDS440 

SDI  and  SDI  II 

PST-3 

AM4660  50  000  lb 

GP1000&  GP2000 

PW2000&  PW2100 

DR2100  and  DR2100A 

NCD  1400 

MTC  10&MTC  20 

WL600 


Certificate 

No. 

Status 

Pub  5 
Edition 

95-026 

Inactive 

1/1/96 

8 

90-033 

Active 

5 

96-148 

Active 

9 

94-094 

Active 

7 

95-176 

Active 

9 

97-120 

Active 

1 

95-145A1 

Active 

9 

88-188A1 

Inactive 

10/29/95 

5 

88-241A1 

Active 

5 

96-057A1 

Active 

1 

99-205 

Active 

1 

98-092A1 

Active 

1 

88-087 

Inactive 

1/1/94 

5 

88-088 

Inactive 

1/1/94 

5 

89-025A2 

Inactive 

1/1/94 

5 

88-254 

Inactive 

10/29/93 

5 

91-098 

Active 

5 

00-034 

Active 

1 

00-097 

Active 

1 

98-012 

Active 

1 

99-140 

Active 

1 

96-041 

Active 

9 

90-058 

Active 

5 

90-075 

Inactive 

1/1/97 

5 

91-135A2 

Active 

1 

99-010 

Active 

1 

99-038 

Active 

1 

99-008 

Active 

1 

99-009 

Active 

1 

88-044 

Inactive 

12/13/93 

5 

89-087A1 

Inactive 

1/1/96 

5 

92-133 

Inactive 

1/1/96 

5 

92-060 

Inactive 

7/15/93 

5 

96-133A1 

Active 

1 

95-073 

Active 

9 

92-096A1 

Active 

1 

93-040 

Inactive 

1/1/97 

5 

90-160 

Active 

8 

97-035 

Active 

10 

99-199 

Active 

1 

97-056 

Active 

10 

88-231 

Inactive 

11/25/97 

5 

89-003 

Active 

5 

91-060A1 

Active 

7 

By  Device  Type 


No.  4-23 


Company  Name 

Model  Number 

Capacity 

Certificate 

No. 

Status 

Pub  5 
Edition 

Ishida  Co.,  Ltd. 

BWI-15  & BWI-15W 

00-044 

Active 

I 

Jonel  Engineering 

JL-DSD-253B 

90-072 

Active 

5 

Kanawha  Scales  & Systems,  Inc. 

KS-6000 

93-116 

Active 

6 

Logtech,  Inc. 

LOG50,  LOG50E,  LOG210 

95-006 

Active 

8 

LTS  Scale 

DR2100  and  DR2100A 

97-002 

Active 

10 

Marel  USA,  Inc. 

M2000-Pxx 

99-144 

Active 

1 

Measurement  Specialists 

MS- 1 00/MS- 1 0E/MS- 1 0 

95-031 

Active 

8 

Measurement  Systems  International 

3550 

98-098 

Active 

1 

3750 

99-114 

Active 

1 

MSI  3650 

96-182 

Active 

10 

Mettler-Toledo,  Inc. 

0914-1013 

00-052 

Active 

1 

262 

87-124A1 

Inactive 

1/1/98 

5 

263 

89-146 

Inactive 

1/1/98 

5 

264 

97-025 

Active 

10 

355 

96-070 

Active 

9 

8140 

87-104 

Inactive 

1/1/98 

5 

8142 

87-106 

Inactive 

1/1/98 

5 

8146  & 8146D 

87-01 6A1 

Inactive 

10/20/97 

5 

8305 

89-029A1 

Inactive 

10/20/97 

9 

8360 

95-149 

Active 

9 

8361 

98-087 

Active 

1 

8427 

30x0.01  lb 

90-037A1 

Inactive 

1/1/97 

9 

8505 

94-023 

Inactive 

10/20/97 

7 

8510 

89-145A1 

Inactive 

1/1/98 

5 

8511 

93-060 

Inactive 

1/1/98 

6 

8520 

89-083A1 

Inactive 

10/20/97 

5 

8520A 

89-082A1 

Inactive 

10/20/97 

5 

8522  (Digital) 

92-162 

Inactive 

10/20/97 

5 

8522A  (Analog) 

92-121 

Inactive 

10/20/97 

5 

8525 

91-128 

Active 

5 

8530  & 8530-Cougar 

88-259A3 

Active 

1 

9361 

92-159 

Inactive 

1/1/98 

5 

9362 

92-160 

Inactive 

1/1/98 

5 

9363 

92-161 

Inactive 

1/1/98 

5 

9370TS 

96-111 

Inactive 

1/1/98 

9 

Hawk 

99-054 

Active 

1 

ID1  Plus/Plus- A & ID3s/s-A 

00-074 

Active 

1 

ID7 

00-073 

Active 

1 

Jaguar/JagMax/JagXtreme 

94-096A4 

Active 

1 

LYNX 

95-085 

Active 

8 

M5000 

87-107A1 

Inactive 

1/1/98 

10 

M8141/8141 

87-105A1 

Inactive 

10/20/97 

5 

Panther 

96-1 25 A2 

Active 

1 

Puma 

96-160 

Active 

10 

Spider 

96-021 A1 

Active 

1 

.4-24 

By  Device  Type 

Company  Name 

Morrison  Weighing  Systems,  Inc. 

Newport  Electronics,  Inc. 

Newton  Computer  Services 
Ohaus  Corporation 


OMEGA 

Omni  Measurement  Systems,  Inc. 
Pennsylvania  Scale  Company 


PS  I/Command  Data 
Ramsey  Technology  Inc. 

Rice  Lake  Weighing  Systems 


Ryco  Equipment 
Salter  Weighing  Products 

Scale  Store 


Scales  Unlimited  Inc. 
Seltec  Corporation 


Model  Number  Capacity 

DC  100,  MP  201,  DC  300 
GY-300 

INFW-XXXX-XXX 
Gravitek  1106a 

AS  Series  62  g - 202  g 

CD-11 

CD-31  and  CD-33 

I 10 

1150-S 

I5S 

PBI 

DP4 1 - W -YYYYYY 
OMS-500  Series 
5600 

7400/7400M/7500M/7600M/REM 

DIS 

Scale  Readout 
10-152 
555HE 
CW-80I-XY* 

EL  1233HE 
FB-XXX 

FXBYYZZ-AAK  500-  10  000  lb 

IQ+210 

IQ+310  Ser/3 1 0 H E/320H  E/330 H E 

IQ+350-XY  & IQ+355-XY* 

IQ+390-DC,  IQ+590-DC,  390HE-Y 

IQ+510&  IQ+7 10  Series 

IQ+800-XY  & IQ+810-XY 

IQ600HB/IQ700HB7WS700/IQ700 

IS 

IQ700HE 

IQ700SS 

UMC  2000  XX-XX 
UMC444  & UMC555 
UniWeigh 
WS  900 
821 

S-  Series 

S-750&  S-760  Series 

MXP-9700 

MXP-9800 

MXP-9900 

TSI-1600 

AGES  3PL 

TT 500/B  L500/AB  500 


Certificate 

No. 

Status 

Pub  5 
Edition 

90-157A1 

Active 

9 

98-138 

Active 

1 

92-152 

Active 

5 

99-111 

Active 

1 

93-125 

Active 

7 

99-100 

Active 

1 

99-071 

Active 

1 

88-081A1 

Active 

5 

90-185 

Active 

5 

93-1 12A1 

Active 

9 

88-229 

Inactive 

1/1/96 

5 

94-060 

Active 

7 

00-046 

Active 

1 

88-1 14A1 

Active 

5 

97-009A1 

Active 

1 

91-016 

Active 

5 

93-066 

Active 

6 

91-040 

Inactive 

1/1/98 

5 

96-1 18A1 

Active 

10 

89-1 18A1 

Inactive 

9/15/93 

5 

91-138 

Active 

5 

95-062 

Active 

8 

00-045 

Active 

1 

91-132A3 

Active 

10 

97-130A1 

Active 

1 

98-203A 2 

Active 

1 

98-081 

Active 

1 

92-0 13A3 

Active 

1 

89-023A2 

Active 

1 

91-038 

Inactive 

9/15/93 

5 

91-039 

Inactive 

9/15/93 

5 

89-020 

Inactive 

1/1/98 

5 

89-1 17A1 

Inactive 

1/1/98 

6 

91-064 

Inactive 

9/15/93 

5 

90-022 

Inactive 

9/15/93 

5 

99-077 

Active 

1 

00-065 

Active 

1 

00-064 

Active 

1 

92-139 

Inactive 

1/1/99 

5 

92-137 

Inactive 

1/1/98 

5 

91-037A1 

Inactive 

1/1/99 

5 

93-056 

Inactive 

1/1/98 

6 

91-014 

Active 

5 

87-039A2 

Active 

9 

By  Device  Type 


No.  4-25 


Company  Name 

Sensortronics,  Inc. 

Shekel  Electronic  Scales 
Sooner  Scale,  Inc. 


Sterling  Scale  Company,  Inc. 


Structural  Instrumentation,  Inc. 

Systems  Associates,  Incorporated 

T ara  Systems 
Tele-Weight,  Inc. 

Thurman  Scale  Company 


Totalcomp,  Inc. 

Transcell  Technology,  Inc. 

T ranstronic  Scale  Co. 

T riner  Scale  & Manufacturing 

T ru-T  Certified  Scales 

T yrel  Corporation 
Unipulse  Corporation 


Model  Number  Capacity 

2001 

22XX 

Merav  Series 
350 

450,  455,  and  550  Series 

650  Series 

6000  Plus 

DW650 

DW750 

DW780A 

DW800  and  DW810 
L5320 

L5XXX  Series 

525 

530 

TR-1 

TW-1 

2100  and  2200 

31, 41,  61 

320  and  325 

405 

430 

445 

455 

465 

620 

IB  2000 
ICW  2500 
I HA-2300 
IS-3000-XXX 
IT-2000- XXX 
T-80 

T500,  T500E,  T500ESS 
TD-1-1050 
Tl  Series 

TI-1500  Ser  &TI-1600Ser 

TI-2000 

600  E 

600  E 

AG  500-1 

EC2000 

TC-10 

UniWeigh 

F800 

F850 


Certificate 

No. 

Status 

Pub  5 
Edition 

93-042 

Inactive 

1/1/97 

8 

92-182 

Active 

5 

94-059 

Active 

7 

98-172 

Active 

1 

98-171 

Active 

1 

98-170 

Active 

1 

86-027 

Inactive 

10/11/93 

5 

88-260 

Inactive 

10/11/93 

5 

90-038 

Inactive 

1/1/98 

5 

93-052 

Active 

6 

94-009 A 1 

Active 

8 

93-039 

Active 

6 

94-090 

Active 

7 

88-301 

Inactive 

1/1/99 

5 

97-134 

Active 

1 

91-077 A2 

Active 

5 

88-172A3 

Active 

5 

95-164 

Active 

9 

93-099 

Inactive 

1/1/98 

6 

88-140 

Inactive 

1/1/97 

9 

91-017 

Inactive 

12/27/93 

5 

91-007 

Inactive 

12/27/93 

5 

92-201 A1 

Inactive 

1/1/98 

8 

91-008 

Active 

5 

91-009A1 

Active 

9 

91-010 

Inactive 

1/1/98 

5 

98-162 

Active 

1 

97-156 

Active 

1 

97-157 

Active 

1 

99-033 

Active 

1 

99-034 

Active 

1 

91-110 

Active 

5 

96-028 

Active 

9 

98-052 

Active 

1 

94-080A2 

Active 

9 

99-017 

Active 

1 

92-122 

Inactive 

1/1/96 

5 

89-144 

Active 

5 

92-040 

Active 

5 

90-103 

Active 

5 

00-069 

Active 

1 

89-086A4 

Active 

7 

91-063 

Inactive 

1/1/99 

5 

96-059 

Active 

9 

96-060 

Active 

9 

No.  4-26 


By  Device  Type 


Company  Name 

Model  Number 

Capacity 

Certificate 

No. 

Status 

Unipulse  Corporation 

F860 

96-061 

Active 

Velcon/Flex  Weigh 

5 

00-072 

Active 

Virtual  Measurements  & Control,  LLC 

VC-505  & VC-501 

98-089 

Active 

Weigh-Tronix,  Inc 

3270M 

90-112 

Inactive 

1 1/30/93 

3275 

94-035 

Active 

560 

88-020 

Inactive 

1 1/30/93 

575 

88-236 

Inactive 

1 1/30/93 

5788 

87-031 

Inactive 

1/1/97 

5790 

87-042 

Inactive 

1 1/30/93 

WC-700  Family 

92-171 A1 

Inactive 

1/1/97 

W 1-1 60 

90-1 13A1 

Active 

W 1-160 

92-125 

Active 

W 1-171 

90-030 

Active 

WI-190M 

91-024 

Active 

Weigh-Tronix,  Inc. 

Motion  Stabilzer 

90-134 

Active 

QC-3265 

96-020 

Active 

Wl  110 

87-066A 

Active 

W 1-114 

91-062 

Active 

W 1-1 20 

88-235A1 

Active 

W 1-125 

92-1 67 A4 

Active 

W 1-1 27  & W 1-1 27  GTN 

96-140A1 

Active 

WI-130&  WI-130  Simulcast 

95-008A2 

Active 

W 1-1 50  and  WI-152 

92-206 

Active 

WeighTech,  Inc. 

Series  2000 

98-066 

Active 

Western  Scale  Company  Limited 

DF-1000 

87-117 

Active 

DF 1 500 

95-009 

Active 

DF2000 

87-029 

Active 

DF2500 

92-119 

Active 

M2000A-XX* 

00-076 

Active 

Wisconsin  Electrical  Mfgr.  Co.,  Inc. 

HI  2150  WC-(XX) 

91-160 

Active 

HML-3000 

88-099 

Active 

Yamato  Corporation 

DPI-320 

96-016 

Active 

DPI-500 

96-163 

Active 

POLO-12K 

88-207 

inactive 

10/11/93 

SEP-12K 

88-206 

Inactive 

10/11/93 

SX-2000 

88-240A1 

Inactive 

1/1/96 

Jeweler’s/Presc./Grain 

A&D  Engineering 

EK  & EW  Series 

95-097A1 

Active 

HR-60,  HR-60G  and  HR-60GD 

60  x 0.001  gram 

97-084 

Active 

Denver  Instrument  Company 

AL-5K/44 

5K  lb  - 0.1  g 

92-194 

Inactive 

1/1/97 

Mettler-Toledo,  Inc 

AE  1 0OOC/49 

1025x0.1  c 

91-026 

Inactive 

12/17/93 

PJXXXXG 

See  Certificate 

87-004A5 

Inactive 

1 1/30/94 

PM/49  & CM/49 

see  certificate 

87-001 A3 

Inactive 

1/1/98 

Mettler-Toledo,  Inc. 

AB-S/A,  PB-S/A,  & GB-S/A  Series 

51  g - 8100  g 

99-133A2 

Active 

By  Device  Type 


Pub  5 
Edition 

9 

I 

I 

5 

7 

5 

5 

5 

5 

7 

5 

7 
5 
5 
5 
9 
5 
5 
5 
I 
I 
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5 

I 

5 

8 
5 
5 
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5 
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9 

10 

5 

5 

5 

I 
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5 
7 

6 
I 

No.  4-27 


Company  Name 

Model  Number 

Capacity 

Certificate 

No. 

Status 

Mettler-Toledo,  Inc. 

BD601/49 

600x.  1 g&  1 200x.2g 

92-155 

Active 

CB,  GB,  & SB  Series 

See  certificate 

94-022 

Active 

PJ4000P 

9x0.001  lb 

92-054 

Inactive 

Ohaus  Corporation 

CT600  Series 

602x0.1  g 

89-084 A 1 

Active 

EXXXX2  & VXXXX2 

210  g- 8100  g 

98-053A2 

Active 

GT  4400- L 

0-400x0.01  g 

88-227 

Inactive 

GT  Grain  Series 

See  Certificate 

95-090 

Active 

GT  Series 

See  Certificate 

94-079 

Inactive 

Navigator  Series 

210 g- 6100 g 

00-017 

Active 

Sartorius  Corporation 

BP  & GP  Series 

10  g to  8100  g 

98-061 

Active 

E and  1 

4840  g 

88-121 

Inactive 

H and  G 

31  g 

88-123 

Inactive 

L 

424  g 

88-119 

Inactive 

P 

505  g 

88-122 

Inactive 

U and  X 

6,100  g 

88-120 

Inactive 

X1493-X 

6,100  x 0.1  g 

88-187 

Inactive 

Scientech,  Inc. 

5550 

50x0.01  g 

88-027 

Inactive 

T roemner,  Inc. 

800A 

60  x 0.01  g 

90-056 

Active 

Vertex  Industries,  Inc. 

DRX-3 

60  x 0.01  g 

87-019 

Active 

Livestock  Scale 

Absco  Scale  Co. 

LSXXYYY 

10K  lb;  emin  5 lb 

94-012 

Active 

Adrian  J.  Paul  Co.,  Inc. 

LFT3000-S 

3000  lb 

99-134 

Active 

Cardinal  Scale  Mfgr.  Co. 

LS 

3K  to  40K  lb* 

88-017 

Active 

LSE  Series 

24K  lb  to  50K  lb 

97-043 

Active 

Emery  Winslow  Scale  Co. 

90  (GENESIS)  Series 

12  500  lb  to  200 
000  lb 

89-014PA2 

Active 

Fairbanks  Scales 

11-3300 

1 0 tons 

88-1 53PN 

Active 

1 1-6100  Series 

5 tons  - 20  tons 

88-157 

Active 

V 

20K-  100K  lb 

88-168PN 

Inactive 

Indiana  Scale  Company,  Inc. 

LSXXYYY  Series 

10  000  lb 

99-150 

Active 

Livestock  Marketing  Services  Corp. 

Market  Master 

92-059 

Active 

Marsh  Scale,  Inc. 

MCS  and  SMCS  Series 

See  Certificate 

88-253A3 

Active 

Powell  All-Steel  Scales,  Inc. 

LS  Series 

See  Certificate 

91-068A1 

Active 

Rice  Lake  Weighing  Systems 

AG  Series 

30  000  lb 

98-008 

Active 

LV  Series 

50K  lb  x 5 lb;  70K 
lb  x 10  lb 

98-010 

Active 

Rockwell  Scale  Service 

RLS 

25  000  x 5 lb 

94-067 

Active 

Scale  Fabricators,  Inc. 

LPXXYYZZC2LS  Series* 

50K  lb  - 87K  lb 

00-115 

Active 

Scales  Unlimited  Inc. 

LS-2010 

25,000  lb 

94-058 

Active 

Sooner  Scale,  Inc. 

PLS  18X7 

10  000  lb 

90-050A1 

Inactive 

PLSx  Series 

2000  lb  to  25  000 
lb 

95-039 

Active 

T ru-T est  Distributors  Ltd. 

MCS  and  SMCS  Series 

See  Certificate 

99-209 

Active 

UHL  Scale  Service,  Inc. 

AGU 

30  000  lb 

98-073 

Active 

LVU  - XXYY* 

50K  lb  x 5lb;70K 
lb  x 10  lb 

98-075 

Active 

Pub  5 
Edition 

6 

7 

1/1/98  5 

8 
I 

1/1/98  5 

9 

1/1/99  8 

I 
I 

1/1/96  5 

1/1/97  5 

1/1/96  5 

1/1/97  5 

1/1/96  5 

1/1/96  5 

1/1/94  5 

5 
5 

8 

I 

I 

10 

I 

5 

I 

8/2/00  5 

I 

5 

I 

I 

I 

I 

7 

I 

7 

1/1/96  10 

8 

I 

I 

I 


No.  4-28 


By  Device  Type 


Company  Name 

UHL  Scale  Service,  Inc. 

Webb  Corporation 
Webster  Scale,  Inc. 
WW-Paul  Scales 

LMD  - Meter 

Bennett  Pump  Company 
Gilbarco,  Inc. 


Graco,  Inc. 

Hotter  Flow  Controls,  Inc. 

Liqua-T ech  Corporation 

Liquid  Controls  LLC 

Marconi  Commerce  Systems  Inc 


Load  Cell 

ACTIVE  Scale  Manufacturing,  Inc. 
Air-Weigh  Inc. 

Airway  Scale  and  Mfg  Co.,  Inc. 


AmCells  Co. 

Angewandte  System  Technik  GmbH 

Artech  Industries,  Inc. 


Model  Number 

RS-XXYY 

LS  Series* 

LR 

LFT-700S 

SB  100 
PA024TC10 

PA024TC 1 0/PA024NC 1 0/PA024E 
CIO 

T20453-GX  (Ecometer) 

(P/N)  222-560 
222  Series 
HO  XxX-X-X-X-X-X-X 
LPM-100 
M5 

PA024TC10  & PA024NC10 

P A024TC 1 0/PA024NC 1 0/PA024E 
CIO 

T20453-GX  (Ecometer) 

DLS  Series 
AW600B  Series 
AW900B  Series 
AW-200 
AW  1700 
AW 200  & SSB 
AW  300 
AW600B 
AW  900 
AW  900 
AW900B 
AWB-400 
LSB  & AW 600 
SSB  Series 
RSE355 
RSE454 
20210 

30210,  30310  & 30410  Series 

70210 

70310 

80210,  80210A&  80310* 

8021 0E  & 8031 0E 
90310  &SS903 10  Series* 
SS30310 


Capacity 

Certificate 

No. 

50K  lb  x 5 lb  or 
70K  lb  x 10  lb 

96-034 A 1 

10K  to  20K  lb 

95-113 

50,000  lb 

88-312 

700  lb 

00-113 

40  gal/min 

91-095A2 

88-003A3 

See  Certificate 

92- 056A 2 

99-055 A 1 

90-164 

93- 020 A 1 

95-028 

3.5  - 18  gal/min 

89-141 

5 - 60  gpm 

97-023A1 

See  Certificate 

99-164 

20K  lb  to  125K  lb 

99-175 

99-187 

99-069 

2500  to  20  000  lb 

95-106A1 

20K  to  200K  lb 

95-107A1 

1,000  to  5,000  lb 

89-142PA1 

150  to  1,200  lb 

88-295P 

Ik -5k  lb 

88-068PA2 

250  to  1500  lb 

89-052P 

2500  to  20,0001b 

90-141 

20K  to  100K  lbs 

89-006P 

20K  to  100K 

89-041 P 

20,000- 100,0001b 

90-142 

15K  lb  - 125K  lb 

88-313 

2.5  k -20  k lb 

88-034PA2 

IK  lb  tolOK  lb 

97-163 

10  kg-  1000  kg 

00-029 

IK  lb  - lOKIb 

00-028 

25  - 40,000  lb 

87-057A3 

IK  lb  tolOK  lb 

87-058A6 

see  certificate 

87-094A2 

20 K - 200K  lb 

92-151 

90-083A2 

20K  - 200K  lb 

93-086 

25 K - 200K  lb 

95-092 

1000  - 10,000  lb 

90-032 

Status 

Pub  5 
Edition 

Active 

i 

Active 

l 

Active 

5 

Active 

1 

Active 

1 

Active 

5 

Active 

10 

Active 

1 

Inactive 

1/1/98 

5 

Inactive 

1/1/98 

7 

Active 

1 

Active 

5 

Active 

10 

Active 

1 

Active 

1 

Active 

1 

Active 

1 

Active 

9 

Active 

9 

Inactive 

11/1/91 

5 

Inactive 

11/1/91 

5 

Inactive 

11/1/91 

5 

Inactive 

11/1/91 

5 

Inactive 

12/31/94 

5 

Inactive 

11/1/91 

5 

Inactive 

11/1/91 

5 

Inactive 

12/31/94 

5 

Inactive 

4/12/94 

6 

Inactive 

11/1/91 

5 

Active 

1 

Active 

1 

Active 

1 

Active 

5 

Active 

10 

Active 

5 

Active 

5 

Active 

9 

Active 

6 

Active 

8 

Active 

5 

By  Device  Type 


No.  4-29 


Certificate  Pub  5 


Company  Name 

Model  Number 

Capacity 

No. 

Status 

Edition 

B-Tek,  Inc. 

65023B 

IK-  10K  lb 

95-032 

Inactive 

1/1/96 

8 

Berkel  Incorporated 

8708 

See  Certificate 

96-078 

Active 

9 

T103 

6-30  kg;  10-50  lb 

96-130 

Active 

10 

T109 

6-30kg;10  - 501b 

96-147 

Active 

10 

T 110 

See  Certificate 

96-077 

Active 

9 

T203 

See  Certificate 

96-079 

Active 

9 

T701 

15  kg  and  30  kg 

98-199 

Active 

1 

Bizerba  Canada,  Inc. 

BB  Series 

1 000  - 2 750  lb 

95-050 

Active 

8 

BLH  Electronics,  Inc. 

C2P1 

20k-200k  lb 

87-060 

Active 

5 

C2Z1 

20k  to  200k 

91-155 

Active 

5 

EBP-1  Series 

5 - 50  kN 

95-100A1 

Active 

9 

KIS-3 

450  - 45000  lb 

87-061 

Active 

7 

SBP-1 

IK-  10K  lb 

95-091 

Active 

8 

Bongshin  Loadcell  Co.,  Ltd. 

DBBP 

500  - 5 000  kg 

95-114 

Inactive 

1/1/98 

8 

OSBKA 

500  - 2000  kg 

94-032A1 

Inactive 

1/1/98 

7 

Brechbuhler  Scales,  Inc. 

65023B 

94-006 

Inactive 

12/27/94 

8 

R L200000A-XXX 

25  - 20,000  lb 

91-131 

Inactive 

1/1/96 

5 

RL20001B/RL20001C 

25  - 30K  lb 

92-179 

Inactive 

1/1/96 

5 

RL35023B 

IK  lb  - 10K  lb 

92-1 80A1 

Inactive 

12/27/94 

5 

Cardinal  Scale  Mfgr.  Co. 

50K-HDD 

50,000  lb 

87-083 P 

Inactive 

11/1/91 

5 

50K-SCA/1 00K-SCA/1 20K-SCA 

50K-  120K  lb 

89-042A3 

Active 

9 

CB6  Series 

20  - 200  kg 

96-091 

Active 

’9 

DB35000S  and  DB50000S 

35K  lb  and  50K  lb 

97-1 33A1 

Active 

1 

SB  Series 

2500  to  20K  lb 

87-059 A 1 

Active 

9 

SCD  & SCD-C 

50k  to  100k  lb 

89-071 A1 

Active 

5 

TB  Series 

IK  lb  to  10K  lb 

99-018 

Active 

1 

TSP  Series 

10  kg-  100  kg* 

97-136 

Active 

1 

Z 

50-  IK  lb 

88-166A1 

Active 

9 

zx 

250  to  20,000  lb 

92-192A 2 

Active 

7 

CAS  (USA)  Corporation 

BCA 

35K  lb  to  50 K lb 

96-131 A1 

Active 

1 

BCM  Series 

50-500kg;100-1Klb 

97-008 

Active 

10 

BSA  Series 

IK  lb  - 10K  lb 

96-072A1 

Active 

1 

SBA  Series 

25  lb  to  20K  lb 

96-073 A 1 

Active 

1 

SS  Series 

IK  to  10K  lb 

96-090 

Active 

9 

CAS  Corporation 

DSB1  Series 

lOKIb-  100K  lb 

00-061 

Active 

1 

Celtron  Technologies,  Inc. 

CLB  Series 

20K  lb  to  200K  lb 

98-090A1 

Active 

1 

CSB  Series 

20 K lb  to  200K  lb 

98-084 

Active 

1 

DLB  Series 

20 K lb  - 200K  lb 

00-01 1 

Active 

1 

LOC  Series 

5 kg  - 500  kg 

96-076A1 

Active 

10 

LPS  Series 

3 to  30  kg 

95-056 

Active 

8 

SQB  Series 

IK  lb  - 10K  lb 

91-043A4 

Active 

1 

STC 

250  lb  - 20K  lb 

91-044 

Active 

1 

STR  Series 

25  lb  - 20K  lb 

97-01 0A1 

Active 

1 

Coti,  Inc. 

Cl  5103 

20K  lb  - 200K  lb 

99-060 

Active 

1 

Cl  58 

20K  lb  - 200 K lb 

99-061 

Active 

1 

By  Device  Type 


No.  4-30 


Company  Name 

Model  Number 

Capacity 

Certificate 

No. 

Status 

Pub  5 
Edition 

Coti,  Inc. 

Cl  SB 

250  lb  to  20K  lb 

99-025 

Active. 

l 

CI22 

3 kg  - 30  kg 

99-024 

Active 

l 

CI23  Series 

Ik  lb  - 10k  lb 

99-023 

Active 

I 

CI50 

5 kg  - 500  kg 

99-022 

Active 

I 

NS23* 

IK  lb  to  10K  lb 

97-053 

Active 

10 

NS23-S* 

IK  lb  to  10K  lb 

97-054 

Active 

10 

NT23 

IK  lb  to  10K  lb 

97-046 

Inactive 

1/1/99 

10 

NTSB  Series 

250  lb  to  2500  lb 

97-047 

Active 

10 

Digi  Matex,  Inc. 

SBLC23A-XX 

IK  - 10K  lb 

94-030 

Inactive 

1/1/98 

7 

Division  Systems 

DSB  Series 

IKIbtolOK  lb 

99-056 

Active 

1 

Duratron  Corporation 

800  000B 

See  Certificate 

89-060P 

Inactive 

11/1/91 

5 

801  000A 

20KTO  100K 

89-061 P 

Inactive 

11/1/91 

5 

801  000B 

15000-125000  LB 

89-062P 

Inactive 

11/21/91 

5 

Eastec  Corporation 

SES-XX  Series 

IK-  10K  lb 

96-156 

Active 

10 

Emery  Winslow  Scale  Company 

N1011  and  N1021  Series 

2500  to  12  500  lb 

97-104 

Active 

10 

Epelsa  International,  Inc. 

ATC 

5 to  32  kg 

89-162P 

Inactive 

10/29/95 

5 

BP 

5 - 50  kg 

89-163 

Active 

5 

LC  Series 

1 000-  10  000  lb 

91-042A1 

Active 

8 

LCI 

1000  to  10,000  lb 

92-079 

Active 

5 

MC 

75  - 681  kg 

89-109 

Active 

5 

SB2 

50  - 300  kg 

92-078 

Active 

5 

SC 

500  - 3,000  kg 

89-114 

Active 

5 

TSFS  and  LCI 8* 

100  lb  to  1500  lb 

90-105A1 

Active 

10 

Fairbanks  Scales 

LCF-HR3030-XXX 

1000-  10  000  lb 

95-174 

Active 

9 

LCF-HR3060-XXX 

1000-  10  000  lb 

95-175 

Active 

9 

LCF-HR4020-X  Series 

7.5  t - 30  t;  50 
klb  - 200  klb;  250 
kN  - 900kN 

97-078 A 1 

Active 

1 

LCF-HR4030-X  Series 

5 kN  - 50  kN* 

97-079 

Active 

1 

LCF-HR4040-XX 

20K  lb  to  200K  lb 

99-070 

Active 

1 

LCF-R3030-XXX 

1000  to  10  000  lb 

95-172 

Active 

9 

LCF-R3040-XXX 

20K  - 200 K lb 

95-173 

Active 

9 

LCF-R3080-XX 

25  lb  to  20K  lb 

97-049 A 1 

Active 

1 

LCF-R4010-1  & LCF-R4010-2 

40K  lb  to  50K  lb 

89-151A2 

Active 

10 

LCF-XX-4070-XXX 

1000  lb  to  10  000 
lb 

10K-50K  lb 

99-192 

Active 

1 

FIRST-Weigh 

STR 

92-030 

Active 

5 

Flex- Weigh  Corporation 

C 

150  to  500  lb 

90-184P 

Inactive 

11/1/91 

5 

S 

500  lb  - 3K  lb 

89-108 

Inactive 

1/1/99 

5 

SSB & SSBT 

500  lb  - 5K  lb 

89-158A1 

Inactive 

1/1/99 

5 

Flintab,  Inc. 

SB4  Series 

5-50  kN;1K-10K  lb 

90-086 A 1 

Active 

9 

SB5  Series 

5-50  kN; IK-1  OK  lb 

93-134A2 

Active 

9 

Flintec,  Inc. 

PCI  & PC3  Series 

7.5  kg  to75  kg 

99-110 

Active 

1 

RC1  Series 

See  Certificate 

92-098A4 

Active 

1 

SB  1 4-X-Y  Series 

500  lb  to  5000  lb 

98-145 

Active 

1 

SLB  Series 

200  lb  to  10K  lb 

97-061 A1 

Active 

1 

By  Device  Type 


No.  4-31 


Certificate  Pub  5 


Company  Name 

Model  Number 

Capacity 

No. 

Status 

Edition 

General  Sensor 

GSB-XX 

IK-  10K  lb 

96-176 

Inactive 

1/1/99 

10 

GLOBAL  Weighing  Technologies 

PR  6201 

2K  kg  to  30K  kg 

97-110 

Active 

I 

PR  6241  Series 

200  kg  to  2000  kg 

99-065 

Active 

l 

Group-Four  Transducers  Inc. 

G4  Series 

1000-  10  000  lb 

95-005 

Active 

8 

G4-SB  Series 

250-  10  000  lb 

95-029 

Active 

8 

TBSP  Series 

100  lb  to  1000  lb 

99-152 

Active 

1 

GSE  Scale  Systems 

6600 

IK-  10K  lb 

95-120 

Active 

9 

6610 

IK  - 10K  lb 

95-128 

Active 

9 

6700  Series 

5K  - 250K  lb 

95-137 

Active 

9 

Hardy  Instruments,  Inc. 

HI  361FS-R  and  HI  361FS-L 

4000  lb 

95-177 

Active 

10 

HI-RCH03-XX  Series 

99-058 

Active 

1 

HI-SBH04 

IK  lb  to  10K  lb 

99-057 

Active 

1 

Hottinger  Baldwin  Measurements, 

BBS 

50  to  2500  lb 

87-087 

Active 

5 

Inc. 

BLC 

500  to  5000  lb 

87-055 

Active 

5 

FEL  Series 

4000  - 8000  lb 

95-166 

Active 

9 

HLC,  H35  and  THC  Series* 

500  lb  - 20K  lb 

91-030A2 

Active 

1 

JRT  Series 

20K  lb  to  200K  lb 

91-036A1 

Active 

1 

PLC  & PLX 

2 to  200  lb 

87-096 

Active 

5 

PW12  Series 

1 50  kg  to  600  kg 

99-106 

Active 

1 

PWS 

5 to  200  kg 

92-099 

Active 

5 

RSC 

50  to  50,000  lb 

91-031 

Active 

5 

S35  Series 

50  lb  to  25K  lb 

97-142A1 

Active 

1 

SB2 & SB3 

1 ,000  to  200,000 

88-033 

Active 

5 

SB2 & SB3 

10k  to  200  lb 

90-092 

Active 

5 

SP4  Series 

7 kg-  100  kg 

95-135A1 

Active 

10 

SS4  Series 

See  Below 

96-058 

Active 

9 

TLC,  BLC,  LCB  and  B35  Series 

250  lb  - 20K  lb 

88-278A3 

Active 

1 

TRT 

50,000-100,000  lb 

89-096P 

Inactive 

11/1/91 

5 

UIT 

50  to  3000  lb 

87-088 

Active 

5 

UIT 

50  - 3,000  lb 

90-01 5P 

Inactive 

11/1/91 

5 

USB 

200  to  10, 000  lb 

87-089PA1 

Inactive 

11/1/91 

5 

USB 

200  to  10,000  lb 

90-016PA1 

Inactive 

11/1/93 

5 

USB 

200  to  5000  lb 

90-138P 

Inactive 

11/1/91 

5 

Z6  Series 

99-005 

Active 

1 

Hottinger  Baldwin  Messtechnik 
GMBH 

Cl 6 Series 

12K  to  100K  kg 

95-096 

Active 

9 

Incell 

SBC  Series 

IK  lb  to  10K  lb 

98-028 

Active 

1 

SBC  Series 

99-016 

Active 

1 

SPC  Series 

5 kg  to  500  kg 

98-030 

Active 

1 

SPL  Series 

3 kg  to  30  kg 

98-029 

Active 

1 

TSC  Series 

250  lb  to  20K  lb 

98-027 

Active 

1 

Intercomp  Corporation 

603053 

25  000  lb 

94-121 

Active 

8 

603053-AC 

25  000  lb 

97-057 

Active 

1 

AC-25K 

25  000  lb 

96-149 

Active 

1 

CSSB 

5 - 20  000  lb 

96-171 

Active 

10 

No.  4-32 


By  Device  Type 


Company  Name 

Interface,  Inc. 


Jinan  Jinzhong  Electronic  Scale  Co. 
Load  Cell  Central 

Logtech,  Inc. 

Massload  Technologies 
Mettler-Toledo,  Inc. 


Molen 

National  Scale  and  Repair 


NMB  Technologies,  Inc. 


Model  Number 

Capacity 

Certificate 

No. 

Status 

Pub  5 
Edition 

MB 

10-  100  lb 

88-040P 

Inactive 

11/21/91 

5 

N1011  and  N1021  Series* 

2500-  12  500  lb 

96-138 

Active 

10 

SSB 

50  - 250  lb 

88-038P 

Inactive 

11/1/91 

5 

SSM-S 

100  lb  - IK  lb 

87-056 

Active 

5 

BM-LS  Series 

1 0K  kg  to  30K  kg 

98-132 

Active 

1 

LCS1 

IK  lb  - 10K  lb 

99-042 

Active 

1 

LCS1-XX 

1000  to  10  000  lb 

94-135 

Inactive 

2/27/98 

9 

XLS2-XX 

250  - 20  000  lb 

95-010 

Active 

8 

SEB  Series 

IK  - 10K  lb 

96-032 

Active 

9 

ML  400  Series 

25K  lb  to  125K  lb 

99-035 

Active 

1 

0778 

7 kg  to  100  kg* 

96-095 

Active 

9 

0779 

7 kg  to  1 00  kg 

96-094 

Active 

9 

703 

50  lb  to  25K  lb 

98-014 

Active 

1 

713 

500  lb  - 10K  lb 

97-072 

Active 

1 

714 

500  lb  - 5000  lb 

97-071 

Active 

1 

715 

500  lb  - 20K  lb 

97-070 

Active 

1 

725 

500  to  2000  lb 

87-084A2 

Active 

8 

736 

50  to  5,000  lb 

91-090 

Active 

6 

742 

1000-20,000  lb 

87-098A1 

Active 

5 

743 

IK  lb  to  75K  lb 

88-008A4 

Active 

1 

744 

500  to  5,000  lb 

91-089 

Active 

6 

745  and  745A 

500  lb  to  20K  lb 

92-108A2 

Active 

1 

752 

50k  to  100k 

88-009 

Active 

5 

757 

1250  to  2500  lb 

96-006 

Active 

9 

759  and  759A 

500  lb  to  20K  lb 

96-007 A2 

Active 

1 

760  & MTX 

22  500  kg  - 90 

718  kg 

88-09 1A4 

Active 

1 

773 

5 kg  to  50  kg 

97-067 

Active 

1 

774 

1 kg  to  1 00  kg 

97-068 

Active 

1 

775 

50  kg  - 1000  kg 

97-069 

Active 

1 

776 

5 kg  to  500  kg 

97-066 

Active 

1 

777 

1 0 kg  to  1 000  kg 

99-021 

Active 

1 

790 

20 K lb  to  200K  lb 

99-093 

Active 

1 

CD20035  AND  CD20045 

35K  lb  - 45K  lb 

00-042 

Active 

1 

CSP  Series 

10K  - 200K  lb 

95-077 

Active 

8 

R3000CSPN 

25K  - 200K  lb 

92-106 

Inactive 

1/1/97 

5 

S2000N-XX-YY 

25  - 30K  lb 

92-103 

Inactive 

1/1/97 

5 

S5000N 

IK  lb  - lOKIb 

92-183 

Inactive 

1/1/97 

5 

S5000TN  Series 

IK-  lOKIb 

96-005 

Inactive 

1/1/97 

9 

TI2000S 

100-  lOKIb 

92-104 

Inactive 

1/1/97 

5 

TI5000N 

IK  lb  - lOKIb 

92-105 

Inactive 

1/1/97 

5 

C2G1  Series* 

0.6  kg  - 100  kg 

00-014 

Active 

1 

C2G1  Series* 

0.6  to  100  kg 

92-084A2 

Inactive 

1/1/99 

9 

C3B1 

IK  lb  - 10K  lb 

00-016 

Active 

1 

C3B1 

IK-  10K  lb 

94-111 

Inactive 

1/1/99 

7 

By  Device  Type 


No.  4-33 


Company  Name 

NMB  Technologies,  Inc. 


NV  Technology,  Inc. 


OMEGA 


Precision  T ransducers  Ltd. 
PSC  Scanning,  Inc. 
Rapido-USA,  Inc. 


Revere  T ransducers,  Inc. 


Model  Number 

Capacity 

U3S1 

250-  10  000  lb 

U3S1  Series 

20  lb  to  1 0K  lb 

BDC-1 

15K-  125K  lb 

BLC  Series 

20K  to  200 K lb 

BSC  Series 

2500  to  20  000  lb 

BSN-1 

IK  to  10K  lb 

CCW-1-XXK-N 

10K-200K  lb 

LCCA-XX-N10K 

25  - 20K  lb 

LCJA-XX-N5K 

IK-  lOKIb 

PT5000 

IK  lb  tolOK  lb 

960RD 

Logi-Cal  LSB1 10 

250  lb  to  20K  lb 

Logi-Cal  LSH110  Series 

IK  lb  tolOK  lb 

Logi-Cal  LSI310 

3 kg  to  30  kg 

Logi-Cal  LSI320 

5 kg  to  500  kg 

RSE355 

1 0 kg  to  1 000  kg 

RSE454 

IK  lb  tolOK  lb 

363-A3  & 363-BIO 

100-  10,000  lb 

5 103- A Series  & 5103-B  Series 

5K  lb  - 250K  lb 

5123-A5 

IK  lb  - 10K  lb 

5223-XX-YK-ZZZZ  Series 

50K,  65K,  100K 
125K  & 200K  lb 

5303- A5  & 5303- BIO* 

25K  lb  - 200 K lb 

5423-BIO 

10,000 -65,0001b 

5723-A5  and  5723-BIO* 

IK  lb  - 10K  lb 

612-A5 

See  Certificate 

642-A5 

10-200  lb 

642C-A5-X  Series 

5 kg  to  100  kg 

642H 

7 kg  - 100  kg* 

652  A5 

100-  IK  lb 

792-BIO 

50K  lb  - 200 K lb 

9102 

200  lb  to  2000  lb 

9123-A5  and  9723- A5 

2500  lb  - 20K  lb 

9223/9423/9323/98-3-B 1 0 Series 

20 K lb  - 200K  lb 

9303-B10  Series 

933-A5 

Ik  to  20k  lb 

9363-A3  & 9363-BIO 

100  lb  - lOKIb  (50 
kg  - 10t) 

953-A5 

100-  15K  lb 

BDC-6  & 9103  Series 

10K  lb  - 100K  lb 

BSP 

100 -5K  lb 

CSP-A3  & CSP-B10 

10K-  lOOKkg 
(25 K - 200K  lb) 

LCT 

50K  lb 

LCU 

10-1 00kg/1 0-250lb 

RLC-A5  & RLC-B10  Series 

500  kg  to  5000  kg 

SHB  Series 

20  kg  - 1000  kg 

Certificate 

No. 

Status 

Pub  5 
Edition 

95-012 

Inactive 

1/1/99 

8 

00-015 

Active 

1 

94-040 

Active 

7 

94-042A2 

Active 

10 

94-041 A1 

Active 

8 

94-071 

Active 

7 

95-101 

Active 

8 

94-01 4A1 

Active 

7 

94-015 

Active 

7 

99-137 

Active 

1 

92-131 A1 

Active 

10 

98-045 

Active 

1 

98-046 

Active 

1 

98-047 

Active 

1 

98-048 

Active 

1 

99-095 

Active 

1 

99-121 

Active 

1 

87-063A2 

Active 

5 

86-039A3 

Active 

1 

86-037A3 

Active 

1 

86-038A3 

Active 

1 

97-131 A1 

Active 

1 

90-152PA1 

Inactive 

11/1/91 

5 

89-024A5 

Active 

1 

94-129 

Inactive 

1/1/97 

8 

93-087A1 

Active 

7 

97-032 

Active 

10 

00-105 

Active 

1 

93-070A1 

Active 

6 

91-001  A3 

Active 

1 

98-083 

Active 

1 

00-001 

Active 

1 

00-050 A 1 

Active 

1 

00-002 

Active 

1 

92-047 A3 

Active 

6 

87-051  A3 

Active 

1 

93-075A1 

Active 

6 

99-153A1 

Active 

1 

88-089A2 

Active 

10 

88-082A4 

Active 

1 

88-1 26 A2 

Active 

6 

87-086 A 1 

Inactive 

10/6/93 

5 

97-082 

Active 

1 

87-085A3 

Active 

1 

No.  4-34 


By  Device  Type 


Company  Name  Model  Number 

Revere  T ransducers,  Inc.  SSB  Series 

STS 

STS 

Rice  Lake  Weighing  Systems  RLIOIOand  RL1015 

RL1 040-NX- YYkg 
RL1042 

RL1250-NX-YY  kg 
RL1260 
RL1380-xxkg 
RL1 521 -NX- YYkg* 

RL1521A 

RL20000 

RL20000A-XXX 

RL20000B 

RL20000SS 

RL20001-XX-YY 

RL20001HE 

RL30000 

RL30000A-XXX  & RL30000B-XXX 

RL30000C 

RL30002 

RL35023-XX-YY 

RL35023S-NX-YY 

R L35083-  NX- YY 

RL70000-XX 

RL70000A 

RL70000B-XX 

RL70000C 

RL75040  Series 

RL75040A-XXK 

RL75058  & RL75060S 

RL75058A 

RL75058B 

RL75060-NX-YYK 

RL75223 

RL75223A-Z  Series 

RL8C2P1 

RL8C2P1SS-XXK 

RLCSP1 -XXX  Series 

RLHBB 

RLHTO 

RLSSB  Series  & RLSB250 
Rockwell  Scale  Service  RLB  Series 

Salter  Weighing  Products  SEB  Series 


Certificate  Pub  5 


Capacity 

d 

z 

Status 

Edition 

500  kg  - 5K  kg 
(IK  lb  - 10K  lb) 

86-041  A3 

Active 

i 

50  - 2500  lb 

88-041 A1 

Inactive 

10/6/93 

5 

50  to  2500  pds 

88-042A1 

Inactive 

10/6/93 

5 

5 kg  to  50  kg 

00-062 

Active 

1 

5 to  100  kg 

95-074 

Active 

8 

1 kg  to  1 00  kg 

97-138 

Active 

1 

50  kg-  1000  kg 

95-075 

Active 

8 

50  kg  to  1 000  kg 

97-139 

Active 

1 

5 to  200  kg 

94-128 

Active 

8 

See  Certificate 

95-088 

Active 

8 

3 kg  to  35  kg 

98-166 

Active 

1 

25  to  20,000  lb 

88-304A1 

Inactive 

9/15/93 

5 

25  - 50,000  lb 

90-158 

Active 

5 

25  Ig  to  25K  lb 

98-044 

Active 

1 

98-078 

Active 

1 

25  lb  - 30K  lb 

91-046 

Active 

5 

400  lb  - 5000  lb 

98-071 

Active 

1 

IK  lb  to  10K  lb 

98-043 

Active 

1 

1000-  10,000 

90-1 59A1 

Active 

5 

IK  lb  to  1 0K  lb 

98-042 

Active 

1 

IK  lb  - lOKIb 

88-305A1 

Inactive 

9/15/93 

5 

IK  lb  - 10K  lb 

91-045 

Active 

5 

1000  to  10  000  lb 

94-134 

Active 

8 

1000-  10  000  lb 

95-069 

Active 

8 

5,000  - 50,000  lb 

88-306A1 

Inactive 

9/15/93 

5 

10K  lb  to  lOOKIb 

97-125 

Active 

1 

5K  lb  - 250K  lb 

92-097 

Active 

5 

20K  lb  to  200 K lb 

98-142 

Active 

1 

20K  lb  - 200K  lb 

00-027 

Active 

1 

25K-  125K  lb 

92-018 

Active 

5 

20K  lb  - 200K  lb 

96-027 A 1 

Active 

1 

20K  lb  to  75K  lb 

97-143 

Active 

1 

20  K lb  - 200K  lb 

98-143A1 

Active 

1 

10  000-100  000  lb 

95-076 

Active 

8 

50K,  65K,  100K 

91-167 

Active 

5 

20K  lb  to  200K  lb 

97-126 

Active 

1 

50 K - 200K  lb 

92-218 

Active 

5 

See  Certificate 

96-137 

Active 

10 

See  Certificate 

95-140 

Active 

9 

See  CC 

96-101 

Active 

10 

IK  - 4K  Ib(SeeCC) 

96-096 

Active 

9 

IK  - lOKIb 

96-053 

Active 

9 

2 500  - 20  000  lb 

95-051 

Inactive 

1/1/97 

8 

IK  lb  - 10K  lb 

00-066 

Active 

1 

By  Device  Type 


No.  4-35 


Company  Name 

Scaime  S.A. 


Sensortronics,  Inc. 


Sentran,  LLC 
SI  Technologies,  Inc. 
Sooner  Scale,  Inc. 


Sterling  Scale  Company,  Inc. 
Sun  Scale  Inc. 

Superior  Load  Cell 

Syracuse  Scale  Co,  Inc. 
TARE  Incorporated 


Tedea-Huntleigh  Europe  Limited 


Tedea-Huntleigh,  Inc. 


Model  Number 

Capacity 

Certificate 

No. 

Status 

Pub  5 
Edition 

AB  Series* 

50  to  500  kg 

93-100A1 

Active 

9 

AE 

10  to  100  kg 

90-023P 

Inactive 

5/26/94 

5 

AG  Series 

5 kg  thru  150  kg 

91-051A1 

Active 

8 

AL  Series 

3.75  kg  to  37.50  kg 

99-073 

Active 

1 

60001  A- XX 

25  - 20,000  lb 

86-043A1 

Active 

10 

60001 A-XX-1 166 

250  - 2500  lb 

91-011 

Active 

5 

60048A 

100-  IK  lb 

87-052P 

Inactive 

11/1/91 

5 

60058A  Series 

2K  lb  to  200 K lb* 

97-042A1 

Active 

1 

60060A  Series 

200  lb  to  2K  lb* 

98-038 

Active 

1 

60063S 

500  lb  to  5000  lb 

98-019 

Active 

1 

61 042AXXX  kg  Series 

5 kg  to  1 00  kg 

99-039 

Active 

1 

61 250AXXX  Series 

50  kg  to  500  kg 
(100  lb  to  IK  lb) 

99-040 

Active 

1 

6501 6A 

2.5k  - 25k 

87-054P 

Inactive 

11/1/91 

5 

65023A 

1000  to  10000  lb 

86-044 A2 

Active 

7 

65023S 

IK-IOKIb 

88-298 A 1 

Active 

6 

65040A  & 65040S 

20K  - 200 K lb 

86-045A1 

Active 

10 

65058 

20K  - 200 K lb 

86-046A3 

Active 

9 

65061  Series* 

10K-  100K  lb 

87-053A1 

Active 

9 

65083S 

1000-  10  000  lb 

95-058 

Active 

8 

65088S  Series 

See  Certificate 

95-134 

Active 

9 

65095A/S 

20K  - 200K  lb 

94-053 

Active 

7 

65103S 

10  K-  100  K lb 

95-061 

Active 

8 

651 14S 

20K  lb  to  200 K lb 

97-081 

Active 

1 

WD1  Series 

20K  lb  - 200K  lb 

00-078 

Active 

1 

STN-1 

250  to  20K  lb 

94-072 

Active 

7 

60001 

25  lb  to  20K  lb 

98-173 

Active 

1 

65023S 

IK  lb  to  10K  lb 

98-174 

Active 

1 

65040S 

98-175 

Active 

1 

SSR  Series* 

2500-  10  000  lb 

96-062 

Active 

9 

SHS 

1000  to  10, 000  lb 

90-171 P 

Inactive 

11/1/91 

5 

AW600B 

2500  to  20k  lb 

90-052A1 

Inactive 

4/12/94 

5 

AW900B 

20k  to  100k 

90-090 

Inactive 

4/12/94 

5 

ALC850 

20k  to  100k 

90-139 

Active 

5 

S-60001 A-XX 

25  - 20,000  lb 

92-027 

Active 

5 

Tare-S 

25  - 40K  lb 

93-124 

Active 

6 

TISB-XX 

IK  lb  to  lOKIb 

97-063 

Active 

1 

220 

5K  kg  - 50K  kg 

00-025 

Active 

1 

3510 

500  - 5000  kg 

95-132A1 

Active 

9 

355s 

5 - 500  kg 

95-131 

Active 

9 

4158 

20 K lb  to  75K  lb 

97-114 

Active 

1 

620 

500  - 5000  kg 

95-130A1 

Active 

9 

1010&  1015 

5 kg  - 50  kg 

89-074A3 

Active 

1 

1022 

See  Certificate 

96-122 

Active 

9 

1040/1041 

5 to  1 00  kg 

89-075A2 

Active 

7 

No.  4-36 


By  Device  Type 


Company  Name 

Tedea-Huntleigh,  Inc. 


Thurman  Scale  Company 


Totalcomp,  Inc. 


T ranscell  Technology,  Inc. 


Ultra  Load  Cells 


UniBridge  Scale  Systems 


Weigh-Tronix,  Inc 


Weigh-Tronix,  Inc. 


Model  Number 

Capacity 

Certificate 

No. 

Status 

Pub  5 
Edition 

1042 

1 kg  to  1 00  kg 

96-123A2 

Active 

I 

1130  Series 

7.5  kg  - 60  kg 

00-082 

Active 

I 

1250 

50  kg  to  1000  kg 

89-054A1 

Active 

8 

1260* 

50kg-  1000  kg 

96-064 

Active 

9 

1320 

See  Certificate 

94-115 

Active 

8 

240 

See  Certificate 

92-181 

Active 

9 

3410,  3411,3420,  3421 

IK  lb  to  10K  lb 

89-053A2 

Active 

10 

TSC100 

25  - 40K  lb 

92-090 

Inactive 

1/1/97 

5 

TSC300 

IK  lb  - 10K  lb 

92-092 

Inactive 

1/1/97 

5 

TSC700 

5K  lb  - 50K  lb 

92-089 

Inactive 

1/1/97 

5 

TSC800 

20K  lb  - 200 K lb 

92-091 

Inactive 

1/1/97 

5 

TSC800H/TSC840H 

20K  - 200K 

93-109 

Inactive 

1/1/97 

6 

TSC900 

250  - 400  kN 

93-110 

Inactive 

1/1/97 

6 

GS-XXX 

100  to  1500  lb 

97-022 

Active 

10 

GSB-XXX  Series 

1000  lb  to  10  000 
lb 

98-033 

Active 

1 

NBSS-XX 

1,000-  10,000  lb 

92-028 

Inactive 

10/31/94 

5 

Nikkei  NS 

25  lb  - 40K  lb 

89-130A1 

Active 

7 

Nikkei  NDE 

3000 

89-132A1 

Inactive 

1/1/99 

5 

Nikkei  NSB  & NSBT 

1000-  10,000  lb 

89-1 31 A1 

Inactive 

10/31/94 

5 

NS  Series 

25  lb  to  20K  lb 

99-126 

Active 

1 

TC2P1 

20  K - 200  K lb 

94-136 

Active 

8 

TD-S  Series 

See  Certificate 

97-101 A1 

Active 

1 

TDE03-XXX  Series 

98-034 

Active 

1 

TDE40 

20K  lb  - 200K  lb 

92-191 

Inactive 

1/1/99 

5 

TDE40-XXX  & TDE23-XXX 

20K  lb  to  200K  lb 

98-032 

Active 

1 

TS 

100-  10K  lb 

93-015 

Active 

5 

TS-XX 

25  - 40 K lb 

93-028 

Active 

6 

TS2-XXX-SS 

50  - 5000  lb 

96-162 

Active 

10 

TSB 

IK  lb  - 10K  lb 

93-016 

Inactive 

10/31/94 

5 

TSB-XX,  TSB-XX-SS 

IK  - 10K  lb 

93-029 

Inactive 

10/31/94 

6 

TSB-XX-SS 

IK-  10K  lb 

94-019 

Active 

7 

TSB/NSB-XX 

IK-  10K  lb 

93-123 

Active 

6 

BSS  Series 

250  to  2500  lb 

97-028 

Active 

10 

SBS  Series 

IK  - 10K  lb 

95-146 

Active 

9 

SB1-N-XXX  Series 

1000  lb  to  10  000 
lb 

97-118 

Inactive 

1/1/99 

1 

SC  1-N-XXX  Series 

250  lb  to  20  000  lb 

97-117 

Inactive 

1/1/99 

1 

DL9000  Series* 

20K  - 200 K lb 

91-099A1 

Active 

10 

UBDL8900 

50K  lb  to  100K  lb 

89-073P 

Inactive 

11/1/91 

5 

MK-100 

1 .5  - 80  kg 

94-037A1 

Active 

8 

MK-XXVII 

3 kg  - 33  kg 

99-015 

Active 

1 

MK-XXXVIII  (38) 

50  kg  to  1000  kg 

00-030 

Active 

1 

220 

5K  lb  - 50K  lb 

00-067 

Active 

1 

CK-100 

250  to  2500  lb 

88-299 

Active 

5 

DCX  Series 

See  Certificate 

98-039 

Active 

1 

By  Device  Type 


No.  4-37 


Company  Name 

Model  Number 

Capacity 

Certificate 

No. 

Status 

Pub  5 
Edition 

Weigh-Tronix,  Inc. 

FLS  Series 

45  lb  to  1250  lb 

96-01 5A1 

Active 

10 

LTT  Series 

2500  lb -8100  lb 

95-093A1 

Active 

i 

SW1500 

300  kg  (600  lb) 

93-120 

Active 

7 

WBA-12.5K 

12.5K  lb 

98-025 

Active 

1 

WBB 

500  - 5K  lb 

93-089 

Active 

6 

WBC 

250  to  2500  lb 

87-120 

Active 

5 

WBC 

250  to  2500  lb 

88-039 

Active 

5 

WBF-12.5K 

12  500  lb 

97-094 

Active 

1 

WBLS/WBPS 

500  - 5K  lb 

93-090 

Active 

6 

WBM 

37.5K  lb  - 50K  lb 

88-046 

Active 

5 

WBP 

125  lb -250  lb 

87-095A1 

Active 

5 

WBP,  WBR,  WBL 

500  to  50  000  lb 

87-090A3 

Active 

5 

WBT  Series 

37.5K  lb  to  75K  lb 

87-1 19  A3 

Active 

1 

Winslow  Scale  Company 

136  Series 

20K  to  200 K lb 

88-239PA1 

Active 

10 

LPG  Liquid  Meter 

Liqua-T ech  Corporation 

LPM-102,  LPM-200 

See  Certificate 

96-1 12A1 

Active 

1 

Liquid  Controls  LLC 

MA-2-CX-10 

86-025 

Inactive 

10/8/96 

5 

Schlumberger  Industries 

831  & 833 

90-017 

Active 

8 

Red  Seal  Type  4D  Com 

See  notes  below 

89-140A1 

Active 

7 

Mass  Flow  Meter 

ABB  Instrumentation,  Inc. 

K-20 

1 Ib/min  - 18  Ib/min 

97-1 13A2 

Active 

1 

Foxboro  Company 

CFS  10  Series 

See  Certificate 

93-003A2 

Active 

1 

Krohne  America,  Inc. 

MFS  2000  Series 

See  Certificate 

95-047 A2 

Active 

1 

Liquid  Controls  LLC 

RHM  Series 

See  Certificate 

00-060 

Active 

1 

Micro  Motion,  Inc. 

CMF  Series* 

See  Certificate 

95-055A4 

Active 

1 

D Series  Sensor* 

See  Certificate 

87-040A5 

Active 

1 

EX  Series 

94-047 

Inactive 

11/1/94 

7 

Neopost,  Inc. 

8865 

0 - 70  lb 

91-127A1 

Active 

5 

Schlumberger  Industries 

M-Dot 

See  Certificate 

97-027A5 

Active 

1 

Monorail  Scale 

Bizerba  Canada,  Inc. 

HBE255 

600  x 0.2  lb 

95-043 

Active 

10 

Mettler-Toledo,  Inc. 

0990 

1 250x0. 5lb;2Kx1  lb 

95-144 

Active 

9 

Morrison  Weighing  Systems,  Inc. 

MR-300 

350  lb 

98-112 

Active 

1 

Rice  Lake  Weighing  Systems 

MS200 

90-003 

Active 

5 

Vande  Berg  Scales,  Inc. 

HA-MONO-IOOO 

750  lb 

97-005 

Active 

10 

ST-MONO-IOOO  & ST-MONO-500 

See  Certificate 

97-004 

Active 

10 

Weigh-Tronix,  Inc. 

MRS 

88-223 

Active 

5 

Multi-CC  Addenda  - LMD 

Dresser  Equipment  Group,  Wayne 
Division 

C;D1;D2;W 

92-221 

Multi  CC 

5 

Gilbarco,  Inc. 

Remfgd  Consoles 

92-198A1 

Multi  CC 

6 

See  Certificate 

999.999  Total 
Gallons 

92-197A1 

Multi  CC 

1 

VaporVac  Retrofit 

93-021 

Multi  CC 

5 

No.  4-38 


By  Device  Type 


Company  Name 

Model  Number 

Capacity 

Certificate 

No. 

Status 

Pub  5 
Edition 

Marconi  Commerce  Systems  Inc 

VaporVac  Retrofit 

99-179 

Active 

l 

On-Board  Weighing 

Fairbanks  Scales 

FTS-R5900-xxx  Series 

5K  lb  - 12K  lb 

99-066A1 

Active 

i 

LTS  Scale 

LTEF  Series 

5000  lb  to  12  000 
lb 

95-110A2 

Active 

l 

NORAC  Systems  International,  Inc. 

ANXXL-Y  Series 

IK  lb  to  40K  lb 

99-091 

Active 

i 

Weigh-Tronix,  Inc. 

QTLT  SC-05  & QTLT  SC-10 

5K  lb  x 51b  & 10K 
lb  x 10  lb 

95-126A1 

Active 

l 

On-Board  Weighing  System 

Allegany  T echnology  Inc. 

Eltis  3 LFT 

5000  x 5 lb 

94-107 

Active 

8 

Fairbanks  Scales 

OBS-R5700-xxx 

5000  lb  x 5 lb 

96-120 

Active 

10 

Filing  Scale  Company 

LTEF16-WM 

500  lb 

94-049 

Active 

7 

Hardy  Instruments,  Inc. 

HI  3120NT* 

5000  lb 

96-152 

Active 

10 

LTS  Scale 

LTEFl6-CWM-xxyy 

10  000  lb 

95-103A1 

Active 

9 

LTEF20-WM 

500  x 1 lb 

95-036 

Active 

9 

Measurement  Systems  International 

MSI-3700 

5000  lb 

97-092 

Active 

1 

Weigh-Tronix,  Inc. 

STS-50 

50  000  lb 

98-072 

Active 

1 

Other 

Enchanced  Checker  Interface  (ECI) 

PS-7000 

30  lb 

99-109 

Active 

1 

Hauck  Engineering 

99999 

92-073 

Inactive 

1/1/96 

5 

Ivex  Corporation 

3871 

1 dry  quart 

89-012 

Active 

5 

Livingston  Seed  Company 

1/32  & 1/8  dry  pint 

1/32  &1/8  dry  pin 

96-022 

Active 

9 

A & B 

1/32  & 1/8  dry  pt 

92-046 

Inactive 

1/1/96 

5 

P.O.M.  Incorporated 

"E"  (ECON-O-METER) 

2 hrs  x 6 min 

88-274P 

Active 

5 

Paper  Company 

NEXUS  50  A 

1 lb  by  4 oz 

91-111 PN 

Inactive 

1/1/96 

5 

W.R.  Grace  & Co. 

24  P 

1 dry  pint 

87-091 

Inactive 

1/1/94 

5 

536 

1 dry  quart 

86-034 

Inactive 

1/1/94 

5 

Other  - LMD 

Additech 

AXXX-XX 

99.999  Max  Fluid 
Ounces 

98-091 

Active 

1 

BXXX-XX 

00-100 

Effective 

Autofill  Inc. 

AF300  N & AF300  C 

99-041 

Active 

1 

AutoGas  Systems,  Inc. 

Axxxxxx 

88-256A1 

Active 

10 

Control  Systems  International,  Inc. 

FUEL-FACS 

94-109 

Inactive 

1/1/96 

9 

Daniel  Measurement  and  Control 

DanLoad  6000 

99-048 

Active 

1 

DRB  Systems 

Car  Watch 

93-001 

Active 

7 

Dresser  Equipment  Group,  Wayne 
Division 

882733-XXX  (PC AT) 

96-083A1 

Active 

1 

Global  Hydraulics  Module  (GHM) 

98-068 

Active 

1 

MD  & MB  Series 

92-085 

Active 

9 

E.  J.  Ward,  Inc. 

Next  Generation 

98-057 

Active 

1 

Engineered  Systems,  Inc.  (ESI) 

302XX 

93-113 

Active 

7 

Farmchem  Corp. 

FCSSCMT 

22.5K  - 39K  lb 

94-036 

Active 

7 

Franklin  Electric 

9340000XXX* 

95-067A1 

Active 

9 

Franzen-Hill  Corporation 

Hill-VAC  Phase  II  Vapor  Recovery 

00-048 

Active 

1 

By  Device  Type 


No.  4-39 


Company  Name 

Model  Number 

Capacity 

Certificate 

No. 

Status 

Pub  5 
Edition 

Gasboy  International,  Inc. 

425 

89-064 

Inactive 

7/8/93 

5 

Gilbarco,  Inc. 

CRIND 

89-066 A 1 

Active 

7 

K93926-XX 

93-036 

Active 

6 

Modular  Electronics 

86-024 

Active 

5 

T 199976-1  & T19976-G2 

98-056 

Active 

1 

Healy  Systems,  Inc. 

400 

92-008 

Inactive 

1/1/99 

5 

Hotter  Flow  Controls,  Inc. 

ACE-A-X-X-X-X-X-X 

95-027 

Active 

8 

Husky  Corporation 

V (Coaxial) 

90-027 

Active 

5 

Krohne  America,  Inc. 

CTCS-100  & FBC-200 

95-048 

Active 

8 

Liquid  Controls  LLC 

ISOMAG 

See  Certificate 

00-054 

Active 

1 

Liquip  Sales  Pty  Limited 

EMH500  Register 

9 999  999 

98-093A1 

Active 

1 

Marconi  Commerce  Systems  Inc 

CRIND/Info  Screen 

99-170 

Active 

1 

K93926-XX 

99-181 

Active 

1 

Modular  Electronics 

99-160 

Active 

1 

T 19976-G1  & T19976-G2 

99-185 

Active 

1 

MIECOA 

Amoco  CPOS 

96-158A1 

Active 

1 

Murray  Equipment  Inc. 

MEI-KROCT-X  MAG 

See  Certificate 

97-166 

Active 

1 

MVE,  Inc. 

SWM  10-15-3810-00 

99  999  999  (gal  or 
cu  ft) 

99-139 

Active 

1 

Saber  Equipment  Corp. 

NXXXXX  Series 

95-099 

Inactive 

1/1/98 

9 

Schlumberger  Industries 

MP  Series 

See  Certificate 

98-020A1 

Active 

1 

Schlumberger  Technologies,  Inc. 

1100, 1170, & 2150 

92-126 

Inactive 

1/1/96 

5 

SMI  00 

96-031 

Inactive 

1/1/00 

9 

Sorrento  Electronics  Inc. 

302  XX 

98-194 

Active 

1 

Symbology  Systems  Inc. 

Autoflow 

00-098 

Active 

1 

T okheim  Corporation 

2000R  Series  & 4000R  Series 

99-083 

Active 

1 

SMI  00 

26  gpm 

99-089 

Active 

1 

Other  - Scale 

AGRIS  Corporation 

SA  02 

96-029A1 

Active 

1 

Auto-Control  Division 

2000  Series/90  Series/80  Serie 

96-009 

Active 

9 

BESSER  APPCO 

ACECO 

10Kx10lb;40Kx50lb 

94-063 

Inactive 

1/1/98 

7 

Buhler  Inc. 

MEAF 

00-086 

Active 

1 

Cardinal  Scale  Mfgr.  Co. 

6800/Z100&  600/2100 

90-110 

Inactive 

11/16/93 

5 

738/TLC 100-738/21 00 

90-111 

Active 

5 

Compound  FC  XXXX 

88-1 39PN 

Inactive 

11/16/93 

5 

DR  Full  Capacity  XXX 

88-138PN 

Inactive 

1/1/97 

5 

Mechanical  TR  XXXX-X 

6500  lb  to  80  ton* 

88-137 

Active 

1 

SJB  Series 

99-026 

Active 

1 

Emery  Winslow  Scale  Company 

TR  Series 

See  Certificate 

88-149 

Inactive 

1/1/98 

9 

Ernst  & Young 

ScanMaster 

99-020 

Active 

1 

Fairbanks  Scales 

2442-500 

500  lb  x 0.2  lb 

97-145 

Active 

1 

50-5361 

88-1 55PN 

Active 

5 

90-8050-1 

91-065 

Active 

7 

F Series  (See  Certificate) 

See  Certificate 

94-113 

Active 

8 

Grand  Rapids  Scale  Company,  Inc. 

NBW-95W 

See  Certificate 

00-043 

Active 

1 

No.  4-40 


By  Device  Type 


Company  Name 

Model  Number 

Capacity 

Certificate 

No. 

Status 

Pub  5 
Edition 

Gravity  Software  Systems 

QuickWeigh 

00-081 

Active 

I 

Hobart  Corporation 

UWS 

15  kg  & 30  lb 

99-006 

Active 

1 

IBM  Corporation 

4687-2 

89-148 

Inactive 

1/1/96 

5 

ICL,  Inc. 

310RD 

89-1 55A1 

Active 

1 

Industrial  Data  Systems,  Inc. 

DT  210 

89-040 

Active 

5 

Intercomp  Corporation 

PW850  Series 

5000  lb  to  12  000 
lb 

99-201 A1 

Active 

1 

iShip.com,  Inc. 

iShip  Manifest  System  (IMS) 

99-193 

Active 

1 

K-Scale,  Inc. 

KMS-2000 

91-085 

Inactive 

1/1/00 

5 

Mettler-Toledo,  Inc. 

760DCnnn-xA"S" 

60 K lb  - 162K  lb 

98-031 

Active 

1 

9360 

92-158 

Active 

5 

Morrison  Weighing  Systems,  Inc. 

MR-750 

00-112 

Effective 

oneWeigh 

Microway  II, oneWeigh 

89-0 10A4 

Inactive 

1/1/99 

7 

PC  Synergy 

PostalMate* 

91-136A1 

Active 

1 

Retailer  Owned  Research  Company 

RORC/viPOS 

99-032 

Active 

1 

Rice  Lake  Weighing  Systems 

ATS-1  and  ATS-2  Plus 

98-158 

Active 

1 

CB-1  and  AB-1 

98-156 

Active 

1 

Spectra  Physics 

760SLS-RD 

89-147 

Inactive 

10/27/93 

5 

Tomra  Pacific,  Inc. 

Workstation  VI. 05 

00-070 

Active 

1 

U-Ship  International  Ltd. 

ET  300  & ET  400 

99-113 

Active 

1 

Valmet,  Inc. 

HOL0097186 

99-064 

Active 

1 

Webb  Corporation 

Webb 

5 - 50  ton 

94-116 

Active 

9 

Weigh-Tronix,  Inc. 

3090-DL-2000;3090-SL-2000* 

500  lb 

95-025 

Active 

9 

Weyerhaueser  Paper  Company 

MRS 

99-125 

Active 

1 

POS  Scale 

AT&T  Global  Information  Solutions 

2127 

88-26 1A2 

Active 

7 

7050 

30x0.01  lb 

88-007 

Active 

5 

7824 

30x0.01  lb 

87-014 

Active 

5 

7880-21 XX 

30x0.01  lb 

94-086A1 

Active 

8 

Cardinal  Scale  Mfgr.  Co. 

ECR-30 

30  lb 

89-097A1 

Inactive 

11/8/96 

5 

Dyna-Tech,  Inc. 

ExpressLane 

98-187 

Active 

1 

Esselte  Meto 

CR511;  CR512 

30x0.01  lb 

86-016A2 

Inactive 

1/1/94 

5 

Hobart  Corporation 

5018 

30x0.01  lb 

88-069A1 

Active 

5 

IBM  Corporation 

4687-2 

30x0.01  lb 

89-139A1 

Inactive 

1/1/96 

8 

4694- XXX 

97-052 

Active 

10 

ICL,  Inc. 

300 

30  lb  x 0.01  lb 

92-020A1 

Active 

1 

310 

29.99  IbxO.OI  lb 

89-081 A2 

Active 

1 

9900 

30  IbxO.OI  lb 

00-037 

Active 

1 

Mettler-Toledo,  Inc. 

8215 

30x0.01  lb 

89-137 

Inactive 

9/2/93 

5 

Micros  Systems,  Inc. 

400395 

100x0.1  lb 

93-111 

Active 

6 

NCR  Corporation 

7401 -XXX 

00-031 A2 

Active 

1 

7454-XXXX 

99-105 

Active 

1 

7870-2xxx  or  7870-45xx* 

30  IbxO.OI  lb 

92-1 18A4 

Active 

1 

7872-xxxx 

30  IbxO.OI  lb 

00-032A1 

Active 

1 

7875-2XXX 

30  IbxO.OI  lb 

96-135A2 

Active 

1 

By  Device  Type 


No.  4-41 


Certificate 

Pub  5 

Company  Name 

Model  Number 

Capacity 

z 

o 

Status 

Edition 

New  Brunswick  International,  Inc. 

DS-650 

30  x 0.01  lb 

93-064 

Active 

6 

Panasonic  Communications  & 

5000  Series 

94-064 

Inactive 

1/1/96 

7 

Systems 

JS-500-/-5 1 0-/-520WS 

98-21 1 

Active 

1 

JS-500-/-510-/-520WS  Series 

96-045 

Inactive 

1/1/98 

9 

JS-750WS 

94-075 

Inactive 

1/1/96 

7 

JS-750WS 

96-046 

Inactive 

1/1/98 

9 

JS-750WS 

98-212 

Active 

1 

Pitney  Bowes 

J070/Code  J070 

See  CC 

91-144A1 

Active 

8 

POS  Data  Products,  Inc. 

POSISCALE  3030 

30x0.01  lb 

91-015 

Inactive 

11/1/94 

5 

POSIscale  9530 

30x0.01  lb 

94-002 

Active 

7 

PSC  Scanning,  Inc. 

‘Magellan  SL“  384  or  382 

30  lb  x 0.01  lb* 

97-064 

Active 

10 

Shekel  Electronic  Scales 

SC  150 

30x0.01  lb 

89-133A2 

Inactive 

1/1/98 

5 

SC-400 

30x0.01  lb 

93-018 

Inactive 

1/1/98 

5 

SC-600 

30x0.01  lb 

93-138 

Active 

7 

SC250-Q 

30x0.01  lb 

91-071 

Inactive 

1/1/98 

5 

Symbol  Technologies,  Inc. 

SC-400 

30x0.01  lb 

93-019 

Inactive 

1/1/97 

5 

TEC  America,  Inc. 

SL-47-50-L-N 

50x0.01  lb. 

89-021 

Active 

5 

Weigh-Tronix,  Inc 

4740,  Z2002,  6710 

See  Certificate 

92-05 1A2 

Active 

8 

Prepackaging  Scale 

Avery  Weighing  T echnology 

B700 

30x0.01  lb 

88-056 

Inactive 

12/21/93 

5 

Bizerba  United  States,  Inc. 

G Series 

See  Certificate 

96-126A1 

Active 

’l 

Exact  Equipment  Corporation 

951 

50x0.01  lb 

88-184A1 

Inactive 

10/31/93 

5 

960 

30  x 0.01  lb 

88-183 

Inactive 

1/1/97 

5 

Hobart  Corporation 

1865 

30x0.01  lb 

88-052 

Inactive 

1/1/97 

5 

Ishida  Co.  Ltd. 

4000  Series 

30x0.01  lb 

90-098A1 

Active 

6 

Wrap  Mini  MK  II 

30x0.01  lb 

94-051 

Active 

7 

New  Brunswick  International,  Inc. 

2600/3600  Series 

30x0.01  lb 

88-1 74 A2 

Active 

9 

DPS  6000 

30  x 0.01  lb 

87-118 

Inactive 

1/1/99 

5 

TEC  America,  Inc. 

SL31-50R 

50  x 0.01  lb 

87-047 

Inactive 

12/12/94 

5 

Weldotron  Corporation 

9000 

30  x 0.01  lb 

91-018 

Inactive 

1/1/98 

5 

Printer  - LMD 

DH  Print 

44XX 

91-137 

Inactive 

1/1/97 

5 

Gilbarco,  Inc. 

PA0  16300 

88-162 

Active 

5 

Marconi  Commerce  Systems  Inc 

PA0  16300 

99-166 

Active 

1 

TEC  America,  Inc. 

H-1700-30-Z0-US 

93-054 

Active 

6 

Printer  - Scale 

A&D  Engineering 

AD  81 15  A, B, or  C 

91-125 

Active 

5 

Advance  Scale  Company 

Auto  4000 

87-115 

Inactive 

1/1/98 

7 

Cardinal  Scale  Mfgr.  Co. 

740  and  750 

88-276 

Inactive 

10/3/97 

5 

CAT  Scale  Company 

320 

90-123 

Inactive 

1/1/94 

5 

Computer  Advice 

CAM-290A 

91-157 

Inactive 

1/1/94 

5 

Control  Logic  Corporation 

CLC  1100&CLC  1200 

88-234 

Inactive 

1/1/94 

5 

No.  4-42  By  Device  Type 


Company  Name 

Model  Number 

Capacity 

Certificate 

No. 

Status 

Pub  5 
Edition 

Fargo  Electronic  Services  Inc. 

KB- 105 

89-157A1 

Inactive 

9/1/93 

5 

SP  2000 

88-233 

Inactive 

9/1/93 

5 

Hecon  Corporation 

AO  & A6 

88-094 

Inactive 

1/1/96 

5 

AO  516 

88-092 

Inactive 

1/1/96 

5 

AO  543 

88-093 

Inactive 

1/1/96 

5 

Industrial  Data  Systems,  Inc. 

152 

89-129A1 

Active 

6 

Matrix  500 

90-059 

Inactive 

12/13/93 

5 

Mettler-Toledo,  Inc. 

307 

90-073 

Inactive 

1/1/97 

5 

31 4T 

88-195 

Inactive 

9/2/93 

5 

315 

89-079 

Inactive 

1/1/98 

5 

325 

90-076 

Inactive 

1/1/97 

5 

350 

88-191 

Inactive 

1/1/97 

5 

8804 

88-192 

Inactive 

9/2/93 

5 

8806 

89-080 

Inactive 

10/20/97 

5 

8840-1 

88-193 

Inactive 

9/2/93 

5 

8842 

88-302 

Inactive 

9/2/93 

5 

8855 

88-196 

Inactive 

9/2/93 

5 

8860 

88-194 

Inactive 

1/1/97 

5 

963 

89-008 

Active 

5 

MP  750 

88-197 

Inactive 

1/1/97 

5 

Pennsylvania  Scale  Company 

PI  00 

88-117 

Inactive 

1/1/96 

5 

PS400 

88-115 

Inactive 

1/1/96 

5 

PS400-T 

88-116 

Inactive 

1/1/96 

5 

Rice  Lake  Weighing  Systems 

KB- 105 

89-156 

Active 

5 

Scale  Data  Systems 

4000 

87-015 

Inactive 

1/1/99 

5 

Thurman  Scale  Company 

600 

91-027 

Inactive 

12/27/93 

5 

T yrel  Corporation 

TCP-10 

91-033 

Inactive 

1/1/98 

5 

Weigh-Tronix,  Inc. 

W P-240 

88-310 

Active 

5 

W P-255 

93-025 

Active 

6 

Railway  Track  Scale 

Agri  Systems 

6040001 

400Kx  100  lb 

93-045 

Active 

7 

Cardinal  Scale  Mfgr.  Co. 

LPR  & LPRA  Series 

170  - 270  tons* 

93-051 A1 

Active 

8 

Emery  Winslow  Scale  Company 

6X-YYY-Z 

See  Certificate 

97-122 

Active 

1 

Fairbanks  Scales 

12-14XX 

93-043 

Active 

1 

E12-14XX  Series 

See  Certificate 

92-186 

Active 

1 

Loadmaster  Scale  Manufacturing 

RR 

400 K lb 

95-046 

Active 

9 

Mettler-Toledo,  Inc. 

7260 

340K  lb  x 50  lb 

90-001 A1 

Active 

1 

Rice  Lake  Weighing  Systems 

RR  Series 

340  000  lb  x 50  lb 

98-009 

Active 

1 

Scales  Unlimited  Inc. 

FERRS 

200K  to  540K  lb 

94-097 

Active 

9 

Systems  Associates,  Incorporated 

7425  and  7430 

96-141 

Active 

10 

NP 

200,000  x 100  lb 

88-084 

Active 

5 

Thurman  Scale  Company 

8760 

200K  - 540K  lb 

96-056 

Active 

10 

UHL  Scale  Service,  Inc. 

15-15 

350K  x 50  lb 

92-178 

Active 

5 

RRU 

340K  lb  x 50  lb 

98-074 

Active 

1 

By  Device  Type 


No.  4-43 


Company  Name 

Weigh-Tronix,  Inc. 

RMFD  - Console/Controller 


Allied  Electronics,  Inc. 

AT&T  Global  Information  Solutions 

AutoGas  Systems,  Inc. 

Bennett  Pump  Company 


Business  Technologies,  Inc. 

Canmax  Retail  Systems,  Inc. 

Contrec  - USA,  LLC 

Dresser  Equipment  Group,  Wayne 
Div. 

Dresser  Equipment  Group,  Wayne 
Division 

ESCO  Manufacturing,  Inc. 

EW A Technologies,  Inc. 

Gasboy  International,  Inc. 


Gilbarco,  Inc. 


Marconi  Commerce  Systems  Inc 


Schlumberger  Technologies,  Inc. 

T okheim  Corporation 


Model  Number 

RLP  Series 

Delta  300X-X  XX  B 1 
2126-1400 
2522 
CWS 
100 

405-XX-8P  & -16P 
81 

A 410-X 

ECR-430  ECR  A 430-1 
OMNI-OT 

SysVIl  Console&Softw 
VP4 

FULL  SERVE 
405/414 

SM-2000 

SM-2000 

SM-3000 

WP/CT 

TLC-10XX 

2100XX 

2000S-CFN-SC 
2001, 2002 
8800 

SST-8  and  SST-16 
PA0188XXX  (T-12CSer) 
PA02400000000 
PA0250XXXXXXX 
PA0324-XXXX  (Passport) 

PA1 800001 00  (TCR-G)- 
ABXXXX 

PA  180  0000  100/PA  180  XXXX 
XXX 

P A0 1 88XXX/PA0203XXXXXXX 
PA02400000000 
PA0250XXXXXXX 
PA0324-XXXX  (Passport) 

ECS 

ECS  Series 

M268  REG.,  M268  BASE 
184  Series  (MEMS  IV) 

ECS  Series 
ROC 


Certificate 

Capacity  No. 

170K  - 460K  lb  96-071 

92- 205 

88-257 
87-032 

97- 006 

24  dispensers  88-083 

90-162A1 
90-036PN 
999.99  vol  88-303A1 

87-020A 2 

up  to  24  dispens.  89-072 

999.999  units  Tot  92-129A2 

Qty 

93- 055 

87- 025 

98- 058 

99- 156 

99-155 

88- 263 A2 

799.999  gal  89-069 

999  999  999.9  99-096A1 

units 

86-005 

86-006 

$999.99  total  $ 91-020 

92-077 
86-01 8A1 

89- 068A1 

799.999  gal  89-070 

98- 096 
86-01 9A1 

99.999  Volume  99-163 

Units 

99- 159 

99-158 

99-171 

99-172 

99-186 

88-085 

94- 118 

90- 013 
86-032A2 
99-085 
88-277 A 1 


Status 

Pub  5 
Edition 

Active 

10 

Active 

1 

Inactive 

8/12/93 

5 

Inactive 

8/12/93 

5 

Active 

10 

Inactive 

9/30/93 

5 

Active 

6 

Inactive 

9/30/93 

5 

Active 

5 

Active 

5 

Inactive 

9/30/93 

5 

Inactive 

1/1/98 

8 

Inactive 

12/20/94 

7 

Inactive 

1/1/96 

5 

Active 

1 

Active 

1 

Active 

1 

Inactive 

1/1/98 

10 

Active 

5 

Active 

1 

Active 

5 

Inactive 

7/8/93 

5 

Inactive 

7/8/93 

5 

Inactive 

7/8/93 

5 

Active 

8 

Active 

5 

Active 

5 

Active 

1 

Active 

8 

Active 

1 

Active 

1 

Active 

1 

Active 

1 

Active 

1 

Active 

1 

Inactive 

1/1/98 

5 

Inactive 

1/1/00 

9 

Inactive 

11/26/93 

5 

Active 

6 

Active 

1 

Inactive 

1/1/98 

5 

No.  4-44 


By  Device  Type 


Certificate 

Pub  5 

Company  Name 

Model  Number 

Capacity 

6 

z 

Status 

Edition 

Triangle  Microsystems,  Inc. 

800 F 

92-145 

Active 

5 

MPC-8X  & MPC-16X 

90-163A1 

Active 

6 

TMS  800F 

92-165 

Active 

6 

T uthill  Corporation 

500 

9999.99  gal 

88-161 

Inactive 

1/1/98 

5 

Waugh  Controls  Corporation 

1300 

94-104 

Active 

7 

RMFD  - Dispenser 

A.P.S.  - Petroleum  Equipment 

Classic  III 

94-091 

Active 

7 

Bennett  Pump  Company 

2200,  2300  & 2400  Series 
(Horizon) 

See  Certificate 

96-121A1 

Active 

1 

3700  & 3900 

90-034A1 

Active 

5 

4000 

90-035 

Active 

5 

6000 

99.999  gal. 

87-062 

Inactive 

1/1/98 

5 

7000  & 9000  Series 

999.999  gal 

89-063A6 

Active 

1 

C and  R 

1 gpm  - 24  gpm 

00-059 

Active 

1 

Clean  Fueling  Technologies,  Inc. 

PRO  Series 

95-148A1 

Active 

1 

PRO-WX-XX00-X  Series 

990.00  Total 
Volume 

95-155A1 

Active 

1 

PROGXYZOON 

999.999  Tot.  Vol. 

99-128 

Active 

1 

Cornerstone,  Inc. 

C-100  & C-100A 

99-050 

Active 

1 

Dresser  Equipment  Group,  Wayne 

141U-KP 

999.9  x 0.1  gal 

86-031 

Inactive 

9/16/93 

5 

Division 

380/580 

92-123 

Inactive 

1/1/98 

5 

DD1/590-23/G 

999.999  total  vol 

89-011 

Inactive 

1/1/98 

5 

DDX-490-1 L 

88-262A3 

Active 

5 

DL1/395-1L/19G 

999.999  Total  Vol 

89-076 

Inactive 

1/1/98 

5 

DLX  and  DDX  Series 

89-1 49 A2 

Active 

1 

DLX-390-1 L 

$999.99  Total  Vol 

90-130 

Inactive 

9/16/93 

5 

DLX-39X-1 L Series* 

99.999  Vol.  Units 

89-036A3 

Inactive 

1/1/98 

9 

D LX/360,  D LX/370  Series 

999.999  Total  Vol 

89-150 

Inactive 

1/1/00 

9 

G2BCDE  (Century  Series) 

999.999  Tot.  Vol. 

99-122 

Active 

1 

HS/V387  (Vista  Series) 

990.00  units 

98-130 

Active 

1 

Touch-N-Go  (See  Certificate) 

00-051 

Active 

1 

V38XYZ  Series 

3-15  gpm 

90-005A2 

Inactive 

1/1/00 

10 

V395D 

0.3  - 19.5  gpm 

91-034A1 

Inactive 

1/1/00 

10 

V39XYZ  Series* 

3-15  gpm 

90-007 A2 

Inactive 

1/1/00 

10 

V490  Series 

3 - 15  gpm 

90-006A1 

Inactive 

1/1/00 

10 

V58XYZ  Series 

0.3  - 19.5  gpm 

91-035A2 

Inactive 

1/1/00 

10 

V590D  Series 

0.3  - 15  gpm 

90-004A2 

Inactive 

1/1/00 

10 

Vista  Series 

999.999  Tot.  Vol. 

99-045A1 

Active 

1 

Gasboy  International,  Inc. 

8000 

91-021 

Inactive 

7/8/93 

5 

9100 

999.9 

89-056 

Inactive 

7/8/93 

5 

9100  Series 

999.9  Volume 

Units 

91-019A2 

Active 

8 

9100A  Series 

999.9  Vol  Units 

95-179 

Active 

10 

9820  (ASTRA)/9840/9850  Series 

Tot.  Vol.  999.999 

95-136A3 

Active 

1 

Gasboy  8000 

999.9 

88-281 A1 

Inactive 

7/8/93 

5 

Gasboy  8800 

see  below 

88-279A1 

Inactive 

7/8/93 

5 

By  Device  Type 


No.  4-45 


Company  Name 

Gasboy  International,  Inc. 


Gilbarco,  Inc. 


Hasstech,  Inc. 

Interquip 

Kraus  Alternate  Fuels  Inc. 


Marconi  Commerce  Systems  Inc 


OPW  Fueling  Components 
Schlumberger  Technologies,  Inc. 


Sun  Refining  and  Marketing  Co. 
Suntronic  Technology  Group 
Tokheim  Corporation 


Model  Number 

Gasboy  Self-Con  Vol 

Gasboy  Submersible 

Gasboy  Sup-Sd  Vol 

AAXXXXXXXXXXX 

ABXXXX 

AC  X X X X X XX 

ADXXXXX 

AE,  AK,  AL,  AP,  AU 

BXX  Series* 

DXX 

JXXX  Series  (LEGACY) 

MPD-1 

MPD-1 

Salesmaker-4  & 2 
HP-2,  HP-22 
COMPUREG  1L 
KRP-XXX 

KRP-XXX 
AC  X X X X X XX 
AD  Series 

AE,  AK,  AL,  AP,  & AU  Series 
BXX  Series* 

DXX 

Exx  Series  (Eclipse) 

JXXX  Series  (LEGACY) 

MPD-1 

Nxx  Series  (Encore) 

Salesmaker-4  & -2 

XAX  XXXXXXXXXX  (Trimline) 

OPW  11 -VA 

2XX0-X-X-X 

400  Series 

4000  Series* 

600  Series 
640 

640/650/660  Series 
660 

Centurion  Series 
EPS  R CT  X X X XX 
EPS  RC  I X X X XX 
E-511 
SR-996 

1 100  & 1200  Series 


Capacity 

Certificate 

No. 

999.9  total  vol 

88-283 

999.9  total  vol 

88-282 

999.9  total  vol 

88-284 

91-088 

99.999  gal 

87-099 

999.999  Total 
Gallons 

88-226A5 

$999.99  Tot  Price 

92-21 1 

99.999  gal 

87-077 A3 

999.999  Tot  Vol 

90-115A9 

93-081 A1 

See  Certificate 

94-027 A2 

99.999  gal 

88-128 

999.99  TOTAL 
PRIC 

89-01 9A1 

99.999  gal 

88-129 

90-070 

999.999  Tot.  Vol. 

97-107 

999.999  Total 

94-124 

Volume 

94-124A1 

99-167 

99-178 

99-162 

999.999  Tot.  Vol. 

99-173 

999.999  gal  or  L 

99-182 

999.999  Tot  Vol 

00-036A1 

See  Certificate 

99-183 

99-168 

999.999  Tot  Vol 

00-035A1 

99.999  Volume 

99-165 

Units 

99-174 

95-066 

999.999  gal 

88-086A 

999.9  gal/liter 

93-088 

999.999  Gal/L 

91-133A6 

94-076 

89-125PN 

999.999  Gal/Liters 

94-054 

89-161PN 

999.999  gal 

96-146 

$999.99  Total  $ 

90-148 

$999.99  Total  $ 

90-149 

92-031 

92-015 

999.9  Gal/Liters 

90-145 

Max  Qty 


Status 

Inactive  7/8/93 

Inactive  7/8/93 

Inactive  1/1/98 

Active 

Active 

Active 

Active 

Active 

Active 

Active 

Active 

Active 

Active 

Active 

Inactive  1/1/94 

Inactive  1/1/99 

Active 


Effective 

Active 

Active 

Active 

Active 

Active 

Active 

Active 

Active 

Active 

Active 

Active 

Active 

8 

Active 

5 

Inactive 

1/1/00 

9 

Inactive 

1/1/00 

8 

Inactive 

1/1/00 

7 

Inactive 

12/8/94 

5 

Inactive 

1/1/98 

9 

Inactive 

12/8/94 

5 

Inactive 

1/1/00 

10 

Inactive 

11/26/93 

5 

Inactive 

1 1/26/93 

5 

Inactive 

1/1/94 

6 

Active 

5 

Inactive 

1/1/98 

9 

Pub  5 
Edition 

5 

5 

5 

5 

5 

I 

7 

I 

I 

7 

I 

5 

7 

5 

5 

10 

8 


No.  4-46 


By  Device  Type 


Model  Number 

162  Series 
220  & 330 

262-HV  (High  Volume) 
262A & 262HV 
2652-Suffix  & 2653-Suffix 

400  Series 
4000  Series 
600  Series 

7500  & 8700 E Series 
785-HV 

Centurion  Series 
HXXX-X  Series*  (Premier) 
TCS 

TCS  Series 
FR307  & UL307 
FR712 

3000M-XX-Y-Z* 
4000M-XX-X 

UV  9XXX-X 

Universel  Epsco,  Inc.  3000 

3000M-XX-Y-Z* 

4000M-XX-X 

4000M-XX-Y-Z* 

7100M-X-XX 

7100M-X-XX-X 

8000M-X-XX 

8000M-X-XX-X 

Univision  9000  Series 


RMFD  - Dispenser  (CNG) 


EDO  Automotive  Natural  Gas,  Inc. 

AMD-1  P.-2P, -IE,  &-2E 

Kraus  Alternate  Fuels  Inc. 

DAM  XXXX  & SAM  XXXX 

DAM  XXXX  & SAM  XXXX 

Marcum  Fuel  Systems,  Inc. 

APEX  MXX-XXXXXX* 

APEX  S60-XXXXXXX 

Natural  Fuels  Corporation 

APEX  PFXXX-XX.X* 

NR  & NF  Series 

Sulzer  Canada,  Inc. 

2001/4PSD 

Sulzer  USA,  Inc. 

SGX.XXX 

Tulsa  Gas  Technologies,  Inc. 

T GT-X- XXXX- XX- XXXX 

Universel  Dispenser  Corporation 

31XX,  51XX  , & 71XX 

Universel  Epsco,  Inc. 

31XX,  51XX,  and  71XX* 

31XX/51XX/71XX 

Certificate 

Pub  5 

Capacity 

z 

o 

Status 

Edition 

92-021 

Inactive 

1/1/98 

9 

90-144A1 

Inactive 

1/1/98 

6 

60  gpm 

90-020 

Inactive 

1/1/98 

5 

999.999  gal  or  1 

89-115A2 

Active 

10 

999.999  Volume 
Units 

95-152 

Active 

9 

999.9  gal/L 

99-080 

Active 

1 

999.999  gal/L 

99-081 

Active 

1 

999.99  Gal/L 

99-082 

Active 

1 

999.9 

95-045 

Active 

10 

12  - 60  gpm 

89-017 

Inactive 

1/1/98 

5 

999.999  Tot.  Vol. 

99-084 

Active 

1 

999.999  Tot  Units 

92-21 6 A2 

Active 

9 

90-01 4A1 

Inactive 

11/8/93 

5 

87-0 18  A3 

Inactive 

1/1/98 

6 

98-021 

Active 

1 

92-076 

Active 

5 

Max.  Vol.  999.9  gal 

99-118 

Active 

1 

Tot.  Vol.  999.999 
gal 

99-119 

Active 

1 

Tot.  Vol.  9999.999 

99-120 

Active 

1 

gal/L 

91-119 

Inactive 

1/1/96 

5 

999.9  gal 

96-010 

Active 

10 

91-116 

Inactive 

1/1/96 

5 

999.999  (gal) 

96-012 

Active 

10 

91-151 

Inactive 

1/1/96 

5 

99.999  gal 

96-013 

Inactive 

1/1/99 

10 

91-117 

Inactive 

1/1/96 

5 

99.999  gal 

96-014 

Inactive 

1/1/99 

10 

999.99  Total 

95-141 

Active 

9 

volume 

93-013 

Active 

5 

93-093 A 1 

Active 

8 

999.999 

97-168 

Active 

1 

999.999  Max 
Volume 

95-108 

Inactive 

1/1/99 

9 

999.999 

97-007 

Inactive 

1/1/99 

1 

999.999 

97-147 

Active 

1 

93-107 

Active 

6 

0.25  - 22  Ib/min 

94-044 

Inactive 

1/1/99 

7 

999.999  Max  Total 
Vol 

97-106 

Active 

1 

999.999  Total  Vol 

96-155A1 

Active 

10 

99-124 

Active 

1 

96-011 

Active 

10 

95-109 

Inactive 

1/1/96 

9 

Company  Name 

T okheim  Corporation 


T uthill  Corporation 


Universel  Dispenser  Corporation 


By  Device  Type 


No.  4-47 


Certificate 

Pub  5 

Company  Name 

Model  Number 

Capacity 

No. 

Status 

Edition 

RMFD  - Register 

Controlled  Commerce  Integrated  Sys 

RPM  POS 

97-037 

Active 

10 

Instant  Card  Systems 

RPM  POS 

94-102 

Inactive 

1/1/97 

8 

Kraus  Alternate  Fuels  Inc. 

Micon  200,  Micon  300 

999.999  Total 
Volume 

94-125 

Active 

8 

Micon  500LN  & Micon  500CN 

See  Certificate 

97-1 1 1 A1 

Active 

1 

Midwest  Computer  Register  Corp. 

SRW-XYZ-O* 

Tot.  Vol.  9999.9 

00-084 

Active 

1 

Suntronic  Technology  Group 

SM-2000 

93-007 

Active 

5 

T okheim  Corporation 

Vision  3100  & 3200 

92-202 

Active 

6 

T ransDataNet  Corporation 

TS 1 1 00/RS 1 1 -A1/EMR- 1 00* 

97-108A1 

Active 

1 

Veeder-Root  Co 

2003 

90-143PN 

Inactive 

7/8/93 

5 

VeriFone,  Inc. 

Gemstone  Ruby 

94-070 

Active 

7 

RMFD  - System 

Gasboy  International,  Inc. 

2000S-CFN  Series 

91-057A2 

Active 

1 

Rollins  Leasing  Corp. 

Automated  Fuel  T racking  System 

99-062 

Active 

1: 

Shipping/Postal/Classifiers 

Ascom  Hasler  Mailing  Systems,  Inc. 

3000N 

100  lb  - 0.5  oz 

90-0 19A2 

Inactive 

1/1/96 

5 

AH  100 

See  Certificate 

98-114 

Active 

1 

AH5,  AH10&  AH30 

5 lb  to  30  lb 

98-113 

Active 

1 

AT&T  Global  Information  Solutions 

4000-XX1X 

30x0.01  lb 

90-011 

Inactive 

8/12/93 

5 

Cardinal  Scale  Mfgr.  Co. 

AS-330D 

150  lb  (70  kg)* 

99-198 

Active 

1 

AS-350D 

150  lb  x 0.2  lb 

95-171 

Active 

9 

MS- 100 

100  lb  x 0.2  oz 

91-163 

Active 

5 

MS-8 

8 lb  x 0.1  oz 

94-066 

Active 

7 

MS-950,  MS-850 

See  Certificate 

95-014 

Inactive 

1/1/98 

9 

PCS  and  AS-400 

100  lb  x 0.5  oz 

90-008A2 

Active 

7 

Denver  Instrument  Company 

AL-3K/44 

6 lb,  4x0.01  oz 

92-055A1 

Inactive 

1/1/97 

5 

Francotyp-Postalia,  Inc. 

FP-30 

See  Certificate 

97-102 

Active 

10 

K-Scale,  Inc. 

MS-D 

100  lb  x 0.5  oz 

91-084 

Active 

5 

Mettler-Toledo,  Inc. 

PS60 

See  Certificate 

95-165A2 

Active 

1 

PS6L 

See  Certificate 

98-018 

Active 

1 

PS90 

1 50  lb  x 0.05  lb 
(60  kg  x 0.02  kg) 

00-010 

Active 

1 

XX38 

25  - 1,000  lb 

90-010 

Active 

5 

National  Register  Incorporated 

2000 

92-187 

Inactive 

1/1/98 

5 

Neopost,  Inc. 

7651 

150  lb  x 0.2  lb 

96-023 

Active 

9 

8510 

10  lb  x 0.1  oz 

90-124A1 

Active 

5 

8660 

0 - 70  lb 

92-049A3 

Active 

5 

SE-95,  SE-85,  8662 

5 lb  to  100  lb 

95-0 15A1 

Active 

1 

SE37,  SE57,  & SE57C 

5 lb  to  5 kg* 

97-076 

Active 

10 

Parcom  Technologies 

PAR  Series 

91-122A1 

Active 

6 

Pitney  Bowes 

5820 

5 lb  x 0.05  oz 

89-048 

Active 

5 

A 603  and  A 613 

3 lb  x 0.1  oz 

89-121A1 

Active 

7 

A 605  and  A 615 

5 lb  x 0.1  oz 

89-120A1 

Active 

7 

No.  4-48 


By  Device  Type 


Company  Name 

Model  Number 

Capacity 

Certificate 

No. 

Status 

Pub  5 
Edition 

Pitney  Bowes 

A120-TA 

2 - 70  lb 

90-136 

Active 

5 

A217 

99  lb 

90-146A1 

Active 

5 

A238 

70  lb 

89-047 

Active 

5 

A510 

10  1b 

89-049A1 

Active 

5 

A610/B610 

21b-  100  lb 

89-050A1 

Active 

5 

B250 

16  X 0.1  oz 

90-087A1 

Active 

6 

B260 

5 lb  x 0.1  oz 

94-137 

Inactive 

1/1/99 

9 

B550  Series 

See  Certificate 

94-133A1 

Active 

9 

J050 

15  lb -0.1  oz 

92-153 

Active 

5 

J060/Code  J060;  J060/Code  J060 

See  Certificate 

93-0 12A1 

Active 

9 

JN50 

7 kg  or  15  lb 

97-150 

Active 

1 

JN64 

150  lb  (60  kg) 

98-154 

Active 

1 

JN75 

100  lb  (45  kg) 

98-088 

Active 

1 

N300  and  N400 

2 lb/3lb  x 0.1  oz 

96-175 

Active 

10 

N31 1/N41 1/B51 1/N61 1 1/N71 1/N91 

1 

N500 

1 kg  to  35  kg 

97-090 

Active 

10 

5 lb  x 0.1  oz 

97-013 

Active 

10 

N600  and  N700 

10-30  lb 

97-01 1 

Active 

10 

N900 

150  lb 

97-0 17A3 

Active 

1 

Transcell  Technology,  Inc. 

SPS-30 

See  Certificate 

97-088 

Active 

10 

T riner  Scale  & Manufacturing 

TS-30P 

0 lb  - 7 lb  x 0.1  oz; 

7 lb  - 30  lb  x 0.2  oz 

00-058 

Active 

1 

TS-30P  (old) 

See  Certificate 

97-103 

Active 

10 

Weigh-Tronix,  Inc 

4000-1,  4100 

see  certificate 

87-121A4 

Inactive 

10/15/95 

5 

4100-1  and  IS-4100 

See  Certificate 

98-035 

Active 

1 

A120-TA 

2 lb  x 0.1  oz 

90-135 

Inactive 

1/1/97 

5 

Software  - LMD 

Bennett  Pump  Company 

Starpoint 

92-033A1 

Inactive 

1/1/98 

5 

System  1 

95-081 

Active 

8 

Canmax  Retail  Systems,  Inc. 

C-Serve 

91-050A1 

Active 

5 

ECR  Software  Corporation 

C-Scann 

94-085 

Inactive 

1/1/97 

7 

Flying  J Inc 

POS 

92-208 

Active 

5 

Management  Solutions,  Inc. 

CVN 

97-167 

Active 

1 

TRIMAX  Retail  Systems 

TRIMAX  POS  V3.xx.xx  Software 

97-048 

Active 

10 

Software  - Scale 

Acme  Scale  Co. 

III 

96-063 

Active 

9 

Advanced  Business  Concepts 

ABC-6 

94-088 

Inactive 

1/1/97 

8 

ARBA  Retail  Systems  Corporation 

ARSC-100  Software 

95-002 

Inactive 

1/1/97 

8 

Automation  Services  Inc. 

AUTOSCALE 

93-010 

Active 

5 

Carolina  Software 

WasteWORKS 

94-055 

Active 

8 

Command  Data  Incorporated 

Control  Agg/32 

94-074 

Inactive 

1/1/97 

7 

Compro  Systems,  Inc. 

BATCHPRO  1500 

97-059 

Active 

10 

Computer  Analysis  & Planning,  Inc. 

CAP  Waste  Mgt  Control 

96-167 

Inactive 

1/1/99 

10 

Computer  Software  Architects,  Inc. 

Linen  Master 

98-094 

Active 

1 

CompuWeigh 

CMS- AC,  CMS-WM  & CMS-NAC 

94-021A1 

Inactive 

1/1/98 

10 

By  Device  Type 


No.  4-49 


Company  Name 

Model  Number 

Creative  Information  Systems,  Inc. 

Scale  Mgt  Software 

Demeter  Inc. 

Version  2 

Dunn  & Dunn  Data  Systems,  Inc. 

The  Manager  Series 

Ensign  Systems,  Inc. 

POSIM  Premier 

Ernst  & Young 

ScanMaster 

Fairbanks  Scales 

SFW  9700  (Datamaster  Plus) 

Farmland  Customer  Information  Svcs 

Farmland  MAPS  Version  5.32 

IBM  Corp. 

4680-4690  Supermarket  Appli. 

IBM  Corporation 

4680-4690  Supermarket  Appli. 

Industrial  Data  Systems,  Inc. 

FA/DOS* 

EZ-Weigh 

Information  Systems,  Inc. 

Soil  Master 

Integrated  Management  Systems 

WEIGHMASTER  System 

Scale  Program 

Jonel  Engineering 

Advantage  Batching  Controller 

JWS  Corp./Roberts  & Schaefer  Co. 

JWS/R&S 

JWS  CORPORATION 

Aggregate  System 

Laidlaw  Waste  Systems,  Inc. 

AS,  AS-NW  & AS-WH 

LAW  MAS 

Libra  Systems,  Inc. 

Silo  Master  2 Plus 

MAIL  BOXES  ETC. 

MBE 

Mead  Fine  Paper 

FPWdydNT.1 

Mettler-Toledo,  Inc. 

WinB  ridge 

MOS  Scale  International,  Ltd. 

VPS  LFT 

MPAQ  Automation,  Inc. 

MPAQ  C32S 

Neopost,  Inc. 

Friendship  and  MailManager* 

Optimal  Robotics  Corp. 

OPOS  6300-2 

Pacific  Coast  Cement 

PCC  BOL92 

Pacific  Software  Associates,  Inc. 

TIMBERWEIGHT 

Paradigm  Software,  L.L.C. 

Compu  Weigh 

Phillips  and  Morris  Scale  Company 

Win  Agg 

Rice  Lake  Weighing  Systems 

T ransAct  & T ransAct  Plus 

Scale  Systems,  Inc. 

Wondo  Software 

SCOOP  Logic  Group 

A-21  S 

Seltec  Corporation 

DB500TT 

Solid  Waste  Technologies,  Inc. 

DATA  MGMT  SYSTEM 

Systems  Datar 

SASY 

United  Parcel  Service 

Version  9702 

Vertical  Software  Inc. 

ScaleT  rac 

Taximeter 

Argo  Instruments,  Inc. 

1144 

Centrodyne  Corporation  of  America 

630 

Digitax  Electronics  USA,  Inc. 

Silent  610  & Silent  620 

FI 

Certificate 

Pub  5 

Capacity 

6 

z 

Status 

Edition 

94-093 

Active 

7 

95-167 

Inactive 

1/1/99 

9 

95-049A1 

Active 

1 

94-073 

Active 

7 

93-122 

Inactive 

1/1/99 

6 

97-137 

Active 

1 

96-174 

Active 

10 

98-082 

Active 

1 

97-051 

Active 

10 

96-165 

Active 

10 

95-138 

Inactive 

1/1/98 

9 

96-128 

Active 

10 

94-050 

Active 

7 

96-183 

Active 

10 

95-143 

Active 

9 

990.00  Total 

95-154 

Active 

9 

Volume 

92-053 

Active 

5 

95-153A1 

Active 

9 

96-143 

Active 

9 

96-180 

Active 

10 

93-067 A2 

Active 

10 

98-017 

Active 

1 

97-014 

Active 

10 

95-168 

Inactive 

1/1/97 

9 

94-122 

Active 

9 

150  lb  x 1.0  oz 

96-065 

Active 

9 

98-037 

Active 

1 

92-128 

Active 

5 

96-068 

Inactive 

1/1/99 

9 

96-049 

Active 

10 

98-022 

Active 

1 

97-034 

Active 

10 

92-184 

Active 

5 

92-057 

Inactive 

1/1/97 

6 

95-160 

Active 

9 

93-034 

Active 

6 

93-136 

Inactive 

1/1/96 

7 

97-086 

Active 

10 

93-098 

Active 

6 

91-168 

Inactive 

1/1/97 

5 

$999.99 

86-029 

Inactive 

10/23/93 

5 

93-128A3 

Active 

1 

99-036 

Active 

1 

No.  4-50 


By  Device  Type 


Company  Name 

Model  Number 

EZ  Technologies,  Inc. 

Z300 

Metrometer,  Inc. 

21R 

22NP 

CCM21R 

Metrolink  2001 , 2002,  & 2003 

Pulsar  Technology  Systems,  Inc. 

100 

2010 

201  OR 

2020  and  2020R 

Record  Electronics  Inc. 

CGII 

RMI  Taxi  Meters 

RM  1500 

RM-3300 

Schmidt  Electronic  Laboratories  Pty. 

G2S 

T axitronic 

TX34 

TX36 

Vehicle  Scale 

Absco  Scale  Co. 

5752 

ACTIVE  Scale  Manufacturing,  Inc. 

XXX-YYYYY-O-ZZZ-aa* 

Agri  Systems 

10- XXX  Series 

Agri-Electronic  Systems,  Inc. 

AES  1000 

Air-Weigh  Inc. 

XX  T YYZZZ-RS  Series 

Airway  Scale  and  Mfg  Co.,  Inc. 

AW  60T  1070-PE 

XX  T YYZZZ-RS  Series 

American  Scale  Co.,  Inc. 

2x2410  to  8x7012* 

Apollo  Scales,  LLC 

ZEUS  Series 

Astec 

LPS  Series 

SS  Series 

B-Tek,  Inc. 

BC-XXXXX-YYY-FE  Series 

BP-EM-P  Series 

B P-XXXYY-ZZZ-  EM-S  R 

BS-XXXX-YYY-EM  Series 

BS-XXXXX-YYY-FE  Series 

BT -XXXX-YYY-FEZZ-SL  Series 

BT-XXXX-YYY-ZZZZ 

Cardinal  Scale  Mfgr.  Co. 

ASR  and  ASRL 

LP 

LP-3  Series  & LPL-3  Series 
PR  and  PRL 

PRC-1,  PRC-H  and  SRC-I 
PRC-H  and  SRC-I 
PRC-I 

PSR  and  PSRL 
SR  and  SRL  Series 
XXXYYY-LCM  Series 


Capacity 

Certificate 

No. 

Status 

Pub  5 
Edition 

00-101 

Active 

i 

87-010 

Active 

5 

87-011 

Inactive 

1/1/97 

5 

88-176 

Inactive 

1/1/97 

5 

95-127 

Active 

9 

90-077 

Active 

5 

See  "Other  Model" 

90-133 

Active 

5 

91-140 

Active 

5 

97-055 

Active 

10 

92-217 

Active 

5 

$999.99 

88-177 

Inactive 

1/1/98 

5 

95-086 

Inactive 

1/1/98 

8 

$999.99 

86-003 

Inactive 

1/1/96 

5 

00-026 

Active 

1 

98-149A1 

Active 

1 

100K  - 270K  lb 

91-003A1 

Active 

5 

100K  to  270K  lb 

94-132 

Active 

9 

120K-  160K  lb 

97-041 

Active 

10 

80K  - 200K  lb 

91-161 

Active 

5 

30  - 80  tons 

95-105 

Active 

> 8 

120,000x20  lb 

88-247P 

Inactive 

11/1/91 

5 

60K-  160K  lb 

93-101 A1 

Inactive 

12/31/94 

7 

20  ton  to  80  ton 

96-084A1 

Active 

1 

150K  lb  - 200K  lb 

98-100A1 

Active 

1 

100K-  120K  lb 

92-190A1 

Active 

7 

120  000  lb  x 20  lb 

93-126 

Active 

1 

50K  to  270K  lb 

97-116 

Active 

10 

100K  to  270K  lb 

96-173 

Active 

10 

60K  lb  to  270K  lb 

96-104A1 

Active 

1 

50K  to  270K  lb 

94-095 

Active 

9 

50K  to  400K  lb 

92-195A3 

Active 

10 

78K  to  270K  lb 

95-129 

Active 

9 

60  000  to  162  000 
lb 

94-061 

Inactive 

1/1/96 

8 

30  Tons 

88-013PN 

Inactive 

11/16/93 

5 

60K-  120K  lb 

90-045A1 

Active 

5 

100K-200K  lb 

96-134 

Active 

10 

20  ton  - 1 00  ton 

88-135 

Active 

1 

60 K - 270K  lb 

95-162 

Active 

8 

60 K - 80K  lb 

88-061 A1 

Inactive 

1/1/98 

7 

20,000  lb 

88-224 

Inactive 

1/1/97 

5 

20  ton  - 100  ton 

88-136 

Active 

1 

1 0 tons  to  1 50  tons 

88-012 

Active 

1 

60K  lb  to  270K  lb 

98-006 

Inactive 

1/1/99 

1 

By  Device  Type 


No.  4-51 


Company  Name 

Model  Number 

Capacity 

Certificate 

No. 

Status 

Pub  5 
Edition 

Cardinal  Scale  Mfgr.  Co. 

XXXYYYEPR  Series 

90K  lb  to  270K  lb 

97-093A2 

Active 

I 

Challenger  T ruck  Scales 

2000 

60K-  150K  lb 

91-079 

Inactive 

1/1/96 

5 

CMI  Weighing  Equipment 

2C-XXXX 

1 00  tons 

88-169 

Active 

5 

2PS, 2 FT, 3PS, 3 FT 

80K  - 200K  lb 

88-024A2 

Active 

5 

Durline  Scales  and  Mfg.,  Inc. 

EFTX  Series 

80K  lb  to  270K  lb 

88-063A 2 

Active 

1 

LS&MT 

89-088A1 

Active 

5 

MLP 

60K-  162K  lb 

93-031 

Active 

6 

PVS  Series 

60K  lb  to  162K  lb 

97-060A1 

Active 

1 

Emery  Winslow  Scale  Co. 

8X-YYZZZ 

60K  lb  - 200K  lb 

89-085 P A3 

Active 

1 

EW  4X  Series  & Emery  830  Series 

60K  lb  - 200K  lb 

92-086PA2 

Active 

1 

Roadweigh  Series  10  & Series  20 

o 

o 

o 

C\J 

88-147A1 

Active 

1 

Emery  Winslow  Scale  Company 

Econoweigh  22  Series 

20  - 50  tons 

88-143 

Active 

9 

Econoweigh  24  Series 

50  - 80  tons 

88-144 

Active 

9 

Portaweigh  32  Series 

20  - 60  tons 

88-148 

Active 

9 

Portaweigh  34  Series 

40  - 100  tons 

88-145 

Active 

9 

Roadweigh  1 2 Series 

20  - 50  tons 

88-146 

Active 

9 

Fairbanks  Scales 

1 1 -3000/-6000;  1 4-3000/-6000 

1 5 tons  - 80  tons 

88-154 

Active 

1 

11-4300 

30  - 70  tons 

88-158PN 

Inactive 

8/2/00 

5 

12-7154-XX 

90  000  lb 

99-196 

Active 

1 

12-87XX 

60K  - 200K  lb 

88-1 52A1 

Active 

5 

13-8200 

60  to  80  tons 

88-160PN 

Inactive 

12/30/93 

5 

13-8460-3 

60K  - 200K  lb 

91-056 

Active 

5 

14-4304  S 

60  tons  x 20  lb 

91-055A1 

Active 

5 

14-8271 

80  tons  x 20  lb 

88-297P 

Inactive 

12/30/93 

5 

2650 

00-108 

Effective 

8100  Series 

98-049 

Active 

1 

9900-XXXX 

50K  lb  - 270K  lb 

99-142 

Active 

1 

FP-XXXX 

120K-200K  lb 

91-143 

Active 

5 

PLT-2600-XXX 

87.5K  lb  - 
236.25K  lb 

94-101 A2 

Active 

1 

PLT-4500  Series 

96-024 A 1 

Active 

1 

PLT-60  Series 

See  Certificate 

96-089A1 

Active 

1 

xx-7100-xx  Series 

See  Certificate 

88-167 

Active 

1 

FIRST-Weigh 

VE  Series 

100K  lb  to  200K  lb 

92-2 10  A3 

Active 

1 

Holtgreven  Scale  & Electronics  Corp 

FT2 

35K  to  200K  lb 

89-077 A2 

Active 

9 

Series  “M“ 

70K  lb  - 189K  lb 

92-117 

Active 

5 

Howe  Scale  Company 

34 

70K  - 200K  lb 

88-178A1 

Inactive 

1/1/96 

5 

E6970 

100K-  160K  lb 

94-007 

Inactive 

12/27/94 

7 

Indiana  Scale  Company,  Inc. 

5752 

100K  lb  - 270K  lb 

99-149A1 

Active 

1 

ALHXXXYY  Series 

5000  lb 

99-151 

Active 

1 

International  Weighing  Systems 

10010-E-6-LP 

80K-  120K  lb 

92-203 

Active 

5 

XXXYY-E-6  Series 

80K  lb  - 120K  lb 

93-117 

Active 

1 

J&S  Scale  Company 

FT 

10K-24K  lb 

91-006 

Inactive 

1/1/98 

5 

LP 

18K-  100K  lb 

91-004 

Inactive 

1/1/98 

5 

MP 

60,000  lb 

88-237 

Inactive 

1/1/98 

5 

No.  4-52 


By  Device  Type 


Company  Name 

Model  Number 

J&S  Scale  Company 

MP 

Louisiana  Dept,  of  T rans.  & Dev. 

LADOTD1 

M-R  Brand  Scale  Mfg.,  Inc. 

1 00  Series 

Mantle  Industries,  Inc. 

LP  and  SP 

PV 

Marsh  Scale,  Inc. 

MTCS-30 

Mettler-Toledo,  Inc. 

7530 

7531 

7540 

7541 

7551 

7560 

7561 

7562 

7563 

7565 

7566 

Truckmate  MV  1051 

Mid-America  Scale,  Inc. 

TS  Series 

Pacific  Industrial  Scale  Co.  Ltd. 

PRH  & PPRH  Series 

PSP,  PPSP  & PEB  Series 

Pacific  Scale  Co.,  Inc. 

AGX 

P 

Perkins  Scale  Corporation 

PMT-XXYYY  Series 

Phelps  Industries,  Inc. 

6-606570 

Powell  All-Steel  Scales,  Inc. 

660EL10-C 

A,  C,  P and  PA  Series 

EP  and  ET  Series’ 

PV 

RRS  Series 

Rice  Lake  Weighing  Systems 

EZ  Series 

SR  Series 

Rockwell  Scale  Service 

RMT  Series 

RSB  Engineers/Planners,  Inc. 

SP  1000 

Rustys  Weigh  Scales  & Service,  Inc. 

PTM-XXYY-RW*  Series 

RW’  Series 

Scale  Fabricators,  Inc. 

FT  Series 

LP  Series* 

WC  Series 

Scales  Unlimited  Inc. 

AGES 

AGES  10010 

AGES  Series 

Sooner  Scale,  Inc. 

FT  Series 

XXYYZZ-QS  and  XXYYZZ-QC 

Capacity 

Certificate 

No. 

Status 

Pub  5 
Edition 

120,000x20  lb 

88-238 

Inactive 

1/1/98 

5 

120  000  lb 

98-192 

Active 

1 

120,000x20  lb 

90-051 

Active 

5 

84K  lb  - 200 K lb 

91-123 

Active 

5 

80K  - 200K  lb 

93-041 

Active 

6 

60Kx  101b 

94-089 

Inactive 

1/1/99 

8 

200 K x 20  lb 

88-047 

Inactive 

9/2/93 

5 

See  Certificate 

92-204A2 

Active 

1 

60-  162K  lb 

88-048 

Inactive 

10/20/97 

5 

70K  to  200K  lb 

90-046A2 

Active 

10 

120K  lb 

87-116 

Inactive 

9/2/93 

5 

70K  lb  to  200 K lb 

88-243A4 

Active 

1 

120K  lb  to  200K  lb 

99-101 

Active 

1 

120K-200K  lb 

93-1 08 A2 

Active 

1 

12-K  lb  to  400K  lb 

96-092A1 

Active 

1 

120K  - 270K  lb 

92-036 

Active 

5 

195K  lb  - 500K  lb 

00-077 

Active 

1 

100,000x20  lb 

88-045 

Inactive 

10/20/97 

5 

120K  lb  to  200K  lb 

98-204 

Active 

1 

80K  lb  to  200 K lb 

98-200 

Active 

1 

100K  lb  to  200K  lb 

98-201 

Active 

1 

150K  lb -20  lb 

91-169 

Inactive 

1/1/99 

5 

200,000  x 20  lb 

91-105A1 

Inactive 

1/1/99 

5 

60  000  lb 

88-090 A2 

Inactive 

1/1/98 

7 

120  000  lb 

97-045 

Active 

10 

120K  lb  x 20  lb 

88-219 

Active 

9 

1 5 ton  - 200  ton 

99-208 

Active 

1 

60K  lb  to  160K  lb 

89-134A1 

Active 

1 

300 K lb 

88-21 6PN 

Inactive 

1 1/30/93 

5 

See  Certificate 

88-218 

Active 

9 

Up  to  200K  lb 

98-041 A1 

Active 

1 

135K  lb  - 200K  lb 

98-01 1A1 

Active 

1 

100K  lb  to  200K  lb 

99-063 

Active 

1 

200,000  lb 

88-290A1 

Active 

5 

30K  lb  - 160K  lb 

99-079 

Active 

1 

97.5K  - 200K  lb 

96-087 

Active 

10 

10K  lb  to  24K  lb 

97-029 

Active 

1 

30  000  lb  to  150 

97-030 

Active 

1 

000  lb 

270K  lb  maximum 

92-1 15A1 

Active 

1 

72,000  lb 

91-013 

Active 

5 

120K  x 20  lb 

92-017 

Active 

6 

72K  to  162K  lb 

95-178 

Active 

9 

See  Certificate 

95-089 

Active 

10 

See  Certificate 

92-039 A 1 

Active 

8 

By  Device  Type 


No.  4-53 


Company  Name 

Southwestern  Scale  Co.,  Inc. 


SP  Systems,  Incorporated 
Sterling  Scale  Company,  Inc. 
Straight  International  Company 
Structural  Instrumentation,  Inc. 
Syracuse  Scale  Co,  Inc. 
Thurman  Scale  Company 


UHL  Scale  Service,  Inc. 


UniBridge  Scale  Systems 


Unitec  Corporation 


Washington  State  Patrol 

Webster  Scale,  Inc. 
Weigh-Tronix  Canada  U.L.C. 

Weigh-Tronix,  Inc. 


Model  Number 

6070- PV 
LP  Series 
SL  Series 
SP  1000 
DCE 

701 OS  LC 

L3270 

ALVS-6080 

8100,81 10  & 8120  Series 
8130,  8140 
8510/20/30/40 
8550 

8555,  8565,  and  8555-C 
8560 

XXPIT  xxxx-y-ZZZ  Series 

XXPT xxxx-YY-y-ZZZ  Series 

XXSSXXXX-YY-Y-ZZZ 

1514X  Series 

2514X  Series 

3512,  2412,  2410 

EZUXXXYY  Series 

FT  Series/ FT XXXYY  (Flat  Top) 

SR-S  Series  & SR-P  Series 

SRU 

MS8010 

UB1 1-3158-12 

UBSH121022 

UBSR  1301040 

UBSR  1301040 

UBUSR701045 

UBXXHXX40* 

B.l.  And  P.V.  Series 

LP  and  SP  Series 

SP-ST 

SV 

MT  & MTD  Series 
AGXXXYYZZN-S  Series 
BPV7010-100T 
BMC  and  BMS  Series 
FCTSXXXX- YYYT* 

FCXT  and  IMXT  Series 
FMTS  & IMTS  Series 
FTMSC-XXXX-XXX 
MCTM-73 1 0- 1 00T  3 


Capacity 

Certificate 

No. 

120K  x 20  lb 

88-273 

84K- 162K  lb 

88-265 

60-  100  tons 

93-062 

200,000  lb 

88-290 

See  Certificate 

92-207 

80K  lb  to  216K  lb 

96-117 

60K  x 50  lb 

93-104P 

1 60K  x 20  lb 

90-101 

100K-270K  lb 

88-037A3 

100K-270K  lb 

88-036A2 

50K  - 270K  lb 

87-080 

50 K - 270K  lb 

90-109 

See  Certificate 

99-043 

50K  to  270K  lb 

89-01 6A1 

24K  - 200 K lb 

95-158 

36K  - 750K  lb 

95-157 

36K-  124K  lb 

95-159 

45K  lb  to  121 K lb 

98-016 

45K  lb  to  121 K lb 

98-015 

30,000  lb 

89-164 

Up  to  200K  lb 

98-077 

Up  to  200  000  lb 

97-109 

135K  lb  - 200K  lb 

91-029A2 

135K  lb  - 200K  lb 

98-076 

120  000  lb 

95-163A1 

60  000  lb 

99-131 

80K  - 200K  lb 

92-045 

200,000  x 20  lb 

87-013P 

87-0 13  PA  1 

160,000x20  lb 

88-242P 

200 K x 20  lb 

88-030 

80  000  lb  to  200 
000  lb 

99-148 

84K  lb  to  200 K lb 

99-147 

100  000  lb 

99-115 

82  500  lb 

99-116 

80K  - 200 K lb 

88-300 

200  000  lb 

00-090 

120K  lb  to  200K  lb 

98-207 

35K  lb  - 270K  lb 

97-074A2 

70K  - 200K  lb 

90-108A4 

40K  lb  to  270K  lb 

98-040 

70K  lb  to  200 K lb 

88-307 A4 

7K  to  140K  lb 

90-079 

200,000  x 20  lb 

90-082A1 

Status 

Pub  5 
Edition 

Active 

5 

Active 

7 

Active 

9 

Inactive  1/1/94 

5 

Active 

1 

Active 

1 

Active 

7 

Active 

5 

Active 

8 

Active 

8 

Active 

8 

Active 

8 

Active 

1 

Active 

9 

Active 

10 

Active 

10 

Active 

10 

Active 

1 

Active 

1 

Active 

5 

Active 

1 

Active 

'l 

Active 

1 

Active 

1 

Active 

10 

Active 

1 

Active 

9 

Active 

5 

Effective 

Active 

5 

Active 

9 

Active 

1 

Active 

1 

Active 

1 

Active 

1 

Active 

7 

Active 

1 

Active 

1 

Active 

1 

Active 

8 

Active 

1 

Active 

1 

Active 

5 

Active 

5 

No.  4-54 


By  Device  Type 


Certificate 

Pub  5 

Company  Name 

Model  Number 

Capacity 

No. 

Status 

Edition 

Weigh-Tronix,  Inc. 

MTS  6010-60T 

120,000x20  lb 

89-002 

Active 

5 

WeighMaster  International 

LL  (Lolander)  Series 

100K  lb  - 200K  lb 

98-210 

Active 

1 

LL  (Lowlander)  Series 

100K-200K  lb 

96-086 

Inactive 

1/1/98 

10 

Weldtec  Scales 

50-60T 

120K  x 20  lb 

89-135PN 

Inactive 

1/1/94 

5 

Western  Scale  Company  Limited 

XXXYYYYYZ  PLE  Series 

See  Certificate 

00-109 

Active 

1 

Vehicle  Tank  Meter 

Accurate  Metering  Systems,  Inc. 

RZ  Series 

93-072A1 

Active 

9 

Brooks  Instrument  Division 

2200 

93-069 

Active 

6 

Daniel  Industries,  Inc. 

1450-15-SP 

Max  60  GPM 

90-060 

Inactive 

1/1/97 

5 

Fisher-Rosemount  Petroleum 

BA-XX  and  B-XXXX  Series 

See  Certificate 

92-083 

Active 

1 

Fluid  Power  Products,  Inc. 

5XYZ.0XX0.VRX* 

See  Certificate 

97-140A2 

Active 

1 

FMC  Smith  Meter  Inc. 

T Series 

95-060A1 

Active 

9 

G/H  Products  Corporation 

K10-A3332X 

9999.9  gallons 

88-059A1 

Inactive 

1/1/98 

5 

Gull  Inc. 

TTC 

88-043 

Inactive 

4/27/93 

5 

Liquid  Controls  LLC 

M-25 

91-048PN 

Inactive 

12/13/93 

5 

M-80-2 

91-120 

Inactive 

12/13/93 

5 

M5,  M7,  &M15 

92-075A1 

Active 

9 

MA  Series 

See  Certificate 

94-028A1 

Active 

1 

Murray  Equipment  Inc. 

682-15-XX-X-X* 

2 gpm  - 40  gpm 

96-100 

Active 

9 

700-XX-SP-XX 

See  Certificate 

99-097 

Active 

1 

Schlumberger  Industries 

Type  4,  4E,  4-MT,  40,  & 40-MT 

See  Certificate 

90-04 1A4 

Active 

1 

T uthill  T ransfer  Systems 

TSXXY 

99-210 

Active 

1 

Vehicle/Railway  Track  Scale 

B-Tek,  Inc. 

BT  RS  Series 

180K-  400K  lb 

95-180 

Active 

10 

Cardinal  Scale  Mfgr.  Co. 

RS,  RSL,  RSA  & RSAL 

75  ton  - 300  ton* 

88-015 

Active 

1 

RSC  AND  RSCA  Series 

100K  lb  to  540K  lb* 

91-041 A2 

Active 

1 

Mettler-Toledo,  Inc. 

7360 

340  000  lb* 

94-0 13A2 

Active 

1 

Rice  Lake  Weighing  Systems 

RT7510 

120K  lb  (veh); 

360K  lb  (RR) 

00-020 

Active 

1 

RTXXYYZZCTT 

120K  lb  (veh); 

540 K lb  (RR) 

00-019 

Active 

1 

Straight  International  Company 

RTS  7010/48  & RTS  7010 

288 K lb 

(veh)/540K  lb  (RR) 

96-127 

Active 

1 

Thurman  Scale  Company 

8710 

See  Certificate 

96-019 

Active 

9 

UHL  Scale  Service,  Inc. 

7510 

120K  lb  (veh); 

400K  lb  (RR) 

99-001 A1 

Active 

1 

XXYYZZCTT 

120K  lb  (veh); 

540 K lb  (RR) 

98-181 A1 

Active 

1 

UniBridge  Scale  Systems 

UBRD&  UBRS  Series 

See  Certificate 

97-080 

Active 

1 

Weigh-T ronix  Canada  U.L.C. 

El 0702005 

See  Certificate 

96-172A1 

Active 

1 

Wheel  Load  Weigher 

General  Electrodynamics  Corp. 

LP400E 

20K  x 50  lb 

90-089P 

Active 

5 

MD  500E 

20,000  x 50  lb 

88-004PA2 

Active 

7 

MD  700,  MD  1 100,  & MD  1200 

See  Certificate 

88-057 PA3 

Active 

9 

Intercomp  Corporation 

LP600 

10K  kg  x 20  kg; 

22K  lb  x 50  lb 

00-091 P 

Active 

1 

PT300 

20K  x 50  lb 

90-106P 

Active 

5 

By  Device  Type 


No.  4-55 


Company  Name 

Loadometer  Corporation 

Measurement  Systems  International 
PAT  Equipment  Corporation 
Rice  Lake  Weighing  Systems 
Structural  Instrumentation,  Inc. 

Wholesale  Meter 

Accurate  Metering  Systems,  Inc. 

Brooks  Instrument  Division 
Daniel  Industries,  Inc. 


Daniel  Measurement  and  Control 

Daniel  Measurement  and  Control,  Inc. 

Emark  Corporation 

Faure  Herman  Meter  Inc. 
Fisher-Rosemount  Petroleum 

FMC  Smith  Meter  Inc. 


Liquid  Controls  LLC 
Titan  Industries,  Inc. 

T okheim  Corporation 
Waugh  Controls  Corporation 


Model  Number 

Haenni  WL101 
Haennii  WL  103 
MS  1-5300 
SAW  10A 
PW  500 

9500  WLW;  9501  WLW 
L30382 & L3083 

IZMA  & IZMS  Series 

IZME-80D 

RZ-3A 

T Series 

LR  3601-1 A 

LR  Series  Turbine 

PT  Series  Turbine 

PT  Series  Turbine 

140X-1P 

LR  3601-1A 

PT  Series  Turbine 

140X-1P 

DANLOAD  6000 

0455 

0455-XXXX-001 

455 

TLM  Series 

”P“  & "Plus"  BiRotor 

B-62/72/82DB;92DEB 

C2/E3/E4/F4/G6  & H8  Series 

F4-Prime  Up-grade 

1-75 

K2-XX-XX-X-X-X-X-X 
ML-X-XX-XXX-STD 
PRIME  4 Series* 

M and  MS  Series 

SP4-CB-PHL-D4X 

682 

720-X-X-X-X 


0501  Series 
PetroCount  44 
Petrocount  RMS 
Petrocount  SMS 


Certificate 


Capacity 

Z 

O 

20K  x 50  lb 

87-076P 

20  000  lb  x 50  lb 

93-082PA1 

20K  x 50  lb 

90-129P 

20K  x 50  lb 

87-078P 

20  000  x 50  lb 

96-166P 

20Kx50lb;  1 0Kx20k 

95-1 24P 

g 

40K  lb  to  120K  lb 

93-038PA2 

94-068 A 1 

92-116 

35  to  315  gal/min 

90-068 

90-1 18A3 

See  Certificate 

97-040 

90-028 A 1 

90-122A1 

See  Certificate 

97-039 

See  Certificate 

99-049 

See  Certificate 

99-047 

See  Certificate 

99-046 

98-139 

94-004 

92-029 

90-012 

99,999  Gallons 

89-022 

See  Certificate 

97-001 

425-  1500  gpm* 

94-105A1 

See  Certificate 

92-082 

95-054 A 1 

70  - 720  gpm 

97-044 

92-074 

See  Certificate 

93-053A4 

89-098 

50  - 900  gpm 

96-099 

92-141  A3 

94-120 

90-151A2 

94-065 

89-101 

89-1 16A1 

90-117 

95-053A1 

95-139 

Status 

Pub  5 
Edition 

Active 

5 

Active 

1 

Active 

5 

Active 

5 

Active 

10 

Active 

9 

Active 

1 

Active 

1 

Inactive 

1/1/96 

5 

Active 

5 

Active 

10 

Inactive 

1/1/99 

10 

Inactive 

1/1/97 

10 

Inactive 

1/1/97 

10 

Inactive 

1/1/99 

10 

Active 

1 

Active 

1 

Active 

1 

Inactive 

1/1/99 

1 

Inactive 

1/1/99 

8 

Inactive 

12/31/93 

5 

Inactive 

12/31/93 

6 

Inactive 

12/31/93 

5 

Active 

10 

Active 

1 

Active 

1 

Active 

10 

Active 

1 

Active 

5 

Active 

1 

Active 

5 

Active 

9 

Active 

1 

Active 

8 

Inactive 

1/1/98 

6 

Inactive 

1/1/99 

7 

Inactive 

10/27/99 

5 

Active 

6 

Inactive 

10/27/99 

5 

Active 

9 

Active 

9 

Wholesale/VTM  Controller/Reg 

0500B1BXX1 


Brooks  Instrument  Division 


No.  4-56 


By  Device  Type 


Company  Name 

Contrec  - USA,  LLC 

Control  Systems  International,  Inc. 

Dover  Corporation 

Dresser  Equipment  Group,  Wayne 
Division 

Engineered  Systems,  Inc.  (ESI) 

FMC  Smith  Meter  Inc. 


Krohne,  Inc. 

Midwest  Computer  Register  Corp. 
Mobile  Computing  Corporation 
Schlumberger  Industries 

Schlumberger  Technologies,  Inc. 

Sorrento  Electronics  Inc. 

Tokheim  Corporation 

Toptech  Systems,  Inc. 

Veeder-Root  Co 

Waugh  Controls  Corporation 


Model  Number 

1010 -(1  thru  6) 

FUEL-FACS  (for  VMS  Op  Sys) 
FUEL-FACS  for  Win  NT  Op  Sys 
111-V 

Decade  2400  Series 
(CC/SY/2400/X)* 

330  XX  and  375  XX 

417 

Accuload  ll-RBU,  -RBM,  -STM 
AccuLoad  ll-SEQ 
AccuT  ank 

AL-1-XU  & AL-2-XU 

ALII-XU-O-STD-STD-034 

A LI  1 1 - w- X P- yyyy- Axxxxx- z 

Krohne  No.  58801480100  (See  CC) 

8000/S  RX-OY2 

5400-(1  thru  4 and  6) 

600  Series 
BEST RAC 
BESTRAC  SMI  2000 
1100, 1 170  & 2150 
715500  UDC-T/UDC  II 
330  XX  and  375  XX 
416xx  & 417xx 

2000-/200 1-/2006- 12XXX  Series 

2010 

2020 

TMS-5.XX 

EMR-100 

2300-X-X-X-X-X-X-X 


Certificate 

Capacity  No 

00-099 

98-055 

98-099 

90-116 

999.999  Tot  Quant  92-143 


87-0 12A1 

94-056 

92-102A2 

91-134A1 

94-008 

99  999  gal 

89-013 

89-055A2 

999  999  gal 

99-141A1 

99-206 

92-002 

91-058A3 

9999.9  Gals 

93-105 

93-068 

95-037 A 1 

92-006 

91-159 

98-195 

98-196 

92-142 

89-034 

89-033 

95-1 18A1 

999  999  Max  Vol 

97-089A1 

92-124A1 

Status 

Pub  5 
Edition 

Active 

I 

Active 

l 

Active 

I 

Inactive 

10/1/93 

5 

Active 

9 

Active 

6 

Active 

7 

Active 

1 

Active 

\ 

Active 

7 

Active 

1 

Active 

1 

Active 

1 

Active 

1 

Active 

6 

Active 

1 

Active 

9 

Inactive 

8/28/96 

6 

Active 

9 

Inactive 

1 1/26/93 

5 

Inactive 

1/1/98 

5 

Active 

1 

Active 

1 

Active 

9 

Active 

5 

Active 

5 

Active 

1 

Active 

1 

Inactive 

1/1/98 

7 

By  Device  Type 


No.  4-57 


Index  of  Device  Evaluations  by  Company 

(If  company  is  not  listed,  refer  to  Section  2,  "Company  Names  and  Addresses," 
to  see  if  company  name  has  been  changed.) 


Sorted  by  Model  Number 


Model 

Device 

Certificate 

Status 

Pub  5 

Number 

Type 

No. 

Edition 

A&D  Engineering 

AD  4316 

Indicating  Element  - Scale 

88-031 

Active 

5 

AD  4321 A & AD  4321 B 

Indicating  Element  - Scale 

88-023A1 

Active 

5 

AD  4323 

Indicating  Element  - Scale 

88-095 

Active 

5 

AD  8115  A,B,or  C 

Printer  - Scale 

91-125 

Active 

5 

AD-4326  and  AD-4327 

Indicating  Element  - Scale 

94-045A1 

Active 

7 

AD-4328 

Indicating  Element  - Scale 

99-074 

Active 

1 

AD-5000 

Indicating  Element  - Scale 

95-040 

Active 

8 

AD-5100 

Indicating  Element  - Scale 

99-117 

Active 

1 

AD-6205 

Floor  Scale 

93-077 

Active 

6 

AD4322A.AD4322A  MKII 

Indicating  Element  - Scale 

89-037A2 

Active 

6 

AD4325A,  AD4325V 

Indicating  Element  - Scale 

92-177 

Active 

5 

EK  & EWSeries 

Jeweler’s/PrescVGrain 

95-097A1 

Active 

1 

FG  Series 

Bench  & Counter  Scale 

93-063 

Active 

6 

FS 

Bench  & Counter  Scale 

93-084 

Active 

6 

FV  & HV  Series* 

Bench  & Counter  Scale 

90-064 A2 

Active 

9 

FV60KAS1 

Bench  & Counter  Scale 

90-096 

Active 

5 

FW  and  HW  Series* 

Bench  & Counter  Scale 

90-061 A5 

Active 

10 

FW-300KA4 

Bench  & Counter  Scale 

94-005 

Active 

7 

HD  Series 

Bench  & Counter  Scale 

98-069 

Active 

1 

HF-200,  HF-200G,  and  HF-200GD 

Bench  & Counter  Scale 

97-127 

Active 

10 

HR-60,  HR-60G  and  HR-60GD 

Jewel  er’s/Presc  ./Grain 

97-084 

Active 

10 

HV-XXKGV  & HV-XXKGL  Series 

Bench  & Counter  Scale 

00-088 

Active 

1 

SB-30,  SB-70  & SB-150 

Bench  & Counter  Scale 

00-024 

Active 

1 

SF  & SG  Series 

Computing  Scale 

99-076 

Active 

1 

SK  Series 

Bench  & Counter  Scale 

98-086A1 

Active 

1 

A.P.S.  - Petroleum  Equipment 

Classic  III 

RMFD  - Dispenser 

94-091 

Active 

7 

Abacus  Scales 

XxXHP-YYK* 

Floor  Scale 

92-042 

Inactive 

1/1/98 

5 

ABB  Instrumentation,  Inc. 

K-20 

Mass  Flow  Meter 

97-113A2 

Active 

1 

Absco  Scale  Co. 

5752 

Vehicle  Scale 

91-003A1 

Active 

5 

ALH  Series 

Floor  Scale 

94-011 

Active 

8 

LSXXYYY 

Livestock  Scale 

94-012 

Active 

8 

Accurate  Metering  Systems,  Inc. 

IZMA  & IZMS  Series 

Wholesale  Meter 

94-068A1 

Active 

1 

IZME-80D 

Wholesale  Meter 

92-116 

Inactive 

1/1/96 

5 

RZ  Series 

Vehicle  Tank  Meter 

93-072A1 

Active 

9 

RZ-3A 

Wholesale  Meter 

90-068 

Active 

5 

Acme  Scale  Co. 

in 

Software  - Scale 

96-063 

Active 

9 

Device  Type  By  Company 


No.  5-1 


Model 

Device 

Certificate 

Status 

Pub  5 

Number 

Type 

No. 

Edition 

Acme  Scale  Systems,  Inc. 

Acme  Powerhouse 

Indicating  Element  - Scale 

97-152 

Active 

1 

Acme  Weightlifter 

Floor  Scale 

97-151 

Active 

I 

ACOM  Inc. 

PC-100 

Bench  & Counter  Scale 

00-111 

Effective 

ACTIVE  Scale  Manufacturing,  Inc. 

DLS  Series 

Load  Cell 

99-069 

Active 

I 

XXX- YYYYY-  0-ZZ2-  aa* 

Vehicle  Scale 

94-132 

Active 

9 

Adam  Equipment  Inc. 

ACWxxx,  MHWxxx  & SHWxxx  Series 

Bench  & Counter  Scale 

98-164 

Active 

1 

Additech 

AXXX-XX 

Other  - LMD 

98-091 

Active 

1 

B XXX- XX 

Other  - LMD 

00-100 

Effective 

ADM  Processing  Company 

964161-1 

Hopper  Scale 

99-202 

Active 

1 

Adrian  J.  Paul  Co.,  Inc. 

LFT3000-S 

Livestock  Scale 

99-134 

Active 

1 

Advance  Scale  Company 

Auto  4000 

Printer  - Scale 

87-115 

Inactive 

1/1/98 

7 

Advanced  Business  Concepts 

ABC-6 

Software  - Scale 

94-088 

Inactive 

1/1/97 

8 

Agri  Systems 

1 0-XXX  Series 

Vehicle  Scale 

97-041 

Active 

10 

6040001 

Railway  T rack  Scale 

93-045 

Active 

7 

BW  60 

Bulkweighing  System 

99-072 

Active 

1 

Agri-Electronic  Systems,  Inc. 

AES  2001 

Bulkweighing  System 

92-064 

Active 

5 

AES 1000 

Vehicle  Scale 

91-161  . 

Active 

5 

AGRIS  Corporation 

AGRIS  oneWeigh 

Bulkweighing  System 

98-063 

Active 

1 

SA  02 

Other  - Scale 

96-029A1 

Active 

1 

Air-Weigh  Inc. 

AW600B  Series 

Load  Cell 

95-106A1 

Active 

9 

AW900B  Series 

Load  Cell 

95-107A1 

Active 

9 

XX  T YYZZZ-RS  Series 

Vehicle  Scale 

95-105 

Active 

8 

XX  XL  YY 

Floor  Scale 

95-104 

Active 

8 

Airway  Scale  and  Mfg  Co.,  Inc. 

AW  60T  1070-PE 

Vehicle  Scale 

88-247 P 

Inactive 

11/1/91 

5 

AW -200 

Load  Cell 

89-142PA1 

Inactive 

11/1/91 

5 

AW  1700 

Load  Cell 

88-295P 

Inactive 

11/1/91 

5 

AW200  & SSB 

Load  Cell 

88-068PA2 

Inactive 

11/1/91 

5 

AW  300 

Load  Cell 

89-052P 

Inactive 

11/1/91 

5 

AW600B 

Load  Cell 

90-141 

Inactive 

12/31/94 

5 

AW900 

Load  Cell 

89-0Q6P 

Inactive 

11/1/91 

5 

AW900 

Load  Cell 

89-041 P 

Inactive 

11/1/91 

5 

No.  5-2  Device  Type  By  Company 


Model 

Device 

Certificate 

Status 

Pub  5 

Number 

AW900B 

Type 

Load  Cell 

No. 

90-142 

Inactive 

12/31/94 

Edition 

5 

AWB-400 

Load  Cell 

88-313 

Inactive 

4/12/94 

6 

LSB  & AW 600 

Load  Cell 

88-034 PA2 

Inactive 

11/1/91 

5 

XX  T YYZZZ-RS  Series 

Vehicle  Scale 

93-101 A1 

Inactive 

12/31/94 

7 

XX  XL  YY 

Floor  Scale 

90-140PN 

Inactive 

12/31/94 

8 

Alcoa  Recycling  Machinery  Services 

WH27 

Hopper  Scale 

91-047 

Inactive 

1/1/96 

5 

Aikon  Corporation 

LCI-1 

Indicating  Element  - Scale 

86-033 

Inactive 

10/3/97 

5 

Spectrum  E-Z  Cal 

Indicating  Element  - Scale 

97-124 

Active 

1 

Spectrum  IV 

Bulkweighing  System 

93-037 

Active 

6 

Allegany  Technology  Inc. 

CHAMPION 

Hanging  Scale 

93-005 

Active 

5 

Eltis  3 LFT 

On-Board  Weighing  System 

94-107 

Active 

8 

Mega  8 

Indicating  Element  - Scale 

93-083A1 

Active 

1 

Allied  Electronics,  Inc. 

Delta  300X-X  XX  B 1 

RMFD  - Console/Controller 

92-205 

Active 

1 

AmCells  Co. 

SSB  Series 

Load  Cell 

97-163 

Active 

1 

American  Scale  Co.,  Inc. 

2x2410  to  8x7012* 

Vehicle  Scale 

96-084A1 

Active 

1 

Analogic  Corporation 

AN3050 

Indicating  Element  - Scale 

91-083 

Inactive 

12/28/94 

5 

AN3060 

Indicating  Element  - Scale 

95-133 

Active 

9 

AN3070 

AN5315 

Indicating  Element  - Scale 

Indicating  Element  - Scale 

00-114 

87-073 

Effective 

Inactive 

12/28/94 

5 

AN5316 

Indicating  Element  - Scale 

87-074 

Inactive 

1/1/98 

5 

AN5322 

Indicating  Element  - Scale 

87-075 

Inactive 

12/28/94 

5 

ITG  3030 

Indicating  Element  - Scale 

88-175 

Active 

5 

Angewandte  System  Technik  GmbH 

RSE355 

Load  Cell 

00-029 

Active 

1 

RSE454 

Load  Cell 

00-028 

Active 

1 

Antonson/Meto,  Inc. 

823 

Computing  Scale 

87-067 

Inactive 

1/1/94 

5 

Apex  Scales 

700  Series 

Floor  Scale 

00-038 

Active 

1 

Apollo  Scales,  LLC 

ZEUS  Series 

Vehicle  Scale 

98-100A1 

Active 

1 

Applied  Technology 

1200P,  1200W 

Card  Reader  - LMD 

89-100 

Active 

5 

ARBA  Retail  Systems  Corporation 

ARSC-100  Software 

Software  - Scale 

95-002 

Inactive 

1/1/97 

8 

Argo  Instruments,  Inc. 

1144 

T aximeter 

91-168 

Inactive 

1/1/97 

5 

Device  Type  By  Company 


No.  5-3 


Model 

Device 

Certificate 

Status 

Pub  5 

Number 

Type 

No. 

Edition 

Artech  Industries,  Inc. 

20210 

Load  Cell 

87-057A3 

Active 

5 

30210,  30310  & 30410  Series 

Load  Cell 

87-058A6 

Active 

10 

70210 

Load  Cell 

87-094A2 

Active 

5 

70310 

Load  Cell 

92-151 

Active 

5 

80210,  80210A&  80310* 

Load  Cell 

90-083 A2 

Active 

9 

8021 0E  & 8031 OE 

Load  Cell 

93-086 

Active 

6 

90310  &SS90310  Series* 

Load  Cell 

95-092 

Active 

8 

SS30310 

Load  Cell 

90-032 

Active 

5 

Ascom  Hasler  Mailing  Systems,  Inc. 

3000 N 

Shipping/Postal/Classifiers 

90-0 19A2 

Inactive 

1/1/96 

5 

AH100 

Computing  Scale 

94-043 

Inactive 

1/1/96 

7 

AH100 

Shipping/Postal/Classifiers 

98-114 

Active 

1 

AH5,  AH10&  AH30 

S hi  ppi  ng/Postal/Classif  iers 

98-113 

Active 

1 

AH5/AH10/AH30 

Computing  Scale 

94-003 

Inactive 

1/1/96 

7 

Asphalt  Drum  Mixers,  Inc. 

SES  50 

Hopper  Scale 

96-129 

Active 

10 

Astec 

LPS  Series 

Vehicle  Scale 

92-1 90A1 

Active 

7 

Process  Mate  96 

Indicating  Element  - Scale 

89-039 

Inactive 

10/1/93 

5 

Process  Mate  96  & 96-6 

Indicating  Element  - Scale 

93-094 A 1 

Active 

10 

SEB  Series 

Hopper  Scale 

87-037 

Active 

9 

SS  Series 

Vehicle  Scale 

93-126 

Active 

1 

WB,  WB-A,  AC,  DA 

Hopper  Scale 

89-128A3 

Active 

5 

Weigh  Mate  2000 

Controller  - Scale 

98-080 

Active 

1 

AT&T  Global  Information  Solutions 

2061-54XX 

ECR  - Scale 

88-005 

Inactive 

8/12/93 

5 

21 13-3  XXX 

ECR  - Scale 

89-092 

Active 

5 

2123-XXXX 

ECR  - Scale 

89-007 

Active 

5 

2126-1400 

RMFD  - Console/Controller 

88-257 

Inactive 

8/12/93 

5 

2127 

POS  Scale 

88-26 1A2 

Active 

7 

2157 

ECR  - Scale 

87-024 

Inactive 

8/12/93 

5 

2157-30XX 

ECR  - Scale 

88-006 

Inactive 

8/12/93 

5 

2170 

ECR  - Scale 

93-008 

Active 

6 

2522 

RMFD  - Console/Controller 

87-032 

Inactive 

8/12/93 

5 

2760 

ECR  - LMD 

91-086A1 

Active 

7 

2760  FSS 

ECR  - Scale 

88-280 

Active 

5 

4000-XX1X 

S hippi  ng/Postal/Classif  iers 

90-011 

Inactive 

8/12/93 

5 

4522 

Computing  Scale 

88-244 

Inactive 

8/12/93 

5 

4526-0102 

Computing  Scale 

88-245 

Inactive 

8/12/93 

5 

7050 

POS  Scale 

88-007 

Active 

5 

7052 

ECR  - Scale 

92-088 

Active 

6 

7824 

POS  Scale 

87-014 

Active 

5 

7880-21 XX 

POS  Scale 

94-086A1 

Active 

8 

Atrax  Group  NZ  Limited 

ABS  900 

Indicating  Element  - Scale 

00-022 

Active 

1 

C24B 

Floor  Scale 

97-091 

Inactive 

1/1/99 

1 

Auto-Control  Division 

2000  Series/90  Series/80  Serie 

Other  - Scale 

96-009 

Active 

9 

No.  5-4 


Device  Type  By  Company 


Model 

Device 

Certificate 

Status 

Pub  5 

Number 

Type 

No. 

Edition 

Autofill  Inc. 

AF300  N & AF300  C 

Other  - LMD 

99-041 

Active 

i 

AutoGas  Systems,  Inc. 

Axxxxxx 

Other  - LMD 

88-256A1 

Active 

10 

CWS 

RMFD  - Console/Controller 

97-006 

Active 

10 

Automated  Controls  Technology 

ACT  Batching  System 

Indicating  Element  - Scale 

93-046 

Active 

6 

Automation  Services  Inc. 

AUTOSCALE 

Software  - Scale 

93-010 

Active 

5 

Avery  Berkel  Group 

M Series 

Computing  Scale 

00-057 

Active 

1 

Avery  Weighing  Technology 

1791 

Computing  Scale 

88-180 

Inactive 

12/21/93 

5 

3359 

Bench  & Counter  Scale 

87-071 A1 

Inactive 

12/21/93 

5 

A100 

Computing  Scale 

88-255 

Inactive 

12/21/93 

5 

A100E 

Computing  Scale 

88-170 

Inactive 

12/21/93 

5 

A600 

Computing  Scale 

88-001 A1 

Inactive 

12/21/93 

5 

B700 

Prepackaging  Scale 

88-056 

Inactive 

12/21/93 

5 

B-Tek,  Inc. 

65023B 

Load  Cell 

95-032 

Inactive 

1/1/96 

8 

BC-XXXXX-YYY-FE  Series 

Vehicle  Scale 

97-116 

Active 

10 

BP-EM-P  Series 

Vehicle  Scale 

96-173 

Active 

10 

BP-XXXYY-ZZZ-EM-SR 

Vehicle  Scale 

96-104A1 

Active 

1 

BS-XXXX-YYY-EM  Series 

Vehicle  Scale 

94-095 

Active 

9 

BS-XXXXX-YYY-FE  Series 

Vehicle  Scale 

92-195A3 

Active 

10 

BT  840 

Indicating  Element  - Scale 

00-083 

Active 

1 

BT  RS  Series 

Vehicle/Railway  T rack  Scale 

95-180 

Active 

10 

BT-HI  Series 

Floor  Scale 

97-132 

Active 

1 

BT-SP 

Bench  •&  Counter  Scale 

96-1 69 A2 

Active 

10 

BT-XXXX-YYY-FEZZ-SL  Series 

Vehicle  Scale 

95-129 

Active 

9 

BT-XXXX-YYY-ZZZZ 

Vehicle  Scale 

94-061 

Inactive 

1/1/96 

8 

BT-XXXXX-YY-ZZZZ 

Floor  Scale 

94-092A1 

Active 

1 

BT84  * BT84-XL 

Indicating  Element  - Scale 

99-154 

Active 

1 

B.C.E.  Technologies 

Advantage  Handscale 

Indicating  Element  - Scale 

97-018 

Active 

10 

Baader  North  America  Corp. 

1020.30.73 

Bench  & Counter  Scale 

86-007 

Inactive 

1/1/94 

5 

3020.10.02 

Floor  Scale 

87-026 

Inactive 

1/1/94 

5 

8600 

Indicating  Element  - Scale 

86-008 

Inactive 

1/1/94 

5 

Baker/APS 

Universal  2000 

Bench  & Counter  Scale 

96-116 

Active 

9 

Bass,  Inc. 

BASSpoiNT 

ECR  - Scale 

97-058 

Active 

10 

Bennett  Pump  Company 

100 

RMFD  - Console/Controller 

88-083 

Inactive 

9/30/93 

5 

2200,  2300  & 2400  Series  (Horizon) 

RMFD  - Dispenser 

96-121 A1 

Active 

1 

3700  & 3900 

RMFD  - Dispenser 

90-034 A 1 

Active 

5 

Device  Type  By  Company 


No.  5-5 


Model 

Device 

Certificate 

Status 

Pub  5 

Number 

4000 

Type 

RMFD  - Dispenser 

No. 

90-035 

Active 

Edition 

5 

405-XX-8P  & -16P 

RMFD  - Console/Controller 

90-1 62A1 

Active 

6 

6000 

RMFD  - Dispenser 

87-062 

Inactive 

1/1/98 

5 

7000  & 9000  Series 

RMFD  - Dispenser 

89-063A6 

Active 

1 

81 

RMFD  - Console/Controller 

90-036PN 

Inactive 

9/30/93 

5 

A 410-X 

RMFD  - Console'Controller 

88-303A1 

Active 

5 

C and  R 

RMFD  - Dispenser 

00-059 

Active 

1 

ECR-430  ECR  A 430-1 

RMFD  - Console/Controller 

87-020A2 

Active 

5 

OMNI-OT 

RMFD  - Console/Controller 

89-072 

Inactive 

9/30/93 

5 

SB  100 

LMD  - Meter 

91-095A2 

Active 

1 

Starpoint 

Software  - LMD 

92-033 A 1 

Inactive 

1/1/98 

5 

System  1 

Software  - LMD 

95-081 

Active 

8 

SysVIl  Console&Softw 

RMFD  - Console/Controller 

92-1 29 A2 

Inactive 

1/1/98 

8 

Berkel  Incorporated 

1770 

Computing  Scale 

88-179A1 

Inactive 

11/5/93 

5 

522 

Computing  Scale 

87-009 

Inactive 

11/5/93 

6 

623LS 

Computing  Scale 

90-154 

Inactive 

11/5/93 

5 

680MKII 

Bench  & Counter  Scale 

88-181 

Inactive 

11/5/93 

5 

688LS 

Computing  Scale 

88-171 

Inactive 

1 1/5/93 

5 

8708 

Load  Cell 

96-078 

Active 

9 

A100E 

Computing  Scale 

92-037 

Inactive 

1/1/97 

5 

A600 

Computing  Scale 

92-038 

Inactive 

1/1/97 

5 

B806 

Automatic  Weighing  System 

99-191 

Active 

1 

CX  Series 

Computing  Scale 

92-065A4 

Active 

1 

CX12,  CXI 5 

Computing  Scale 

92-193 

Inactive 

1/1/99 

5 

CX9/CX10 

Bench  & Counter  Scale 

91-165 

Active 

5 

CZ342 

Bench  & Counter  Scale 

98-135 

Active 

1 

DX342 

Computing  Scale 

95-170 

Active 

9 

FX  220 

Bench  & Counter  Scale 

99-108 

Active 

1 

H205 

Bench  & Counter  Scale 

97-099 

Active 

10 

H305 

Bench  & Counter  Scale 

97-100 

Active 

10 

H400  Series 

Floor  Scale 

96-030 

Active 

9 

L*  Series 

Indicating  Element  - Scale 

97-098 

Active 

10 

RS-150,  RS-300 

Bench  & Counter  Scale 

90-095 

Inactive 

1/1/97 

5 

T 103 

Load  Cell 

96-130 

Active 

10 

T 109 

Load  Cell 

96-147 

Active 

10 

T110 

Load  Cell 

96-077 

Active 

9 

T203 

Load  Cell 

96-079 

Active 

9 

T701 

Load  Cell 

98-199 

Active 

1 

BESSER  APPCO 

ACECO 

Other  - Scale 

94-063 

Inactive 

1/1/98 

7 

Bizerba  Canada,  Inc. 

BB  Series 

Load  Cell 

95-050 

Active 

8 

HBE255 

Monorail  Scale 

95-043 

Active 

10 

ITL 

Indicating  Element  - Scale 

96-139 

Active 

10 

Bizerba  United  States,  Inc. 

150 

Indicating  Element  - Scale 

91-075 

Active 

5 

20 

Indicating  Element  - Scale 

91-074 

Active 

5 

350 

Indicating  Element  - Scale 

91-076 

Active 

5 

EC  100  & EC200F 

Bench  & Counter  Scale 

00-071 

Active 

1 

G Series 

Prepackaging  Scale 

96-126A1 

Active 

1 

ITE-W 

Indicating  Element  - Scale 

94-001 

Active 

7 

ITU 

Indicating  Element  - Scale 

99-200 

Active 

1 

No.  5-6  Device  Type  By  Company 


Model 

Device 

Certificate 

Status 

Pub  5 

Number 

MCE-XX 

Type 

Indicating  Element  - Scale 

No. 

91-072 

Inactive 

1/1/98 

Edition 

5 

MCI-W 

Indicating  Element  - Scale 

91-073 

Inactive 

12/15/94 

5 

PRO  6000 

Computing  Scale 

89-009A1 

Inactive 

12/15/94 

5 

Pro  7000 

Computing  Scale 

86-023 

Inactive 

12/15/94 

5 

PR07500,  PR07400 

Computing  Scale 

86-028A2 

Inactive 

5/10/99 

1 

PR09000 

Computing  Scale 

90-053 

Inactive 

12/13/94 

5 

PVT/P  HT 

Bench  & Counter  Scale 

92-100 

Inactive 

1/1/98 

5 

SC  & SC-H  Series 

Bench  & Counter  Scale 

99-019 

Active 

1 

SW/BW/EW 

Computing  Scale 

92-101 

Active 

5 

BLH  Electronics,  Inc. 

C2P1 

Load  Cell 

87-060 

Active 

5 

C2Z1 

Load  Cell 

91-155 

Active 

5 

EBP-1  Series 

Load  Cell 

95-100A1 

Active 

9 

KIS-3 

Load  Cell 

87-061 

Active 

7 

LCI 

Indicating  Element  - Scale 

87-082 

Inactive 

1/1/99 

5 

LCM-200 

Indicating  Element  - Scale 

98-209 

Active 

1 

SBP-1 

Load  Cell 

95-091 

Active 

8 

Bongshin  Loadcell  Co.,  Ltd. 

DBBP 

Load  Cell 

95-114 

Inactive 

1/1/98 

8 

OSBKA 

Load  Cell 

94-032A1 

Inactive 

1/1/98 

7 

Brechbuhler  Scales,  Inc. 

65023B 

Load  Cell 

94-006 

Inactive 

12/27/94 

8 

BS-AgSysl 

Bulkweighing  System 

93-073 

Inactive 

1/1/98 

6 

BS-LO-1 

Bulkweighing  System 

93-080 

Active 

6 

Clydesdale 

Floor  Scale 

92-209 

Inactive 

1/1/97 

5 

RL200000A-XXX 

Load  Cell 

91-131 

Inactive 

1/1/96 

5 

R L2000 1 B/R  L2000 1 C 

Load  Cell 

92-179 

Inactive 

1/1/96 

5 

RL35023B 

Load  Cell 

92-180A1 

Inactive 

12/27/94 

5 

UMC  555-XXXX 

Indicating  Element  - Scale 

91-130 

Active 

8 

UMC  600  XX-XX* 

Indicating  Element  - Scale 

91-129A1 

Active 

8 

Brooks  Instrument  Division 

0500B1 BXX1 

WholesaleA/TM  Controller/Reg 

89-101 

Inactive 

10/27/99 

5 

0501  Series 

Wholesale/VTM  Controller/Reg 

89-1 16A1 

Active 

6 

2200 

Vehicle  T ank  Meter 

93-069 

Active 

6 

PetroCount  44 

WholesaleA/TM  Controller/Reg 

90-117 

Inactive 

10/27/99 

5 

Petrocount  RMS 

Wholesale/VTM  Controller/Reg 

95-053A1 

Active 

9 

Petrocount  SMS 

Wholesale/VTM  Controller/Reg 

95-139 

Active 

9 

T Series 

Wholesale  Meter 

90-1 18A3 

Active 

10 

Buhler  Inc. 

MEAF 

Other  - Scale 

00-086 

Active 

1 

Business  Technologies,  Inc. 

VP4 

RMFD  - Console/Controller 

93-055 

Inactive 

12/20/94 

7 

C & A Scale  Service,  Inc. 

CA  1000-XX  Series* 

Bulkweighing  System 

96-035 

Active 

9 

CA50 

Bench  & Counter  Scale 

94-110 

Inactive 

1/1/00 

7 

MCP  100-XXX 

Hopper  Scale 

96-037 

Active 

9 

Cambridge  Scale  Works,  Inc. 

660-XXXXX-YY  & SS660-XXXXX-YY* 

Floor  Scale 

96-157A1 

Active 

10 

Device  T ype  By  Company  No.  5-7 


Mode! 

Device 

Certificate 

Status 

Pub  5 

Number 

Type 

o' 

z 

Edition 

Canmax  Retail  Systems,  Inc. 

C-Serve 

Software  - LMD 

91-050A1 

Active 

5 

C-ServeNT 

ECR- LMD 

98-054 

Active 

1 

FULL  SERVE 

RMFD  - Console/Controller 

87-025 

Inactive 

1/1/96 

5 

Cardinal  Scale  Mfgr.  Co. 

10/12/14  XXX 

Bench  & Counter  Scale 

89-030A2 

Active 

5 

10K 

Indicating  Element  - Scale 

86-036 

Inactive 

11/16/93 

5 

1100 

Bench  & Counter  Scale 

89-032A 2 

Active 

5 

2200 

Bench  & Counter  Scale 

88-134PN 

Inactive 

1/1/96 

5 

3000  Series 

Indicating  Element  - Scale 

88-133 

Active 

1 

40  S 

Hanging  Scale 

88-110 

Active 

5 

40  S 

Hanging  Scale 

88-111 

Inactive 

11/16/93 

5 

440 

Bench  & Counter  Scale 

91-162 

Active 

5 

50K-HDD 

Load  Cell 

87-083 P 

Inactive 

11/1/91 

5 

50K-SCA/1 00K-SCA/120K-SCA 

Load  Cell 

89-042A3 

Active 

9 

6000  & 6800 

Indicating  Element  - Scale 

89-031 

Inactive 

11/16/93 

5 

6600 

Bench  & Counter  Scale 

87-027 

Inactive 

11/16/93 

5 

6600 

Bench  & Counter  Scale 

87-033 

Inactive 

1/1/97 

5 

6800/Z100  & 600/Z100 

Other  - Scale 

90-110 

Inactive 

11/16/93 

5 

684P  & GP400 

Floor  Scale 

94-098 

Active 

7 

6900 

Bench  & Counter  Scale 

89-102 

Inactive 

1/1/97 

5 

6900-4  and  6900-80 

Bench  & Counter  Scale 

88-112 

Inactive 

11/16/93 

5 

6900-4  and  6900-80 

Bench  & Counter  Scale 

88-113 

Inactive 

11/16/93 

5 

708  Series 

Indicating  Element  - Scale 

94-106A1 

Active 

9 

718 

Indicating  Element  - Scale 

96-144 

Active 

10 

738/738  SCD 

Indicating  Element  - Scale 

86-035A3 

Active 

5 

738/TLC 1 00-738/Z1 00 

Other  - Scale 

90-111 

Active 

5 

738CBW 

Bulkweighing  System 

89-005 

Inactive 

1/1/98 

5 

740  and  750 

Printer  - Scale 

88-276 

Inactive 

10/3/97 

5 

748X-XX 

Indicating  Element  - Scale 

93-127A 2 

Active 

1 

758 

Indicating  Element  - Scale 

97-065 

Active 

10 

778  and  778S 

Indicating  Element  - Scale 

97-077A1 

Active 

1 

854F 

Floor  Scale 

88-106A1 

Active 

5 

854F-100P 

Floor  Scale 

88-107 

Inactive 

11/16/93 

5 

954F 

Floor  Scale 

88-108A1 

Active 

5 

954F-100P 

Floor  Scale 

88-109 

Inactive 

11/16/93 

5 

AL62SPLT  XY 

Bench  & Counter  Scale 

91-108 

Active 

5 

AP  Series 

Bench  & Counter  Scale 

95-087A1 

Active 

9 

A P-20 

Bench  & Counter  Scale 

87-028 A 1 

Inactive 

11/16/93 

5 

AP-20 

Bench  & Counter  Scale 

87- 034 A 1 

Inactive 

11/27/95 

5 

AP-4K 

Bench  & Counter  Scale 

88-248 A 1 

Inactive 

11/16/93 

5 

AP-4K 

Bench  & Counter  Scale 

88-249 A 1 

Inactive 

1/1/96 

5 

AS-330D 

Shipping/Postal/Classifiers 

99-198 

Active 

1 

AS-350D 

S hi  ppi  ng/Postal/C  lassif  iers 

95-171 

Active 

9 

ASR  and  ASRL 

Vehicle  Scale 

88-01 3PN 

Inactive 

11/16/93 

5 

BSR  and  BSRL 

Floor  Scale 

88-01 0PN 

Inactive 

11/16/93 

5 

CB6  Series 

Load  Cell 

96-091 

Active 

9 

Compound  FC  XXXX 

Other  - Scale 

88-139PN 

Inactive 

11/16/93 

5 

DB35000S  and  DB50000S 

Load  Cell 

97-1 33A1 

Active 

1 

DR  Full  Capacity  XXX 

Other  - Scale 

88-138PN 

Inactive 

1/1/97 

5 

DR2  & CR2 

Indicating  Element  - Scale 

92-109 

Inactive 

1/1/97 

6 

ECR-30 

POS  Scale 

89-097A1 

Inactive 

11/8/96 

5 

EF 

Bench  & Counter  Scale 

90-065 

Active 

5 

FH-XXYYYY-II 

Floor  Scale 

90-069 A2 

Active 

1 

No.  5-8  Device  Type  By  Company 


Model 

Device 

Certificate 

Status 

Pub  5 

Number 

Type 

z 

o 

Edition 

FHN-5-XY* 

Floor  Scale 

96-113 

Active 

9 

FS  Series 

Hopper  Scale 

88-011 

Active 

1 

HS  DC-200 

Hanging  Scale 

94-031 

Active 

7 

LP 

Vehicle  Scale 

90-045A1 

Active 

5 

LP-3  Series  & LPL-3  Series 

Vehicle  Scale 

96-134 

Active 

10 

LPR  & LPFIA  Series 

Railway  T rack  Scale 

93-051 A1 

Active 

8 

LS 

Livestock  Scale 

88-017 

Active 

1 

LSE  Series 

Livestock  Scale 

97-043 

Active 

10 

Mechanical  TR  XXXX-X 

Other  - Scale 

88-137 

Active 

1 

MS- 100 

Shipping/Postal/Classifiers 

91-163 

Active 

5 

MS-8 

S hi  ppi  ng/Postal/C  lassif  iers 

94-066 

Active 

7 

MS-950,  MS-850 

S hi  ppi  ng/Postal/Classif  iers 

95-014 

Inactive 

1/1/98 

9 

OLP 

Floor  Scale 

88-0 14PN 

Inactive 

11/16/93 

5 

PCS  and  AS-400 

S hi  ppi  ng/Postal/Classif  iers 

90-008A2 

Active 

7 

PCXXA  and  PCXXB  Series* 

Computing  Scale 

88-028A3 

Active 

10 

PR  and  PRL 

Vehicle  Scale 

88-135 

Active 

1 

PRC-1,  PRC-H  and  SRC-I 

Vehicle  Scale 

95-162 

Active 

8 

PRC-H  and  SRC-I 

Vehicle  Scale 

88-061 A1 

Inactive 

1/1/98 

7 

PRC-I 

Vehicle  Scale 

88-224 

Inactive 

1/1/97 

5 

PSR  and  PSRL 

Vehicle  Scale 

88-136 

Active 

1 

RS.RSL,  RSA&RSAL 

Vehicle/Railway  T rack  Scale 

88-015 

Active 

1 

RSC  AND  RSCA  Series 

Vehicle/Railway  T rack  Scale 

91-041 A2 

Active 

1 

SB  Series 

Load  Cell 

87-059A1 

Active 

9 

SCD  & SCD-C 

Load  Cell 

89-071 A1 

Active 

5 

SCD  and  SCDF 

Floor  Scale 

88-1 32PN 

Inactive 

1/1/97 

5 

SH  Series 

Hopper  Scale 

88-016 

Active 

1 

SJB  Series 

Other  - Scale 

99-026 

Active 

1 

SR  and  SRL  Series 

Vehicle  Scale 

88-012 

Active 

1 

TB  Series 

Load  Cell 

99-018 

Active 

1 

TMCS-40DF 

Hanging  Scale 

92-114 

Inactive 

1/1/97 

5 

TSP  Series 

Load  Cell 

97-136 

Active 

1 

XD 

Bench  & Counter  Scale 

88-131 

Inactive 

11/16/93 

5 

XTD  & ETD 

Bench  & Counter  Scale 

88-130 

Inactive 

1/1/99 

5 

XXXYYY-LCM  Series 

Vehicle  Scale 

98-006 

Inactive 

1/1/99 

1 

XXXYYYEPR  Series 

Vehicle  Scale 

97-093A2 

Active 

1 

Z 

Load  Cell 

88-166A1 

Active 

9 

zx 

Load  Cell 

92-192A 2 

Active 

7 

Carolina  Software 

WasteWORKS 

Software  - Scale 

94-055 

Active 

8 

CAS  (USA)  Corporation 

3D 

Bench  & Counter  Scale 

90-125 

Active 

5 

Angel  15M 

Computing  Scale 

90-126A1 

Active 

5 

AP-1 

Computing  Scale 

95-007 

Active 

8 

BCA 

Load  Cell 

96-131 A1 

Active 

1 

BCM  Series 

Load  Cell 

97-008 

Active 

10 

BSA  Series 

Load  Cell 

96-072A1 

Active 

1 

BW  Series 

Bench  & Counter  Scale 

98-085 

Active 

1 

C ASTON  IV 

Crane  Scale 

97-160 

Active 

1 

CI-2001  Series 

Indicating  Element  - Scale 

98-103A1 

Active 

1 

DL-100 

Bench  & Counter  Scale 

93-096 A 1 

Active 

7 

EP-10 

Computing  Scale 

93-097 

Active 

6 

Hercules 

Floor  Scale 

98-193 

Active 

1 

Hercules- XXXXX-YY  Series 

Floor  Scale 

97-119 

Active 

1 

LP  1000 

Computing  Scale 

92-169 

Active 

5 

Device  Type  By  Company  No.  5-9 


Model 

Device 

Certificate 

Status 

Pub  5 

Number 

LP-II 

Type 

Bench  & Counter  Scale 

No. 

98-202A1 

Active 

Edition 

i 

NC-1 

Crane  Scale 

96-164 

Active 

10 

PD-1 

Bench  & Counter  Scale 

92-174 

Active 

5 

S-2000 

Computing  Scale 

91-141 A1 

Active 

1 

SBA  Series 

Load  Cell 

96- 073 A 1 

Active 

1 

SS  Series 

Load  Cell 

96-090 

Active 

9 

SW  Series 

Bench  & Counter  Scale 

99-002 

Active 

1 

TP-1 

Computing  Scale 

99-136 

Active 

1 

CAS  Corporation 

DSB1  Series 

Load  Cell 

00-061 

Active 

1 

Cash  Register  Sales,  Inc. 

CRS  3000 

ECR  - Scale 

96-088 

Active 

10 

Samsung  ER-5100  & ER-5140 

ECR  - Scale 

99-031 

Active 

1 

Samsung  ER-550  & ER-650 

ECR  - Scale 

99-030 

Active 

1 

Samsung  SER-6500  Series 

ECR  - Scale 

96-150 

Active 

10 

CASIO,  INC. 

CE-4600 

ECR  - Scale 

92-041 

Inactive 

11/14/94 

5 

SA  2000 

ECR  - LMD 

91-139 

Inactive 

1/1/98 

5 

SA  2000  &SA  2100 

ECR  - Scale 

90-166 

Inactive 

1/1/98 

5 

TK-2600 

ECR  - Scale 

92-048 

Inactive 

11/14/94 

5 

TK-2700,CE-4700,TK-5 

ECR  - Scale 

95-004 

Inactive 

1/1/98 

8 

TK-4300 

ECR  - Scale 

92-175 

Inactive 

1/1/99 

5 

CAT  Scale  Company 

320 

Printer  - Scale 

90-123 

Inactive 

1/1/94 

5 

CBMC  Engineering  Consultants 

WCS  Series 

Bulkweighing  System 

98-003 

Inactive 

1/1/99 

1 

CCi  Scale  Company 

CCI-220 

Bench  & Counter  Scale 

97-087 A 1 

Active 

1 

HS  Series 

Hanging  Scale 

99-068 

Active 

1 

TLE 

Bench  & Counter  Scale 

92-1 11 A1 

Active 

5 

Cedarapids,  Inc. 

HMS  3006 

Indicating  Element  - Scale 

92-072 

Inactive 

1/1/96 

5 

HMS  3006 

Indicating  Element  - Scale 

96-048 

Inactive 

1/1/97 

9 

Celtron  Technologies,  Inc. 

CLB  Series 

Load  Cell 

98-090A1 

Active 

1 

CSB  Series 

Load  Cell 

98-084 

Active 

1 

DLB  Series 

Load  Cell 

00-01 1 

Active 

1 

LOC  Series 

Load  Cell 

96-076A1 

Active 

10 

LPS  Series 

Load  Cell 

95-056 

Active 

8 

SQB  Series 

Load  Cell 

91-043A4 

Active 

1 

STC 

Load  Cell 

91-044 

Active 

1 

STR  Series 

Load  Cell 

97-01 0A1 

Active 

1 

CEMCO,  Inc. 

150  Series  & 240  Series 

Hopper  Scale 

99-029 

Active 

1 

Centrodyne  Corporation  of  America 

630 

T aximeter 

86-029 

Inactive 

10/23/93 

5 

Silent  61 0&  Silent  620 

T aximeter 

93-128A3 

Active 

1 

No.  5-10 


Device  Type  By  Company 


Model 

Device 

Certificate 

Status 

Pub  5 

Number 

Type 

No. 

Edition 

Certified  Scales  Co. 

2010 

Bench  & Counter  Scale 

89-127A1 

Active 

5 

2010 

Floor  Scale 

90-055 

Active 

5 

Challenger  T ruck  Scales 

2000 

Vehicle  Scale 

91-079 

Inactive 

1/1/96 

5 

Chronos  Richardson 

Bulktronic  7 

Bulkweighing  System 

93-076 

Active 

6 

Clean  Fueling  Technologies,  Inc. 

PRO  Series 

RMFD  - Dispenser 

95-148A1 

Active 

1 

PRO-WX-XX00-X  Series 

RMFD  - Dispenser 

95-155A1 

Active 

1 

PROGXYZOON 

RMFD  - Dispenser 

99-128 

Active 

1 

CMI  Weighing  Equipment 

2C-XXXX 

Vehicle  Scale 

88-169 

Active 

5 

2PS, 2FT,  3PS, 3 FT 

Vehicle  Scale 

88-024A 2 

Active 

5 

FS 

Floor  Scale 

92-154 

Active 

5 

SE/SW  653B 

Hopper  Scale 

90-119 

Active 

5 

UMC  2000  XX-XX 

Indicating  Element  - Scale 

90-024 

Active 

5 

UMC  600  AA-AA 

Indicating  Element  - Scale 

90-026 

Active 

5 

UMC  UMC  555AAAA 

Indicating  Element  - Scale 

90-025 

Active 

5 

Command  Data 

Eagle,  Eagle  Jr.,  Eagle  Flex 

Indicating  Element  - Scale 

96-025A2 

Active 

1 

Command  Data  Incorporated 

Control  Agg/32 

Software  - Scale 

94-074 

Inactive 

1/1/97 

7 

Compro  Systems,  Inc. 

BATCHPRO  1500 

Software  - Scale 

97-059 

Active 

10 

COMPTROL  Computer  Control  Inc. 

47SH 

Bulkweighing  System 

92-1 12A1 

Inactive 

1/1/96 

5 

47SH  and  47SH-60 

Bulkweighing  System 

96-042A1 

Active 

9 

BULKAMATIC  8830LC  Series 

Bulkweighing  System 

96-043 

Active 

9 

Computer  Advice 

CAM-290A 

Printer  - Scale 

91-157 

Inactive 

1/1/94 

5 

Computer  Analysis  & Planning,  Inc. 

CAP  Waste  Mgt  Control 

Software  - Scale 

96-167 

Inactive 

1/1/99 

10 

Computer  Software  Architects,  Inc. 

Linen  Master 

Software  - Scale 

98-094 

Active 

1 

CompuWeigh 

CMS-AC,  CMS-WM  & CMS-NAC 

Software  - Scale 

94-021 A1 

Inactive 

1/1/98 

10 

Compudraft  Ser  2000 

Bulkweighing  System 

88-185 

Active 

5 

Compudraft  Ser  2000/3000 

Indicating  Element  - Scale 

90-093A1 

Active 

10 

GMS  Series 

Bulkweighing  System 

97-021 A1 

Active 

10 

PHS  - 2.5 

Hopper  Scale 

96-036 

Active 

9 

PSC-500 

Bulkweighing  System 

94-020 

Active 

7 

Concrete  Equipment  Co.  Inc. 

1170,2150 

Hopper  Scale 

92-007 

Active 

5 

HS  Series* 

Device  Type  By  Company 

Hopper  Scale 

96-038 

Active 

9 

No.  5-1 

Model 

Device 

Certificate 

Status 

Pub  5 

Number 

LS  Series* 

Type 

Hopper  Scale 

No. 

99-107 

Active 

Edition 

I 

CONDEC 

DLR  333  Series 

Indicating  Element  - Scale 

00-008 

Active 

I 

TEK9000  Series 

Indicating  Element  - Scale 

00-009 

Active 

I 

UMC  5600  Series 

Indicating  Element  - Scale 

00-006 

Active 

I 

UMC  612  Series 

Indicating  Element  - Scale 

00-007 

Active 

I 

UMC2000  Series 

Indicating  Element  - Scale 

00-003 

Active 

I 

UMC222  XXXX 

Indicating  Element  - Scale 

00-095 

Active 

I 

UMC444  and  UMC555  Series 

Indicating  Element  - Scale 

00-005 

Active 

i 

UMC600  & UMC600  IS  Series* 

Indicating  Element  - Scale 

00-004 A 1 

Active 

i 

Contrec  - USA,  LLC 

1010 -(1  thru  6) 

Whdesale/VTM  Controller/Reg 

00-099 

Active 

i 

405/414 

RMFD  - Console/Controller 

98-058 

Active 

i 

Control  Logic  Corporation 

CLC  1100  &CLC  1200 

Printer  - Scale 

88-234 

Inactive 

1/1/94 

5 

Control  Systems  International,  Inc. 

FUEL-FACS 

Other  - LMD 

94-109 

Inactive 

1/1/96 

9 

FUEL-FACS  (for  VMS  Op  Sys) 

Wholesale/VTM  Controller/Reg 

98-055 

Active 

1 

FUEL-FACS  for  Win  NT  Op  Sys 

WhdesaJeA/TM  Controller/Reg 

98-099 

Active 

1 

Control  Technology 

LIQUI-TECH  LT250 

Hopper  Scale 

94-087 

Inactive 

1/1/96 

8 

Controlled  Commerce  Integrated  Sys 

RPM  POS 

RMFD  - Register 

97-037 

Active 

10 

Cornerstone,  Inc. 

C-100&  C-100A 

RMFD  - Dispenser 

99-050 

Active 

1 

Coti,  Inc. 

Cl  5103 

Load  Cell 

99-060 

Active 

1 

Cl  58 

Load  Cell 

99-061 

Active 

1 

Cl  SB 

Load  Cell 

99-025 

Active 

1 

CI22 

Load  Cell 

99-024 

Active 

1 

CI23  Series 

Load  Cell 

99-023 

Active 

1 

CI50 

Load  Cell 

99-022 

Active 

1 

NS23* 

Load  Cell 

97-053 

Active 

10 

NS23-S* 

Load  Cell 

97-054 

Active 

10 

NT 23 

Load  Cell 

97-046 

Inactive 

1/1/99 

10 

NTSB  Series 

Load  Cell 

97-047 

Active 

10 

Creative  Automation  Company,  Inc. 

000-WI-130 

Bulkweighing  System 

96-074 

Active 

9 

Creative  Information  Systems,  Inc. 

Scale  Mgt  Software 

Software  - Scale 

94-093 

Active 

7 

CSC  Scientific  Company,  Inc. 

Sinar  Grain  Pro  Model  6310 

Grain  Moisture  Meter 

95-030A1 

Active 

1 

Custom  Equipment  Design,  Inc. 

xx-yy-W  D 

Bulkweighing  System 

98-127A1 

Active 

1 

Daniel  Industries,  Inc. 

1450-1 5-SP 

Vehicle  Tank  Meter 

90-060 

Inactive 

1/1/97 

5 

No.  5-12 


Device  Type  By  Company 


Model 

Device 

Certificate 

Status 

Pub  5 

Number 

Type 

z 

o 

Edition 

LR  3601-1 A 

Wholesale  Meter 

97-040 

Inactive 

1/1/99 

10 

LR  Series  Turbine 

Wholesale  Meter 

90-028A1 

Inactive 

1/1/97 

10 

PT  Series  Turbine 

Wholesale  Meter 

90-1 22A1 

Inactive 

1/1/97 

10 

PT  Series  Turbine 

Wholesale  Meter 

97-039 

Inactive 

1/1/99 

10 

Daniel  Measurement  and  Control 

140X-1P 

Wholesale  Meter 

99-049 

Active 

1 

DanLoad  6000 

Other  - LMD 

99-048 

Active 

1 

LR  3601-1 A 

Wholesale  Meter 

99-047 

Active 

1 

PT  Series  Turbine 

Daniel  Measurement  and  Control, 

Wholesale  Meter 

Inc. 

99-046 

Active 

1 

140X-1P 

Wholesale  Meter 

98-139 

Inactive 

1/1/99 

1 

DANLOAD  6000 

Wholesale  Meter 

94-004 

Inactive 

1/1/99 

8 

Datasym,  Inc. 

Datasym  Series  (See  CC) 

ECR  - Scale 

00-040 

Active 

1 

Demeter  Inc. 

Version  2 

Software  - Scale 

95-167 

Inactive 

1/1/99 

9 

Denver  Instrument  Company 

AL-3K/44 

S hi  ppi  ng/Postal/Classif  iers 

92-055A1 

Inactive 

1/1/97 

5 

AL-5K/44 

Jeweler’s/Presc  ./Grain 

92-194 

Inactive 

1/1/97 

5 

Detecto  Scale  Company 

LT  Series 

Hanging  Scale 

00-01 8A1 

Active 

1 

DH  Print 

44  XX 

Printer  - LMD 

91-137 

Inactive 

1/1/97 

5 

Diamond  Control  Systems 

Guardian  WS 

Indicating  Element  - Scale 

91-005 

Active 

5 

DICKEY-john  Corporation 

G AC-2000 NTEP/GAC21 00/G  AC21 00a 

Grain  Moisture  Meter 

94-130A6 

Active 

1 

Diebold  Campus  Systems 

RDT-4400  and  PCX  Series 

Bench  & Counter  Scale 

87-005A2 

Active 

1 

Digi  Matex,  Inc. 

DI-10 

Indicating  Element  - Scale 

91-070 

Active 

5 

Digi-Grand 

Floor  Scale 

92-063 

Active 

5 

DS-410 

Bench  & Counter  Scale 

90-091 

Inactive 

1/1/98 

5 

S 

Bench  & Counter  Scale 

92-003 

Active 

5 

S-PL 

Floor  Scale 

92-156 

Active 

5 

SBLC23A-XX 

Load  Cell 

94-030 

Inactive 

1/1/98 

7 

SS-L,  ST-L&SU-L 

Floor  Scale 

00-092 

Active 

1 

Digi  Postal  Acctronix 

DP-100* 

Computing  Scale 

90-071 

Inactive 

1/1/99 

5 

DP101-U 

Indicating  Element  - Scale 

90-049 

Inactive 

1/1/99 

5 

DP70S 

Bench  & Counter  Scale 

90-156 

Inactive 

1/1/99 

5 

Digitax  Electronics  USA,  Inc. 

FI 

T aximeter 

99-036 

Active 

1 

Dillman  Equipment,  Inc. 

SOWB 

Device  Type  By  Company 

Hopper  Scale 

99-135 

Active 

1 

No.  5-1 : 

Model 

Device 

Certificate 

Status 

Pub  5 

Number 

Type 

No. 

Editior 

Division  Systems 

DFW  Series 

Floor  Scale 

97-036 

Active 

10 

DLP 

Floor  Scale 

91-087 

Active 

5 

DSB  Series 

Load  Cell 

99-056 

Active 

1 

DSC-X-YYYY-Z  Series 

Floor  Scale 

95-01 8A1 

Active 

1 

DSP  Series 

Floor  Scale 

91-112A2 

Active 

10 

DSP-BSI  & DSP-BSI-A 

Indicating  Element  - Scale 

91-1 13A1 

Active 

10 

Doran  Scales,  Inc. 

300 

Bench  & Counter  Scale 

00-033 

Active 

1 

4100L 

Indicating  Element  - Scale 

92-080 

Active 

5 

4200M,  4200RSS,  4200 

Indicating  Element  - Scale 

91-154A1 

Active 

10 

4300  & 4100XL 

Indicating  Element  - Scale 

97-038A1 

Active 

1 

7000M  & 7000R 

Indicating  Element  - Scale 

91-106A2 

Active 

10 

7000M/7000XLM/8000XLM 

Indicating  Element  - Scale 

99-129 

Active 

1 

7006P  Series 

Bench  & Counter  Scale 

90-074A2 

Active 

10 

8000MIS 

Indicating  Element  - Scale 

89-051 A1 

Active 

5 

8600M  AND  8600RSS 

Indicating  Element  - Scale 

94-033 A 1 

Active 

10 

DFP 

Floor  Scale 

93-061 

Active 

6 

DSP1000 

Bench  & Counter  Scale 

89-111 

Active 

5 

DSP2000  Series 

Bench  & Counter  Scale 

89-1 12A2 

Active 

1 

DSP3000  & DSP  5000  Series 

Bench  & Counter  Scale 

89-1 13A2 

Active 

1 

DXL7000  and  DXL8000 

Bench  & Counter  Scale 

97-097 

Active 

1 

LC-100 

Indicating  Element  - Scale 

96-151 

Active 

10 

PC-200 

Bench  & Counter  Scale 

99-011 

Active 

1 

SIL-9001 

Bench  & Counter  Scale 

96-124 

Active 

9 

Dover  Corporation 

111-V 

WholesaJe/VTM  Controller/Reg 

90-116 

Inactive 

10/1/93 

5 

Drafto  Corp. 

Delta/Sigma  2000 

DRB  Systems 

Indicating  Element  - Scale 

95-169 

Active 

9 

Car  Watch  Other- LMD 

Dresser  Equipment  Group,  Wayne  Div. 

93-001 

Active 

7 

SM-2000 

RMFD  - Console/Controller 

99-156 

Active 

1 

SM-2000 

SM-3000 

RMFD  - Console/Controller 

99-155 

Active 

1 

SR.  SP,  SM&SS*  Card  Reader- LMD 

Dresser  Equipment  Group,  Wayne  Division 

99-157 

Active 

1 

141U-KP 

RMFD  - Dispenser 

86-031 

Inactive 

9/16/93 

5 

380/580 

RMFD  - Dispenser 

92-123 

Inactive 

1/1/98 

5 

882733- XXX  (PCAT) 

Other  - LMD 

96-083A1 

Active 

1 

C;D1;D2;W 

Multi-CC  Addenda  - LMD 

92-221 

Multi  CC 

5 

CID  Series* 

Card  Reader  - LMD 

97-024 

Active 

10 

DD1/590-23/G 

RMFD  - Dispenser 

89-01 1 

Inactive 

1/1/98 

5 

DDX-490-1L 

RMFD  - Dispenser 

88-262A3 

Active 

5 

Decade  2400  Series  (CC/SY/2400/X)* 

Whdesale/VTM  Controller/Reg 

92-143 

Active 

9 

DL1/395-1L/19G 

RMFD  - Dispenser 

89-076 

Inactive 

1/1/98 

5 

DLX  and  DDX  Series 

RMFD  - Dispenser 

89-149A2 

Active 

1 

DLX-390- 1 L 

RMFD  - Dispenser 

90-130 

Inactive 

9/16/93 

5 

DLX-39X-1L  Series* 

RMFD  - Dispenser 

89- 036 A3 

Inactive 

1/1/98 

9 

D LX/360,  D LX/370  Series 

RMFD  - Dispenser 

89-150 

Inactive 

1/1/00 

9 

G2BCDE  (Century  Series) 

RMFD  - Dispenser 

99-122 

Active 

1 

No.  5-14 


Device  Type  By  Company 


Model 

Device 

Certificate 

Status 

Pub  5 

Number 

Global  Hydraulics  Module  (GHM) 

Type 

Other  - LMD 

No. 

98-068 

Active 

Edition 

i 

HMII  -DCR;  -DCR/TOK 

Card  Reader  - LMD 

92-144 

Active 

5 

HS/V387  (Vista  Series) 

RMFD  - Dispenser 

98-130 

Active 

1 

MD  & MB  Series 

Other  - LMD 

92-085 

Active 

9 

Nucleus 

ECR  - LMD 

96-159 

Active 

10 

T ouch-N-Go  (See  Certificate) 

RMFD  - Dispenser 

00-051 

Active 

1 

V38XYZ  Series 

RMFD  - Dispenser 

90-005A2 

Inactive 

1/1/00 

10 

V395D 

RMFD  - Dispenser 

91-034A1 

Inactive 

1/1/00 

10 

V39XYZ  Series* 

RMFD  - Dispenser 

90-007 A2 

Inactive 

1/1/00 

10 

V490  Series 

RMFD  - Dispenser 

90- 006 A 1 

Inactive 

1/1/00 

10 

V58XYZ  Series 

RMFD  - Dispenser 

91-035A2 

Inactive 

1/1/00 

10 

V590D  Series 

RMFD  - Dispenser 

90-004A2 

Inactive 

1/1/00 

10 

Vista  Series 

RMFD  - Dispenser 

99-045A1 

Active 

1 

WP/CT 

RMFD  - Console/Controller 

88-263 A2 

Inactive 

1/1/98 

10 

WP/CT  (Console)* 

ECR  - LMD 

00-021 

Active 

1 

Drum  Runner  Material  Handling  Co. 

5500PA 

Bench  & Counter  Scale 

97-012 

Active 

10 

Dultmeier  Sales 

DU  SS  XXXX  Series 

Hopper  Scale 

96-033 

Active 

9 

Dunn  & Dunn  Data  Systems,  Inc. 

The  Manager  Series 

Software  - Scale 

95-049A1 

Active 

1 

Duratron  Corporation 

800  000B 

Load  Cell 

89-060P 

Inactive 

11/1/91 

5 

801  000 A 

Load  Cell 

89-061 P 

Inactive 

11/1/91 

5 

801  000B 

Load  Cell 

89-062P 

Inactive 

11/21/91 

5 

Durline  Scales  and  Mfg.,  Inc. 

EFTX  Series 

Vehicle  Scale 

88-063A2 

Active 

1 

FLT 

Floor  Scale 

92-120 

Active 

5 

LS&MT 

Vehicle  Scale 

89-088A1 

Active 

5 

MLP 

Vehicle  Scale 

93-031 

Active 

6 

PVS  Series 

Vehicle  Scale 

97-060A1 

Active 

1 

Dyna-Tech,  Inc. 

ExpressLane 

POS  Scale 

98-187 

Active 

1 

E.  J.  Ward,  Inc. 

Next  Generation 

Other  - LMD 

98-057 

Active 

1 

Eastec  Corporation 

SES-XX  Series 

Load  Cell 

96-156 

Active 

10 

Easy  Systems  Inc. 

ESI  200 

Indicating  Element  - Scale 

97-148 

Active 

1 

ESI-300 

Indicating  Element  - Scale 

97-149 

Active 

1 

Eaton  Corporation 

DLR333  XX-XX* 

Indicating  Element  - Scale 

97-016 

Active 

10 

ECR  Software  Corporation 

C-Scann 

Software  - LMD 

94-085 

Inactive 

1/1/97 

7 

Edlund  Company 

E2000 

Bench  & Counter  Scale 

91-032 

Inactive 

1/1/96 

5 

Device  Type  By  Company 


No.  5-15 


Model 

Device 

Certificate 

Status 

Pub  5 

Number 

Type 

No. 

Edition 

EDO  Automotive  Natural  Gas,  Inc. 

AMD-1P.-2P.-1E,  &-2E 

RMFD  - Dispenser  (CNG) 

93-013 

Active 

5 

Electronic  Scales  International 

JK700 

Computing  Scale 

88-102 

Inactive 

12/31/94 

5 

Emark  Corporation 

0455 

Wholesale  Meter 

92-029 

Inactive 

12/31/93 

5 

0455-XXXX-001 

Wholesale  Meter 

90-012 

Inactive 

12/31/93 

6 

455 

Wholesale  Meter 

89-022 

Inactive 

12/31/93 

5 

Emery  Winslow  Scale  Co. 

8X-YYZZZ 

Vehicle  Scale 

89-085PA3 

Active 

1 

90  (GENESIS)  Series 

Livestock  Scale 

89-014PA2 

Active 

1 

EW  4X  Series  & Emery  830  Series 

Vehicn  Scale 

92-086PA2 

Active 

1 

Roadweigh  Series  10  & Series  20 

Vehicle  Scale 

88-147A1 

Active 

1 

Emery  Winslow  Scale  Company 

6X-YYY-Z 

Railway  T rack  Scale 

97-122 

Active 

1 

Econoweigh  22  Series 

Vehicle  Scale 

88-143 

Active 

9 

Econoweigh  24  Series 

Vehicle  Scale 

88-144 

Active 

9 

N1011  and  N1021  Series 

Load  Cell 

97-104 

Active 

10 

Portaweigh  32  Series 

Vehicle  Scale 

88-148 

Active 

9 

Portaweigh  34  Series 

Vehicle  Scale 

88-145 

Active 

9 

Roadweigh  12  Series 

Vehicle  Scale 

88-146 

Active 

9 

TR  Series 

Other  - Scale 

88-149 

Inactive 

1/1/98 

9 

Enchanced  Checker  Interface  (ECI) 

PS-7000 

Other 

99-109 

Active 

1 

Engineered  Systems,  Inc.  (ESI) 

302XX 

Other  - LMD 

93-113 

Active 

7 

330  XX  and  375  XX 

Wholesale/VTM  Controller/Reg 

87-012A1 

Active 

6 

417 

WholesaleA/TM  Controller/Reg 

94-056 

Active 

7 

Ensign  Systems,  Inc. 

POSIM  Premier 

Software  - Scale 

94-073 

Active 

7 

Epelsa  International,  Inc. 

ATC 

Load  Cell 

89-162P 

Inactive 

10/29/95 

5 

BP 

Load  Cell 

89-163 

Active 

5 

FIRST-Weigh  Dll 2 

Indicating  Element  - Scale 

91-092 

Active 

5 

LC  Series 

Load  Cell 

91-042A1 

Active 

8 

LCI 

Load  Cell 

92-079 

Active 

5 

MC 

Load  Cell 

89-109 

Active 

5 

SB2 

Load  Cell 

92-078 

Active 

5 

SC 

Load  Cell 

89-114 

Active 

5 

SP12 

Bench  & Counter  Scale 

90-155 

Active 

5 

TSFS  and  LCI 8* 

Load  Cell 

90-105A1 

Active 

10 

Ernst  & Young 

ScanMaster 

Software  - Scale 

93-122 

Inactive 

1/1/99 

6 

ScaleMaster 

Other  - Scale 

99-020 

Active 

1 

ESCO  Manufacturing,  Inc. 

TLC-10XX 

RMFD  - Console/Controller 

89-069 

Active 

5 

No.  5-16  Device  Type  By  Company 


Model 

Device 

Certificate 

Status 

Pub  5 

Number 

Type 

No. 

Edition 

Espera-Werke  GMBH 

ES  600  HS 

Automatic  Weighing  System 

99-067 

Active 

i 

Esselte  Meto 

BLP  804 

Computing  Scale 

88-035 

Inactive 

1/1/94 

5 

CB493 

Computing  Scale 

88-062 

Inactive 

1/1/94 

5 

CC494 

Computing  Scale 

86-017 

Inactive 

1/1/94 

5 

CP  501 

Computing  Scale 

88-064 

Inactive 

1/1/94 

5 

CR511;  CR512 

POS  Scale 

86-01 6A2 

Inactive 

1/1/94 

5 

CS  491-1 

Computing  Scale 

88-065 

Inactive 

1/1/94 

5 

CS  512 

Computing  Scale 

90-039 

Inactive 

1/1/94 

5 

ES-1010 

Computing  Scale 

90-040 

Inactive 

1/1/94 

5 

EWA  Technologies,  Inc. 

21 00  XX 

RMFD  - Console/Controller 

99-096A1 

Active 

1 

Exact  Equipment  Corporation 

921,  921 R 

Computing  Scale 

89-107 

Inactive 

10/31/93 

5 

951 

Prepackaging  Scale 

88-184A1 

Inactive 

10/31/93 

5 

960 

Prepackaging  Scale 

88-183 

Inactive 

1/1/97 

5 

970  Series 

Computing  Scale 

95-059A2 

Active 

1 

Excell  Precision  Co.,  Ltd. 

AMxxx,  CAWxxx,  MHWxxx,  SHWxxx 

Bench  & Counter  Scale 

00-049 

Active 

1 

AMxxx,  CAWxxx,  MHWxxx,  SHWxxx 

Bench  & Counter  Scale 

97-075 

Inactive 

1/1/99 

10 

EZ  Technologies,  Inc. 

Z300 

Taximeter 

00-101 

Active 

1 

Fabricated  Systems 

BL1010010000/BL1 01 005-000 

Hopper  Scale 

96-188A1 

Active 

1 

Fairbanks  Scales 

1072  & 2073 

Hopper  Scale 

93-131 

Active 

7 

1 1 -3000/-6000;  1 4-3000/-6000 

Vehicle  Scale 

88-154 

Active 

1 • 

11-3300 

Livestock  Scale 

88-153PN 

Active 

5 

11-4300 

Vehicle  Scale 

88-1 58PN 

Inactive 

8/2/00 

5 

11-6100  Series 

Livestock  Scale 

88-157 

Active 

1 

1124 

Floor  Scale 

88-266A1 

Active 

5 

1124D 

Floor  Scale 

86-010 

Inactive 

12/30/93 

5 

1125D 

Floor  Scale 

88-077 

Inactive 

12/30/93 

5 

1126D 

Floor  Scale 

90-057 

Inactive 

12/30/93 

5 

1127D 

Floor  Scale 

92-110 

Active 

5 

1135L 

Floor  Scale 

92-022A1 

Active 

5 

12-14XX 

Railway  T rack  Scale 

93-043 

Active 

1 

12-7154- XX 

Vehicle  Scale 

99-196 

Active 

1 

12-87XX 

Vehicle  Scale 

88-152A1 

Active 

5 

13-8200 

Vehicle  Scale 

88-160PN 

Inactive 

12/30/93 

5 

13-8460-3 

Vehicle  Scale 

91-056 

Active 

5 

14-2000 

Floor  Scale 

88-159PN 

Inactive 

12/30/93 

5 

14-4304  S 

Vehicle  Scale 

91-055A1 

Active 

5 

14-8271 

Vehicle  Scale 

88-297P 

Inactive 

12/30/93 

5 

21-2101 

Floor  Scale 

89-015 

Active 

5 

23-2443 

Bench  & Counter  Scale 

91-148A1 

Active 

5 

23-2554 

Floor  Scale 

88-072A1 

Active 

5 

23-2557 

Floor  Scale 

89-136A1 

Active 

5 

23-25XXA 

Floor  Scale 

88-071 A1 

Active 

10 

Device  Type  By  Company  No.  5-17 
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Edition 

23-6200/P  LF-  R6200  Series 

FIcDor  Scale 

91-061 A1 

Active 

i 

2442-500 

Other  - Scale 

97-145 

Active 

i 

2650 

Vehicle  Scale 

00-108 

Effective 

41-3132 

Floor  Scale 

88-156PN 

Inactive 

12/30/93 

5 

50-5361 

Other  - Scale 

88-1 55PN 

Active 

5 

6000  Series 

Bench  & Counter  Scale 

99-197A1 

Active 

1 

70-1414  & 70-1414a 

Indicating  Element  - Scale 

90-094A2 

Active 

7 

70-2453*  and  SCB-2453-XXX* 

Bench  & Counter  Scale 

92-21 3A2 

Active 

8 

70-2455XX  and  SCB-2455-XXX 

Bench  & Counter  Scale 

97-115 

Active 

1 

70-4070 

Bench  & Counter  Scale 

88-075 

Active 

5 

8100  Series 

Vehicle  Scale 

98-049 

Active 

1 

90-100 

Indicating  Element  - Scale 

86-011 

Inactive 

12/30/93 

5 

90-110 

Indicating  Element  - Scale 

88-078 

Inactive 

12/30/93 

5 

90-1 61 A 

Indicating  Element  - Scale 

88-073 

Inactive 

12/30/93 

5 

90-164 

Indicating  Element  - Scale 

86-012 

Inactive 

12/30/93 

5 

90-164-XX 

Indicating  Element  - Scale 

88-076 

Active 

5 

90-166 

Indicating  Element  - Scale 

90-042 

Inactive 

12/30/93 

5 

90-3045 

Indicating  Element  - Scale 

88-079 

Inactive 

12/30/93 

5 

90-3052  & IND- HR-5001 -xxx 

Indicating  Element  - Scale 

92-050A1 

Active 

9 

90-515  & 90-516 

Indicating  Element  - Scale 

90-043 

Active 

5 

90-5XX 

Indicating  Element  - Scale 

91-152A 2 

Active 

6 

90-8050-1 

Other  - Scale 

91-065 

Active 

7 

90-9201 

Indicating  Element  - Scale 

92-21 2A1 

Active 

9 

90-9210 

Indicating  Element  - Scale 

92-214 

Active 

6 

9900-XXXX 

Vehicle  Scale 

99-142 

Active 

1 

ACC  572 

Indicating  Element  - Scale 

93-017 

Active 

7 

E12-14XX  Series 

Railway  T rack  Scale 

92-186 

Active 

1 

F Series  (See  Certificate) 

Other  - Scale 

94-113 

Active 

8 

FP-XXXX 

Vehicle  Scale 

91-143 

Active 

5 

FTS-R5900-xxx  Series 

On-Board  Weighing 

99-066A1 

Active 

1 

H23-2512 

Floor  Scale 

89-093 

Active 

5 

H70-4710-1 

Bench  & Counter  Scale 

86-009 

Active 

5 

H70-4900/4920 

Bench  & Counter  Scale 

90-127A1 

Active 

5 

H70-4XXX 

Bench  & Counter  Scale 

88-074 

Active 

5 

H90- 167-1 

Indicating  Element  - Scale 

86-013 

Active 

5 

H90-1701;  H90-1702 

Indicating  Element  - Scale 

88-308 

Active 

5 

H90-3043 

Indicating  Element  - Scale 

87-021 

Inactive 

12/30/93 

5 

H90-3051 

Indicating  Element  - Scale 

90-084 

Active 

5 

H90-5100,  H90-5150,  & H90-5200* 

Indicating  Element  - Scale 

90-1 28 A2 

Active 

1 

HS100WW 

Floor  Scale 

92-004A 2 

Active 

8 

IND-HR2300-xxx&  HR2300-xxx 

Indicating  Element  - Scale 

98-131 A1 

Active 

1 

IND-HR5000;IND-R5000 

Indicating  Element  - Scale 

94-099 

Active 

8 

IND-R2400-xxx  & IND-HR2400-xxx 

Indicating  Element  - Scale 

96-108A1 

Active 

1 

IND-R2500-XXX/IND-HR2500-XXX 

Indicating  Element  - Scale 

95-044A2 

Active 

1 

IND-R5900-xxx 

Indicating  Element  - Scale 

98-176 

Active 

1 

LC  F-H  R3030-XXX 

Load  Cell 

95-174 

Active 

9 

LCF-HR3060-XXX 

Load  Cell 

95-175 

Active 

9 

LCF-HR4020-X  Series 

Load  Cell 

97-078A1 

Active 

1 

LC  F-H  R4030-X  Series 

Load  Cell 

97-079 

Active 

1 

LCF-HR4040-XX 

Load  Cell 

99-070 

Active 

1 

LCF-R3030-XXX 

Load  Cell 

95-172 

Active 

9 

LCF-R3040-XXX 

Load  Cell 

95-173 

Active 

9 

LCF-R3080-XX 

Load  Cell 

97-049A1 

Active 

1 

LCF-R4010-1  & LCF-R4010-2 

Load  Cell 

89-151A2 

Active 

10 

LC  F-XX-4070-XXX 

Load  Cell 

99-192 

Active 

1 

OBI-R5700-xxx 

Indicating  Element  - Scale 

96-119 

Active 

10 

No.  5-18 
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OBS-R5700-xxx 

Type 

On-Board  Weighing  System 

No. 

96-120 

Active 

Edition 

10 

PLB-HR5000-xxx  & PLB-R5000-xxx 

Bench  & Counter  Scale 

94-100A1 

Active 

I 

PLF.FFX  and  PWFX* 

Floor  Scale 

93-022A3 

Active 

i 

PLF-(H)R3200-xxx 

Floor  Scale 

98-129 

Active 

i 

PLF-R34XX  & PLF-HR34XX  Series 

Floor  Scale 

98-005A1 

Active 

i 

PLF-R3700-A2Q  & PLF-HR3700-A2Q 

Floor  Scale 

96-103 

Active 

10 

PLT-2600-XXX 

Vehicle  Scale 

94-101 A2 

Active 

1 

PLT-4500  Series 

Vehicle  Scale 

96-024A1 

Active 

1 

PLT-60  Series 

Vehicle  Scale 

96-089A1 

Active 

1 

SCB-R  9000-xxx 

Bench  & Counter  Scale 

98-198 

Active 

1 

SCB-R2456-XXX 

Bench  & Counter  Scale 

96-161 

Active 

10 

SCB-R8900-xxx 

Bench  & Counter  Scale 

98-128 

Active 

1 

SFW  9700  (Datamaster  Plus) 

Software  - Scale 

97-137 

Active 

1 

System  IV 

Indicating  Element  - Scale 

92-034 

Active 

10 

V 

Livestock  Scale 

88-168PN 

Inactive 

8/2/00 

5 

xx-7100-xx  Series 

Vehicle  Scale 

88-167 

Active 

1 

Fargo  Electronic  Services  Inc. 

KB- 105 

Printer  - Scale 

89-157A1 

Inactive 

9/1/93 

5 

SP  2000 

Printer  - Scale 

88-233 

Inactive 

9/1/93 

5 

Farmchem  Corp. 

FCSSCMT 

Other-  LMD 

94-036 

Active 

7 

Farmland  Customer  Information  Svcs 

Farmland  MAPS  Version  5.32  Software  - Scale 

96-174 

Active 

10 

Faure  Herman  Meter  Inc. 

TLM  Series 

Wholesale  Meter 

97-001 

Active 

10 

Filing  Scale  Company 

DR5000 

Indicating  Element  - Scale 

92-157 

Active 

5 

LTEF16-WM 

On-Board  Weighing  System 

94-049 

Active 

7 

FIRST-Weigh 

CL 

Computing  Scale 

00-056 

Active 

1 

CS31 

Indicating  Element  - Scale 

99-207 

Active 

1 

Cyber  500  & Cyber  501 

Indicating  Element  - Scale 

99-104 

Active 

1 

DI21/11 

Indicating  Element  - Scale 

90-048A1 

Active 

5 

DP10 

Bench  & Counter  Scale 

91-109 

Active 

5 

MXXX-YYYY  Series 

Floor  Scale 

91-102A3 

Active 

1 

PPI 

Computing  Scale 

99-092 

Active 

1 

RS10 

Computing  Scale 

91-091 

Active 

5 

RS20 

Computing  Scale 

91-104 

Active 

5 

STR 

Load  Cell 

92-030 

Active 

5 

VE  Series 

Vehicle  Scale 

92-21 0A3 

Active 

1 

Fiscal  Systems,  Inc. 

POS-2000MG 

ECR - LMD 

94-123 

Active 

8 

Fisher-Rosemount  Petroleum 

-P"  & "Plus"  BiRotor 

Wholesale  Meter 

94-105A1 

Active 

1 

B-62/72/82DB;92DEB 

Wholesale  Meter 

92-082 

Active 

1 

BA-XX  and  B-XXXX  Series 

Vehicle  Tank  Meter 

92-083 

Active 

1 

Flagship  Corporation 

Islander/FIT 

ECR  - LMD 

96-066A1 

Active 

1 

Device  Type  By  Company 


No.  5-19 
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Device 

Certificate 
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Pub  5 

Number 

Type 

d 

z 

Edition 

Flex-Weigh  Corporation 

c 

Load  Cell 

90-1 84P 

Inactive 

11/1/91 

5 

DWM  IV 

Indicating  Element  - Scale 

87-003A 

Active 

5 

FLB 

Indicating  Element  - Scale 

88-1 00A1 

Active 

5 

LPF 

Floor  Scale 

93-011 

Active 

5 

S 

Load  Cell 

89-108 

Inactive 

1/1/99 

5 

SSB & SSBT 

Load  Cell 

89-158A1 

Inactive 

1/1/99 

5 

Flintab,  Inc. 

SB4  Series 

Load  Cell 

90-086A1 

Active 

9 

SB5  Series 

Load  Cell 

93-1 34 A2 

Active 

9 

Flintec,  Inc. 

PCI  & PC3  Series 

Load  Cell 

99-110 

Active 

1 

RC1  Series 

Load  Cell 

92-098A4 

Active 

1 

SB14-X-Y  Series 

Load  Cell 

98-145 

Active 

1 

SLB  Series 

Load  Cell 

97-061A1 

Active 

1 

Fluid  Power  Products,  Inc. 

5XYZ.0XX0.VRX* 

Vehicle  Tank  Meter 

97-1 40 A2 

Active 

1 

Flying  J Inc 

POS 

Software  - LMD 

92-208 

Active 

5 

FMC  Smith  Meter  Inc. 

Accuload  ll-RBU,  -RBM,  -STM 

WholesaleA/TM  Controller/Reg 

92-102A 2 

Active 

1 

AccuLoad  ll-SEQ 

Wholesale/VTM  Controller/Reg 

91-134A1 

Active 

1 

AccuT  ank 

WholesaleA/TM  Controller/Reg 

94-008 

Active 

7 

AL-1-XU  & AL-2-XU 

Wholesale/VTM  Controller/Reg 

89-013 

Active 

1 

AUI-XU-O-STD-STD-034 

Whdesale/VTM  Controller/Reg 

89-055A2 

Active 

1 

AU 1 l-w-XP-yyyy-Axxxxx-z 

WholesaleA/TM  Controller/Reg 

99-141A1 

Active 

1 

C2/E3/E4/F4/G6  & H8  Series 

Wholesale  Meter 

95- 054 A 1 

Active 

10 

F4-Prime  Up-grade 

Wholesale  Meter 

97-044 

Active 

1 

1-75 

Wholesale  Meter 

92-074 

Active 

5 

K2-XX-XX-X-X-X-X-X 

Wholesale  Meter 

93-053A4 

Active 

1 

ML-X-XX-XXX-STD 

Wholesale  Meter 

89-098 

Active 

5 

PRIME  4 Series* 

Wholesale  Meter 

96-099 

Active 

9 

T Series 

Vehicle  Tank  Meter 

95-060A1 

Active 

9 

Force  Measurements,  Inc. 

F3,  F4,  F5,  F6 

Indicating  Element  - Scale 

88-097A1 

Inactive 

8/20/93 

5 

LX  Series 

Indicating  Element  - Scale 

93-103 

Inactive 

12/31/94 

7 

LX  Series 

Indicating  Element  - Scale 

95-026 

Inactive 

1/1/96 

8 

Foss  North  America,  Inc. 

Grainspec-A 

Grain  Moisture  Meter 

96-008A4 

Active 

1 

Infratec  1227  & Infratec  1229 

Grain  Moisture  Meter 

95-063A4 

Active 

1 

Foxboro  Company 

CFS  10  Series 

Mass  Flow  Meter 

93-003A2 

Active 

1 

Francotyp-Postalia,  Inc. 

FP-30 

S hi  ppi  ng/Postal/Classif  iers 

97-102 

Active 

10 

FP-70 

Bench  & Counter  Scale 

99-138 

Active 

1 

Franklin  Electric 

9340000 XXX* 

Other  - LMD 

95-067A1 

Active 

9 

No.  5-20 
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Edition 

Franzen-Hill  Corporation 

Hill- VAC  Phase  li  Vapor  Recovery 

Other  - LMD 

00-048 

Active 

I 

G/H  Products  Corporation 

K10-A3332X 

Vehicle  T ank  Meter 

88-059A1 

Inactive 

1/1/98 

5 

Garnet  Manufacturing  Company 

GMC-100  and  GMC-1500 

Bulkweighing  System 

98-208A1 

Active 

1 

Gasboy  International,  Inc. 

2000S-CFN  Series 

RMFD  - System 

91-057A2 

Active 

1 

2000S-CFN-SC 

RMFD  - Console/Controller 

86-005 

Active 

5 

2001 , 2002 

RMFD  - Console/Controller 

86-006 

Inactive 

7/8/93 

5 

425 

Other  - LMD 

89-064 

Inactive 

7/8/93 

5 

8000 

RMFD  - Dispenser 

91-021 

Inactive 

7/8/93 

5 

8800 

RMFD  - Console/Controller 

91-020 

Inactive 

7/8/93 

5 

9100 

RMFD  - Dispenser 

89-056 

Inactive 

7/8/93 

5 

9100  Series 

RMFD  - Dispenser 

91-019A2 

Active 

8 

91 00 A Series 

RMFD  - Dispenser 

95-179 

Active 

10 

9820  (ASTRA)/9840/9850  Series 

RMFD  - Dispenser 

95-136A3 

Active 

1 

Gasboy  8000 

RMFD  - Dispenser 

88-281 A1 

Inactive 

7/8/93 

5 

Gasboy  8800 

RMFD  - Dispenser 

88-279A1 

Inactive 

7/8/93 

5 

Gasboy  Self-Con  Vol 

RMFD  - Dispenser 

88-283 

Inactive 

7/8/93 

5 

Gasboy  Submersible 

RMFD  - Dispenser 

88-282 

Inactive 

7/8/93 

5 

Gasboy  Sup-Sd  Vol 

RMFD  - Dispenser 

88-284 

Inactive 

1/1/98 

5 

SST-8  and  SST-16 

RMFD  - Console/Controller 

92-077 

Inactive 

7/8/93 

5 

System  2000S 

Card  Reader  - LMD 

88-285 

Inactive 

7/8/93 

5 

Gedge  Systems 

GS1650B 

Indicating  Element  - Scale 

90-033 

Active 

5 

Gencor  Industries  Inc. 

70TS-SP  & 95TS-SP 

Hopper  Scale 

96-132 

Active 

10 

SL300XX  Series 

Indicating  Element  - Scale 

96-148 

Active 

9 

General  Electrodynamics  Corp. 

LP400E 

Wheel  Load  Weigher 

90-089P 

Active 

5 

MD500E 

Wheel  Load  Weigher 

88-004PA2 

Active 

7 

MD  700,  MD  1 100,  & MD  1200 

Wheel  Load  Weigher 

88-057PA3 

Active 

9 

W1300 

Indicating  Element  - Scale 

94-094 

Active 

7 

General  Sensor 

GSB-XX 

Load  Cell 

96-176 

Inactive 

1/1/99 

10 

Gerhart  Scale  Corporation 

GS200-1 Y 

Indicating  Element  - Scale 

95-176 

Active 

9 

Gilbarco,  Inc. 

AAXXXXXXXXXXX 

RMFD  - Dispenser 

91-088 

Active 

5 

ABXXXX 

RMFD  - Dispenser 

87-099 

Active 

5 

AC  X X X X X XX 

RMFD  - Dispenser 

88-226A5 

Active 

1 

ADXXXXX 

RMFD  - Dispenser 

92-21 1 

Active 

7 

AE,  AK,  AL,  AP,  AU 

RMFD  - Dispenser 

87- 077 A3 

Active 

1 

BXX  Series* 

RMFD  - Dispenser 

90-115A9 

Active 

1 

CECXXXXXXX 

Card  Reader  - LMD 

93-035A1 

Active 

8 

CRIND 

Other  - LMD 

89-066 A 1 

Active 

7 

DXX 

RMFD  - Dispenser 

93-081 A1 

Active 

7 

Device  Type  By  Company 
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Device 
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Pub  5 

Number 

JXXX  Series  (LEGACY) 

Type 

RMFD  - Dispenser 

No. 

94-027 A2 

Active 

Edition 

i 

K93926-XX 

Other  - LMD 

93-036 

Active 

6 

Modular  Electronics 

Other  - LMD 

86-024 

Active 

5 

MPD-1 

RMFD  - Dispenser 

88-128 

Active 

5 

MPD-1 

RMFD  - Dispenser 

89-019A1 

Active 

7 

PAO  16300 

Printer  - LMD 

88-162 

Active 

5 

PA0188XXX  (T-12CSer) 

RMFD  - Console/Controller 

86-01 8A1 

Active 

8 

PA02400000000 

RMFD  - Console/Controller 

89-068 A 1 

Active 

5 

PA024TC10 

LMD  - Meter 

88-003A3 

Active 

5 

PA024TC1 0/PA024NC1 0/PA024EC1 0 

LMD  - Meter 

92-056A2 

Active 

10 

PA0250XXXXXXX 

RMFD  - Console/Controller 

89-070 

Active 

5 

PA0324-XXXX  (Passport) 

RMFD  - Console/Controller 

98-096 

Active 

1 

PA1 800001 00  (TCR-G) 

RMFD  - Console/Controller 

86-01 9A1 

Active 

8 

Q11891-XX,  Q1 1640- XX 

ECR-  LMD 

89-065 

Active 

5 

Remfgd  Consoles 

Multi-CC  Addenda  - LMD 

92-198A1 

Multi  CC 

6 

Salesmaker-4  & 2 

RMFD  - Dispenser 

88-129 

Active 

5 

See  Certificate 

Multi-CC  Addenda  - LMD 

92-197A1 

Multi  CC 

1 

T-15  "G-Site' 

ECR  - LMD 

94-119 

Active 

8 

T 199976-1  & T 19976-G2 

Other  - LMD 

98-056 

Active 

1 

T20453-GX  (Ecometer) 

LMD  - Meter 

99-055A1 

Active 

1 

TCR-15  Systems 

ECR- LMD 

87-002A1 

Active 

5 

VaporVac  Retrofit 

Multi-CC  Addenda  - LMD 

93-021 

Multi  CC 

5 

Global  Equipment  Marketing,  Inc. 

SM  12  CY 

Hopper  Scale 

96-002 

Active 

9 

Global  O.T.C.F. 

Ishida  UBRA  300 

Computing  Scale 

90-100 

Inactive 

1/1/94 

5 

GLOBAL  Weighing  Technologies 

PR  1613/00, /01./03  and/04 

Indicating  Element  - Scale 

97-120 

Active 

1 

PR  6201 

Load  Cell 

97-110 

Active 

1 

PR  6241  Series 

Load  Cell 

99-065 

Active 

1 

Globe  Food  Equipment  Co. 

GS130 

Computing  Scale 

98-024 

Active 

1 

GSP30 

Computing  Scale 

00-110 

Effective 

Graco,  Inc. 

(P/N)  222-560 

LMD  - Meter 

90-164 

Inactive 

1/1/98 

5 

222  Series 

LMD  - Meter 

93- 020 A 1 

Inactive 

1/1/98 

7 

Grand  Rapids  Scale  Company,  Inc. 

NBW-95W 

Other  - Scale 

00-043 

Active 

1 

NBW-99 

Hopper  Scale 

00-013 

Active 

1 

Gravity  Software  Systems 

QuickWeigh 

Other  - Scale 

00-081 

Active 

1 

Griffin  Technology  Inc. 

IS-4100 

Bench  & Counter  Scale 

93-115 

Inactive 

1/1/98 

7 

Group-Four  Transducers  Inc. 

G4  Series 

Load  Cell 

95-005 

Active 

8 

G4-SB  Series 

Load  Cell 

95-029 

Active 

8 

TBSP  Series 

Load  Cell 

99-152 

Active 

1 

No.  5-22 
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Pub  5 

Number 

Type 

z 

o 

Edition 

GSE  Scale  Systems 

4400 

Bench  & Counter  Scale 

88-190A1 

Active 

5 

450,  455  & 550 

Indicating  Element  - Scale 

95-145A1 

Active 

9 

552- Platform;  1550-Indicator 

Bench  & Counter  Scale 

95-064 

Inactive 

1/1/98 

9 

61 XX-X  & 62XX-X 

Floor  Scale 

96-054 

Active 

9 

620 

Indicating  Element  - Scale 

88-188A1 

Inactive 

10/29/95 

5 

622 

Bench  & Counter  Scale 

88-189 

Active 

5 

622R 

Indicating  Element  - Scale 

88-241 A1 

Active 

5 

650  Series 

Indicating  Element  - Scale 

96-057A1 

Active 

1 

6600 

Load  Cell 

95-120 

Active 

9 

6610 

Load  Cell 

95-128 

Active 

9 

6700  Series 

Load  Cell 

95-137 

Active 

9 

AGRIFEED  3500  & AGRIFEED  5500 

Indicating  Element  - Scale 

99-205 

Active 

1 

M350 

Indicating  Element  - Scale 

98-092A1 

Active 

1 

GSE/General  Weighing  Systems 

4300  Series 

Bench  & Counter  Scale 

94-052 

Active 

7 

4400  and  4500  Series* 

Bench  & Counter  Scale 

89-043A3 

Active 

10 

4535 

Indicating  Element  - Scale 

88-087 

Inactive 

1/1/94 

5 

4600SS 

Bench  & Counter  Scale 

91-114A2 

Active 

5 

531 

Indicating  Element  - Scale 

88-088 

Inactive 

1/1/94 

5 

ABS  4000 

Floor  Scale 

92-087A3 

Active 

1 

ABS  4000  Jumbo 

Floor  Scale 

98-102 

Active 

1 

E-Z  Count  Series 

Bench  & Counter  Scale 

98-002 

Active 

1 

ECONO-WEIGH 

Indicating  Element  - Scale 

89-025A2 

Inactive 

1/1/94 

5 

Flip-Top  Series 

Floor  Scale 

97-144 

Active 

1 

Freedom  II 

Indicating  Element  - Scale 

88-254 

Inactive 

10/29/93 

5 

Freedom  ll/B 

Indicating  Element  - Scale 

91-098 

Active 

5 

GE  500 

Indicating  Element  - Scale 

00-034 

Active 

1 

GE  515 

Indicating  Element  - Scale 

00-097 

Active 

1 

GE  520 

Indicating  Element  - Scale 

98-012 

Active 

1 

GE  610 

Indicating  Element  - Scale 

99-140 

Active 

1 

GE510  Series 

Indicating  Element  - Scale 

96-041 

Active 

9 

Lo-Pro  90 

Floor  Scale 

95-079A1 

Active 

9 

Mini-Pro 

Bench  & Counter  Scale 

00-094 

Active 

1 

Porta-T ronic  800  Series 

Floor  Scale 

91-147A2 

Active 

10 

Pro-Weigh  84-A 

Floor  Scale 

88-288A1 

Active 

7 

Pro  vex 

Floor  Scale 

00-093 

Active 

1 

SUPER-CARGO 

Floor  Scale 

95-038 

Inactive 

1/1/98 

8 

UBS  402 

Bench  & Counter  Scale 

90-167 

Active 

5 

Weigh  Deck 

Floor  Scale 

91-100A1 

Active 

8 

Gull  Inc. 

TTC 

Vehicle  Tank  Meter 

88-043 

Inactive 

4/27/93 

5 

Hardy  Instruments,  Inc. 

H2101  WC 

Indicating  Element  - Scale 

90-058 

Active 

5 

HI  2150  WC-(XX) 

Indicating  Element  - Scale 

90-075 

Inactive 

1/1/97 

5 

HI  2151/20WC/HI  2151/30WC* 

Indicating  Element  - Scale 

91-135A2 

Active 

1 

HI  3120m-* 

On-Board  Weighing  System 

96-152 

Active 

10 

HI  361 FS-R  and  HI361FS-L 

Load  Cell 

95-177 

Active 

10 

HI-RCH03-XX  Series 

Load  Cell 

99-058 

Active 

1 

HI-SBH04 

Load  Cell 

99-057 

Active 

1 

Hasstech,  Inc. 

HP-2,  HP-22 

RMFD  - Dispenser 

90-070 

Inactive 

1/1/94 

5 

Device  Type  By  Company 


No.  5-23 


Model 

Device 

Certificate 

Status 

Pub  5 

Number 

Type 

No. 

Edition 

Hauck  Engineering 

99999 

Other 

92-073 

Inactive 

1/1/96 

5 

Healy  Systems,  Inc. 

400 

Other  - LMD 

92-008 

Inactive 

1/1/99 

5 

Hecon  Corporation 

AO  & A6 

Printer  - Scale 

88-094 

Inactive 

1/1/96 

5 

AO  516 

Printer  - Scale 

88-092 

Inactive 

1/1/96 

5 

AO  543 

Printer  - Scale 

88-093 

Inactive 

1/1/96 

5 

Hobart  Corporation 

1812RS 

Bench  & Counter  Scale 

95-078 

Active 

8 

1840/1800 

Computing  Scale 

92-062 

Inactive 

10/18/93 

5 

1841 

Computing  Scale 

88-051 

Inactive 

1/1/97 

5 

1865 

Prepackaging  Scale 

88-052 

Inactive 

1/1/97 

5 

1870;  1871 

Computing  Scale 

88-053A1 

Inactive 

1/1/96 

7 

5018 

POS  Scale 

88-069A1 

Active 

5 

AMERI 

Computing  Scale 

94-048A2 

Active 

9 

GT6000 

ECR  - Scale 

89-09 1A2 

Inactive 

1/1/97 

5 

HBR300 

Floor  Scale 

99-003A1 

Active 

1 

HOB  15-X 

Bench  & Counter  Scale 

89-126 

Active 

5 

Quantum  and  QUANTMH 

Computing  Scale 

95-122A4 

Active 

1 

SP1500/SPH1500/SP-600 

Computing  Scale 

88-293A3 

Active 

10 

U2000  System 

Computing  Scale 

92-199A1 

Active 

1 

Ultima  U2000S3 

Automatic  Weighing  System 

96-115 

Active 

9 

UWS 

Other  - Scale 

99-006 

Active 

1 

Hotter  Flow  Controls,  Inc. 

ACE-A-X-X-X-X-X-X 

Other  - LMD 

95-027 

Active 

8 

HO  XxX-X-X-X-X-X-X 

LMD  - Meter 

95-028 

Active 

1 

Holtgreven  Scale  & Electronics  Corp 

135-XXYY-Z 

Floor  Scale 

91-093A2 

Active 

5 

FT2 

Vehicle  Scale 

89-077 A2 

Active 

9 

Series  "M" 

Vehicle  Scale 

92-117 

Active 

5 

Honeyville  Metal,  Inc. 

864  Weigh  Buggy 

Floor  Scale 

91-082 

Active 

5 

Hottinger  Baldwin  Measurements,  Inc. 

BBS  Load  Cell 

87-087 

Active 

5 

BLC 

Load  Cell 

87-055 

Active 

5 

FEL  Series 

Load  Cell 

95-166 

Active 

9 

HLC,  H35  and  THC  Series* 

Load  Cell 

91-030A2 

Active 

1 

JRT  Series 

Load  Cell 

91-036A1 

Active 

1 

PLC  & PLX 

Load  Cell 

87-096 

Active 

5 

PW12  Series 

Load  Cell 

99-106 

Active 

1 

PWS 

Load  Cell 

92-099 

Active 

5 

RSC 

Load  Cell 

91-031 

Active 

5 

S35  Series 

Load  Cell 

97-142A1 

Active 

1 

SB2 & SB3 

Load  Cell 

88-033 

Active 

5 

SB2&SB3 

Load  Cell 

90-092 

Active 

5 

SP4  Series 

Load  Cell 

95-135A1 

Active 

10 

SS4  Series 

Load  Cell 

96-058 

Active 

9 

TLC,  BLC,  LCB  and  B35  Series 

Load  Cell 

88-278A3 

Active 

1 

TRT 

Load  Cell 

89-096P 

Inactive 

11/1/91 

5 

No.  5-24  Device  Type  By  Company 


Model 

Device 

Certificate 

Status 

Pub  5 

Number 

Type 

z 

o 

Edition 

UIT 

Load  Cell 

87-088 

Active 

5 

UIT 

Load  Cell 

90-0 15P 

Inactive 

11/1/91 

5 

USB 

Load  Cell 

87-089PA1 

Inactive 

11/1/91 

5 

USB 

Load  Cell 

90-01 6PA1 

Inactive 

11/1/93 

5 

USB 

Load  Cell 

90-1 38P 

Inactive 

11/1/91 

5 

Z6  Series  Load  Cell 

Hottinger  Baldwin  Messtechnik  GMBH 

99-005 

Active 

1 

Cl  6 Series 

Load  Cell 

95-096 

Active 

9 

Howe  Scale  Company 

2100-XY 

Indicating  Element  - Scale 

99-010 

Active 

1 

2150 

Indicating  Element  - Scale 

99-038 

Active 

1 

2200-XY  & 2300-XY 

Indicating  Element  - Scale 

99-008 

Active 

1 

2400-XY  & 2500-XY 

Indicating  Element  - Scale 

99-009 

Active 

1 

34 

Vehicle  Scale 

88-178A1 

Inactive 

1/1/96 

5 

5XX&  10XX  Series 

Floor  Scale 

97-105 

Active 

10 

9000 

Indicating  Element  - Scale 

88-044 

Inactive 

12/13/93 

5 

E6970 

Vehicle  Scale 

94-007 

Inactive 

12/27/94 

7 

HR-50 

Indicating  Element  - Scale 

89-087A1 

Inactive 

1/1/96 

5 

Husky  Corporation 

V (Coaxial) 

Hydroscale,  Inc. 

Other  - LA/ID 

90-027 

Active 

5 

WMNC,  FMNC  & D Series 

Hanging  Scale 

93-106 

Active 

9 

IBM  Corp. 

4680-4690  Supermarket  Appli. 

Software  - Scale 

98-082 

Active 

1 

IBM  Corporation 

“960RD 

Indicating  Element  - Scale 

92-133 

Inactive 

1/1/96 

5 

4680 

ECR-  LMD 

88-118 

Inactive 

11/12/96 

5 

4680-4690  Supermarket  Appli. 

Software  - Scale 

97-051 

Active 

10 

4683 

ECR  - Scale 

86-002A1 

Inactive 

11/12/96 

5 

4684-XXX 

ECR  - Scale 

91-067 

Inactive 

1/1/96 

5 

4687-2 

POS  Scale 

89-139A1 

Inactive 

1/1/96 

8 

4687-2 

Other  - Scale 

89-148 

Inactive 

1/1/96 

5 

4693 

ECR  - Scale 

93-119 

Active 

6 

4694-XXX 

POS  Scale 

97-052 

Active 

10 

4695-XXX 

ECR  - Scale 

96-142 

Active 

10 

4696-1 

Bench  & Counter  Scale 

92-132 

Inactive 

1/1/96 

5 

4698-002 

Bench  & Counter  Scale 

94-026 

Inactive 

1/1/97 

7 

FA/DOS* 

Software  - Scale 

96-165 

Active 

10 

IBM  700  Series 

IBM  700  Series 

ECR  - Scale 

ECR  - Scale 

00-053 

00-053A1 

Active 

Effective 

1 

IBM  SUREPOS 

Value  Pack  2001 

ECR  - Scale 

ECR  - Scale 

98-101  A3 

97-051 A1 

Active 

Effective 

1 

ICL,  Inc. 

300 

ECR  - Scale 

87-123 

Inactive 

11/1/91 

5 

300 

POS  Scale 

92-020A1 

Active 

1 

310 

POS  Scale 

89-08 1A2 

Active 

1 

310RD 

Other  - Scale 

89-155A1 

Active 

1 

545 

ECR  - Scale 

88-067A1 

Active 

1 

9520 

ECR  - Scale 

91-078A1 

Active 

1 

9900 

POS  Scale 

00-037 

Active 

1 

See  Certificate 

Device  Type  By  Company 

ECR  - Scale 

95-083A3 

Active 

1 

No.  5-25 

Model 

Device 

Certificate 

Status 

Pub  5 

Number 

Series  6000* 

Type 

ECR  - Scale 

No. 

89-026A1 

Active 

Edition 

I 

Series  9000 

Bench  & Counter  Scale 

94-081  A3 

Active 

I 

Incell 

SBC  Series 

Load  Cell 

98-028 

Active 

1 

SBC  Series 

Load  Cell 

99-016 

Active 

I 

SPC  Series 

Load  Cell 

98-030 

Active 

i 

SPL  Series 

Load  Cell 

98-029 

Active 

i 

TSC  Series 

Load  Cell 

98-027 

Active 

i 

Indiana  Scale  Company,  Inc. 

5752 

Vehicle  Scale 

99-149A1 

Active 

i 

ALHXXXYY  Series 

Vehicle  Scale 

99-151 

Active 

i 

FS  Series 

Floor  Scale 

92-1 63 A2 

Active 

9 

IN-20 

Indicating  Element  - Scale 

92-060 

Inactive 

7/15/93 

5 

LSXXYYY  Series 

Livestock  Scale 

99-150 

Active 

1 

Industrial  Data  Systems,  Inc. 

152 

Printer  - Scale 

89-129A1 

Active 

6 

DT  210 

Other  - Scale 

89-040 

Active 

5 

EZ-Weigh 

Software  - Scale 

95-138 

Inactive 

1/1/98 

9 

IDS420 and  IDS  410 

Indicating  Element  - Scale 

96-133A1 

Active 

1 

IDS440 

Indicating  Element  - Scale 

95-073 

Active 

9 

Matrix  500 

Printer  - Scale 

90-059 

Inactive 

12/13/93 

5 

SDI  and  SDI  II 

Indicating  Element  - Scale 

92-096A1 

Active 

1 

Industrial  Electronics  Repair,  Inc. 

Ez-Batcher  and  Digi-Batcher* 

Bulkweighing  System 

97-050 

Active 

10 

Information  Systems,  Inc. 

Soil  Master 

Software  - Scale 

96-128 

Active 

10 

WEIGHMASTER  System 

Software  - Scale 

94-050 

Active 

7 

Ingersoll-Dresser  Pump  Company 

SUA  103 

Bulkweighing  System 

98-163 

Active 

1 

Innovax  Concepts  Corporation 

PST-3 

Indicating  Element  - Scale 

93-040 

Inactive 

1/1/97 

5 

Instant  Card  Systems 

RPM  POS 

RMFD  - Register 

94-102 

Inactive 

1/1/97 

8 

Integrated  Management  Systems 

Scale  Program 

Software  - Scale 

96-183 

Active 

10 

Intercomp  Corporation 

603053 

Load  Cell 

94-121 

Active 

8 

60 30 53- AC 

Load  Cell 

97-057 

Active 

1 

AC-25K 

Load  Cell 

96-149 

Active 

1 

AM4660 

Indicating  Element  - Scale 

90-160 

Active 

8 

CS750,  CS1500,  CS3000,  CS5000 

Crane  Scale 

97-135A2 

Active 

1 

CSSB 

Load  Cell 

96-171 

Active 

10 

CW  Series 

Floor  Scale 

94-038 

Active 

7 

CW250  Series 

Floor  Scale 

95-024 

Active 

8 

GP1000&  GP2000 

Indicating  Element  - Scale 

97-035 

Active 

10 

LP600 

Wheel  Load  Weigher 

00-091 P 

Active 

1 

PT300 

Wheel  Load  Weigher 

90-106P 

Active 

5 

PW2000&  PW2100 

Indicating  Element  - Scale 

99-199 

Active 

1 

No.  5-26 


Device  Type  By  Company 


Model 

Device 

Certificate 

Status 

Pub  5 

Number 

PW850  Series 

Type 

Other  - Scale 

No. 

99-20 1A1 

Active 

Edition 

i 

Interface,  Inc. 

MB 

Load  Cell 

88-040P 

Inactive 

11/21/91 

5 

N1011  and  N1021  Series* 

Load  Cell 

96-138 

Active 

10 

SSB 

Load  Cell 

88-038P 

Inactive 

11/1/91 

5 

SSM-S 

Load  Cell 

87-056 

Active 

5 

International  Computing  Scale 

DR2100  and  DR2100A 

Indicating  Element  - Scale 

97-056 

Active 

10 

International  Weighing  Systems 

10010-E-6-LP 

Vehicle  Scale 

92-203 

Active 

5 

NCD  1400 

Indicating  Element  - Scale 

88-231 

Inactive 

1 1/25/97 

5 

XXXYY-E-6  Series 

Vehicle  Scale 

93-117 

Active 

1 

Interquip 

COMPUREG  1L 

RMFD  - Dispenser 

97-107 

Inactive 

1/1/99 

10 

InterSystems,  Inc. 

BMW-013  to  BMW-780* 

Hopper  Scale 

95-1 17A2 

Active 

1 

Masterweigh  IV 

Bulkweighing  System 

90-021 

Inactive 

11/16/94 

5 

Masterweigh  IV-A 

Bulkweighing  System 

88-294 

Inactive 

11/16/94 

5 

Masterweigh  V 

Bulkweighing  System 

92-043 

Inactive 

1/1/97 

5 

Ishida  Co.  Ltd 

Astra 

Computing  Scale 

00-107 

Effective 

Ishida  Co.  Ltd. 

3000  Series 

Automatic  Weighing  System 

95-057 A3 

Active 

1 

4000  Series 

Prepackaging  Scale 

90- 098 A 1 

Active 

6 

AC-2000 

Computing  Scale 

91-053 

Active 

5 

AC-300  & AC- 1000 

Computing  Scale 

90-099A1 

Active 

5 

CWS 

Bench  & Counter  Scale 

94-018 

Active 

7 

FDP-5010 

Automatic  Weighing  System 

96-075 

Active 

9 

FDP-5010S  & FDP-5010SSE 

Automatic  Weighing  System 

99-103 

Active 

1 

Libra  II 

Computing  Scale 

91-054 

Active 

5 

MG-2500 

Bench  & Counter  Scale 

89-143 

Inactive 

11/29/93 

5 

MG-2500 

Bench  & Counter  Scale 

90-031 

Inactive 

11/29/93 

5 

MG-3000 

Bench  & Counter  Scale 

91-121 

Active 

5 

MS70XX 

Floor  Scale 

91-059 

Active 

5 

MT-300 

Bench  & Counter  Scale 

88-021 A 

Active 

5 

MT-60S 

Bench  & Counter  Scale 

88-251 

Active 

5 

MTB  and  MTX  Series 

Bench  & Counter  Scale 

96-080A1 

Active 

10 

MTC  10&MTC  20 

Indicating  Element  - Scale 

89-003 

Active 

5 

MTE300/MTE300D/MTE150/  MTE150D 

Bench  & Counter  Scale 

98-067 

Active 

1 

NOVA 

Computing  Scale 

87- 070 A 1 

Active 

7 

NOVA  II 

Computing  Scale 

98-001 

Active 

1 

WL600 

Indicating  Element  - Scale 

91-060A1 

Active 

7 

Wrap  Mini  MK  II 

Prepackaging  Scale 

94-051 

Active 

7 

Ishida  Co.,  Ltd. 

BWI-15  & BWI-15W 

Indicating  Element  - Scale 

00-044 

Active 

1 

iShip.com,  Inc. 

iShip  Manifest  System  (IMS) 

Other  - Scale 

99-193 

Active 

1 

Device  Type  By  Company 


No.  5-27 


Model 

Device 

Certificate 

Status 

Pub  5 

Number 

Type 

z 

o 

Edition 

Ivex  Corporation 

3871 

Other 

89-012 

Active 

5 

J&S  Scale  Company 

FT 

Vehicle  Scale 

91-006 

Inactive 

1/1/98 

5 

LP 

Vehicle  Scale 

91-004 

Inactive 

1/1/98 

5 

MP 

Vehicle  Scale 

88-237 

Inactive 

1/1/98 

5 

MP 

Vehicle  Scale 

88-238 

Inactive 

1/1/98 

5 

J.  A.  King  Co. 

KSS1  Series 

Bench  & Counter  Scale 

96-017 

Active 

9 

JB  Scale  Mfg. 

HP  XY 

Floor  Scale 

92-016 

Inactive 

12/31/94 

5 

HP  XY 

Floor  Scale 

95-01 1 

Inactive 

1/1/96 

8 

JCM  American  Corporation 

G-3800  Super  Charger  Scan  Sys 

ECR  - Scale 

96-051 

Active 

9 

Jinan  Jinzhong  Electronic  Scale  Co. 

BM-LS  Series 

Load  Cell 

98-132 

Active 

1 

John  Chatillon  & Sons,  Inc. 

0024/A 

Hanging  Scale 

87-092 

Active 

5 

0028/A 

Hanging  Scale 

88-060 

Active 

5 

027/A 

Hanging  Scale 

86-030A2 

Active 

6 

13/A  & 15 

Bench  & Counter  Scale 

88-096 A 1 

Active 

6 

7280 XHT 

Hanging  Scale 

88-032 

Active 

5 

DHA  30 

Hanging  Scale 

89-028 

Active 

5 

DHB300 

Hanging  Scale 

90-0 18A1 

Active 

5 

DPA300 

Bench  & Counter  Scale 

88-186 

Active 

5 

DPB100  and  DPB200 

Bench  & Counter  Scale 

93-121 A1 

Active 

8 

HB-1000-BM  & HB-1000-BAM 

Floor  Scale 

88-151 A2 

Active 

1 

PBB 

Bench  & Counter  Scale 

88-150A1 

Active 

5 

PBB300 

Bench  & Counter  Scale 

90-104 

Active 

5 

PDT-100 

Bench  & Counter  Scale 

90-078 

Active 

5 

Jonel  Engineering 

Advantage  Batching  Controller 

Software  - Scale 

95-143 

Active 

9 

JL-DSD-253B 

Indicating  Element  - Scale 

90-072 

Active 

5 

Junge  Control,  Inc. 

Generation  II 

Hopper  Scale 

92-200 

Active 

6 

JWS  Corp./Roberts  & Schaefer  Co. 

JWS/R&S 

Software  - Scale 

95-154 

Active 

9 

JWS  CORPORATION 

Aggregate  System 

Software  - Scale 

92-053 

Active 

5 

AS,  AS-NW  & AS-WH 

Software  - Scale 

95-153A1 

Active 

9 

K-Scale,  Inc. 

9010 

Computing  Scale 

88-029 

Inactive 

10/17/94 

5 

9010 

Computing  Scale 

89-004 

Active 

5 

KMS-2000 

Other  - Scale 

91-085 

Inactive 

1/1/00 

5 

MS-D 

Shipping/Postal/Classifiers 

91-084 

Active 

5 

No.  5-28 


Device  Type  By  Company 


Model 

Device 

Certificate 
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Pub  5 

Number 

Type 

No. 

Edition 

Kahler  Automation 

MT250 

Hopper  Scale 

93-129 

Active 

7 

Kalamazoo  Packaging  Systems,  Inc. 

947 

Bench  & Counter  Scale 

97-164 

Active 

1 

Kanawha  Scales  & Systems,  Inc. 

BWC-8000-01  & BWC-8000-2 

Bulkweighing  System 

95-035 

Active 

9 

BWS-9000 

Bulkweighing  System 

95-095 

Active 

9 

KS-6000 

indicating  Element  - Scale 

93-116 

Active 

6 

Kraus  Alternate  Fuels  Inc. 

DAM  XXXX  & SAM  XXXX 

RMFD  - Dispenser  (CNG) 

93-093 A 1 

Active 

8 

DAM  XXXX  & SAM  XXXX 

RMFD  - Dispenser  (CNG) 

97-168 

Active 

1 

KRP-XXX 

KRP-XXX 

RMFD  - Dispenser 

RMFD  - Dispenser 

94-124 

94-124A1 

Active 

Effective 

8 

Micon  200,  Micon  300 

RMFD  - Register 

94-125 

Active 

8 

Micon  500LN  & Micon  500CN 

RMFD  - Register 

97-1 11 A1 

Active 

1 

Krohne  America,  Inc. 

CTCS-100  & FBC-200 

Other  - LMD 

95-048 

Active 

8 

MFS  2000  Series 

Mass  Flow  Meter 

95-047 A2 

Active 

1 

Krohne,  Inc. 

Krohne  No.  58801480100  (See  CC) 

Whdesale/VTM  Controller/Reg 

99-206 

Active 

1 

Kubota  Corporation 

FP  ONE 

Computing  Scale 

93-044 

Active 

6 

FP-900 

Computing  Scale 

86-042A2 

Inactive 

1/1/97 

5 

KA-10-HB 

Bench  & Counter  Scale 

88-019 

Inactive 

1/1/98 

5 

KA-10-HB 

Bench  & Counter  Scale 

98-213 

Active 

1 

KA-100&  KA-150  Series 

Bench  & Counter  Scale 

98-184 

Active 

1 

LA  230 

Computing  Scale 

87-008 

Inactive 

1/1/98 

5 

LA- 150 

Computing  Scale 

87-08 1A1 

Inactive 

1/1/97 

5 

LA-250 

Computing  Scale 

88-055 

Inactive 

1/1/98 

5 

LA-320 

Computing  Scale 

88-054A2 

Active 

7 

Kyrus  Corporation 

Kyrus  SA  User  Exits 

ECR  - Scale 

00-103 

Effective 

Laidlaw  Waste  Systems,  Inc. 

LAWMAS 

Software  - Scale 

96-143 

Active 

9 

Libra  Systems,  Inc. 

Silo  Master  2 Plus 

Software  - Scale 

96-180 

Active 

10 

Liqua-Tech  Corporation 

LPM-100 

LMD  - Meter 

89-141 

Active 

5 

LPM-102,  LPM-200 

LPG  Liquid  Meter 

96-1 12A1 

Active 

1 

Liquid  Controls  LLC 

EC2000-  LectroCount* 

ECR  - LMD 

86-022A7 

Active 

1 

ISOMAG 

Other  - LMD 

00-054 

Active 

1 

M and  MS  Series 

Wholesale  Meter 

92- 141  A3 

Active 

1 

M-25 

Vehicle  Tank  Meter 

91-048PN 

Inactive 

12/13/93 

5 

M-80-2 

Vehicle  T ank  Meter 

91-120 

Inactive 

12/13/93 

5 

M5 

LMD  - Meter 

97-023A1 

Active 

10 

M5,  M7,  &M15 

Device  Type  By  Company 

Vehicle  Tank  Meter 

92-075A1 

Active 

9 

No.  5-29 

Model 

Device 

Certificate 

Status 

Pub  5 

Number 

MA  Series 

Type 

Vehicle  Tank  Meter 

No. 

94-028A1 

Active 

Edition 

i 

MA-2-CX-10 

LPG  Liquid  Meter 

86-025 

inactive 

10/8/96 

5 

RHM  Series 

Mass  Flow  Meter 

00-060 

Active 

1 

Liquip  Sales  Pty  Limited 

EMH500  Register 

Other  - LMD 

98-093A1 

Active 

1 

Livestock  Marketing  Services  Corp. 

Market  Master 

Livestock  Scale 

92-059 

Active 

5 

Livingston  Seed  Company 

1/32  & 1/8  dry  pint 

Other 

96-022 

Active 

9 

A & B 

Other 

92-046 

Inactive 

1/1/96 

5 

Load  Cell  Central 

LCS1 

Load  Cell 

99-042 

Active 

1 

LCS1-XX 

Load  Cell 

94-135 

Inactive 

2/27/98 

9 

XLS2-XX 

Load  Cell 

95-010 

Active 

8 

Loadmaster  Scale  Manufacturing 

RR 

Railway  T rack  Scale 

95-046 

Active 

9 

Loadometer  Corporation 

Haenni  WL101 

Wheel  Load  Weigher 

87- 076 P 

Active 

5 

Haennii  WL  103 

Wheel  Load  Weigher 

93-082PA1 

Active 

1 

Logtech,  Inc. 

LOG50,  LOG50E,  LOG210 

Indicating  Element  - Scale 

95-006 

Active 

8 

SEB  Series 

Load  Cell 

96-032 

Active 

9 

Louisiana  Dept,  of  Trans.  & Dev. 

LADOTD1 

Vehicle  Scale 

98-192 

Active 

1 

LTS  Scale 

DR2100  and  DR2100A 

Indicating  Element  - Scale 

97-002 

Active 

10 

LTEF  Series 

On-Board  Weighing 

95-110A2 

Active 

1 

LTEF16-CWM-xxyy 

On-Board  Weighing  System 

95-103A1 

Active 

9 

LTEF20-WM 

On-Board  Weighing  System 

95-036 

Active 

9 

M-R  Brand  Scale  Mfg.,  Inc. 

100  Series 

Vehicle  Scale 

90-051 

Active 

5 

MAIL  BOXES  ETC. 

MBE 

Software  - Scale 

93-067 A2 

Active 

10 

Management  Solutions,  Inc. 

CVN 

Software  - LMD 

97-167 

Active 

1 

Mantle  Industries,  Inc. 

LP  and  SP 

Vehicle  Scale 

91-123 

Active 

5 

PV 

Vehicle  Scale 

93-041 

Active 

6 

Marconi  Commerce  Systems  Inc 

ABXXXX 

RMFD  - Console/Controller 

99-163 

Active 

1 

AC  X X X X X XX 

RMFD  - Dispenser 

99-167 

Active 

1 

AD  Series 

RMFD  - Dispenser 

99-178 

Active 

1 

AE,  AK,  AL,  AP,  & AU  Series 

RMFD  - Dispenser 

99-162 

Active 

1 

BXX  Series* 

RMFD  - Dispenser 

99-173 

Active 

1 

CEC  XXXXXXX 

Card  Reader  - LMD 

99-180 

Active 

1 

No.  5-30 


Device  Type  By  Company 


Model 

Device 

Certificate 

Status 

Pub  5 

Number 

CRIND/Info  Screen 

Type 

Other  - LMD 

No. 

99-170 

Active 

Edition 

i 

DXX 

RMFD  - Dispenser 

99-182 

Active 

i 

Exx  Series  (Eclipse) 

RMFD  - Dispenser 

00-036A1 

Active 

i 

JXXX  Series  (LEGACY) 

RMFD  - Dispenser 

99-183 

Active 

i 

K93926-XX 

Other  - LMD 

99-181 

Active 

i 

Modular  Electronics 

Other  - LMD 

99-160 

Active 

i 

MPD-1 

RMFD  - Dispenser 

99-168 

Active 

i 

Nxx  Series  (Encore) 

RMFD  - Dispenser 

00-035A1 

Active 

i 

PA  180  0000  100/PA  180  XXXX  XXX 

RMFD  - Console/Controller 

99-159 

Active 

i 

PA0  16300 

Printer  - LMD 

99-166 

Active 

i 

P A0 1 88XXX/PA0203XXXXXXX 

RMFD  - Console/Controller 

99-158 

Active 

i 

PA02400000000 

RMFD  - Console/Controller 

99-171 

Active 

i 

PA024TC10  & PA024NC10 

LMD  - Meter 

99-164 

Active 

i 

PA024TC1 0/PA024NC 1 0/PA024EC 1 0 

LMD  - Meter 

99-175 

Active 

i 

PA0250XXXXXXX 

RMFD  - Console/Controller 

99-172 

Active 

i 

PA030X-YYYYYYY  Series 

ECR  - LMD 

99-184 

Active 

i 

PA0324-XXXX  (Passport) 

RMFD  - Console/Controller 

99-186 

Active 

i 

Q1 1891 -XX  & Q1 1640- XX 

ECR  - LMD 

99-169 

Active 

i 

Salesmaker-4  & -2 

RMFD  - Dispenser 

99-165 

Active 

i 

T 19976-G1  & T 19976-G2 

Other  - LMD 

99-185 

Active 

i 

T20453-GX  (Ecometer) 

LMD  - Meter 

99-187 

Active 

i 

TC-15,  C-15,  C-2 

ECR  - LMD 

99-161 

Active 

i 

VaporVac  Retrofit 

Multi-CC  Addenda  - LMD 

99-179 

Active 

i 

XAX  XXXXXXXXXX  (Trimline) 

RMFD  - Dispenser 

99-174 

Active 

i 

Marcum  Fuel  Systems,  Inc. 

APEX  MXX-XXXXXX* 

RMFD  - Dispenser  (CNG) 

95-108 

Inactive 

1/1/99 

.9 

APEX  S60-XXXXXXX 

RMFD  - Dispenser  (CNG) 

97-007 

Inactive 

1/1/99 

1 

Marel  USA,  Inc. 

M2000-Pxx 

Indicating  Element  - Scale 

99-144 

Active 

1 

PLXXXX 

Bench  & Counter  Scale 

99-146 

Active 

1 

Marsh  Scale,  Inc. 

MCS  and  SMCS  Series 

Livestock  Scale 

88-253A3 

Active 

1 

MTCS-30 

Vehicle  Scale 

94-089 

Inactive 

1/1/99 

8 

Massload  Technologies 

ML  400  Series 

Load  Cell 

99-035 

Active 

1 

Mathews  Ready  Mix  Inc. 

A.W.H.-1&  C.W.H.-1 

Hopper  Scale 

92-069 

Inactive 

1/1/94 

5 

Matrix  Master,  Inc. 

1-A 

Hopper  Scale 

96-003 

Inactive 

1/1/99 

9 

McNeilus  Truck  & Mfg.  Inc. 

AH-40,  CH-10,  WH4 

Hopper  Scale 

90-153A1 

Active 

6 

Mead  Fine  Paper 

FPWdydNT.I 

Software  - Scale 

98-017 

Active 

1 

Measurement  Specialists 

MS- 1 00/MS- 1 0E/MS- 1 0 

Indicating  Element  - Scale 

95-031 

Active 

8 

Measurement  Systems  International 

3260  and  3360 

Hanging  Scale 

86-021 A2 

Active 

10 

3550 

Indicating  Element  - Scale 

98-098 

Active 

1 

Device  Type  By  Company 


No.  5-31 


Model 

Device 

Certificate 

Status 

Pub  5 

Number 

3750 

Type 

Indicating  Element  - Scale 

No. 

99-114 

Active 

Edition 

i 

4260 

Hanging  Scale 

89-090 

Active 

5 

4300 

Crane  Scale 

92-176 

Active 

5 

MSI  3650 

Indicating  Element  - Scale 

96-182 

Active 

10 

MSI-3700 

On-Board  Weighing  System 

97-092 

Active 

1 

MSI-4260-01 

Crane  Scale 

88-098A 

Active 

5 

MSI-5300 

Wheel  Load  Weigher 

90-129P 

Active 

5 

MSI-6000 

Floor  Scale 

93-133 

Active 

7 

MSI-6260 

Crane  Scale 

89-027 

Active 

5 

Meier  Sales  and  Engineering,  Inc. 

XX-M-30* 

Bulkweighing  System 

96-052 

Active 

9 

Merrick  Corporation 

475- AK1 00/4 

Belt  Conveyor  Scale 

92-196 

Active 

6 

Metro  meter,  Inc. 

21 R 

Taximeter 

87-010 

Active 

5 

22NP 

Taximeter 

87-011 

Inactive 

1/1/97 

5 

CCM21 R 

T axi  meter 

88-176 

Inactive 

1/1/97 

5 

Metrolink  2001 , 2002,  & 2003 

Taximeter 

95-127 

Active 

9 

Mettler-Toledo,  Inc 

AE  1000C/49 

Jewel  er’s/Presc  ./Grain 

91-026 

Inactive 

12/17/93 

5 

PJXXXXG 

Jewel er’s/Presc7G  rain 

87-004A5 

Inactive 

1 1/30/94 

7 

PM/49  & CM/49 

Jewel  er's/Presc./G  rain 

87-001  A3 

Inactive 

1/1/98 

6 

PM3500-1/49 

Grain  Test  Scale 

88-202A1 

Inactive 

1/1/98 

5 

Mettler-Toledo,  Inc. 

0778 

Load  Cell 

96-095 

Active 

9 

0779 

Load  Cell 

96-094 

Active 

9 

0914-1013 

Indicating  Element  - Scale 

00-052 

Active 

1 

0990 

Monorail  Scale 

95-144 

Active 

9 

1985 

Bench  & Counter  Scale 

89-078 

Inactive 

1/1/98 

5 

2036 

Floor  Scale 

87-111 

Inactive 

1/1/97 

5 

2095 

Bench  & Counter  Scale 

87-108 

Inactive 

1/1/98 

5 

2136 

Floor  Scale 

87-110 

Inactive 

1/1/98 

5 

2155 

Floor  Scale 

89-104A1 

Inactive 

9/2/93 

5 

2157 

Floor  Scale 

90-147 

Inactive 

1/1/97 

5 

2158 

Floor  Scale 

91-097A2 

Active 

6 

2160 

Floor  Scale 

94-010 

Active 

7 

2185 

Floor  Scale 

87-109 

Active 

5 

2254 

Floor  Scale 

96-001 

Active 

9 

2255 

Floor  Scale 

88-049 

Inactive 

9/2/93 

5 

2256 

Floor  Scale 

95-1 11  A3 

Active 

1 

2266 

Floor  Scale 

97-153A1 

Active 

1 

2295 

Floor  Scale 

88-050 

Inactive 

9/2/93 

5 

2450 

Computing  Scale 

97-062 

Active 

10 

262 

Indicating  Element  - Scale 

87-124A1 

Inactive 

1/1/98 

5 

263 

Indicating  Element  - Scale 

89-146 

Inactive 

1/1/98 

5 

264 

Indicating  Element  - Scale 

97-025 

Active 

10 

2885  Option 

Floor  Scale 

90-002A1 

Inactive 

1/1/97 

5 

2888 

Floor  Scale 

96-106A1 

Active 

1 

3026 

Bench  & Counter  Scale 

92-023 

Inactive 

10/20/97 

5 

3027 

Bench  & Counter  Scale 

92-081 A1 

Inactive 

1/1/97 

6 

3036 

Bench  & Counter  Scale 

92-215 

Inactive 

10/20/97 

6 

307 

Printer  - Scale 

90-073 

Inactive 

1/1/97 

5 

No.  5-32 


Device  Type  By  Company 


Model 

Device 

Certificate 

Status 

Pub  5 

Number 

Type 

No. 

Edition 

31 4T 

Printer  - Scale 

88-195 

Inactive 

9/2/93 

5 

315 

Printer  - Scale 

89-079 

Inactive 

1/1/98 

5 

325 

Printer  - Scale 

90-076 

Inactive 

1/1/97 

5 

350 

Printer  - Scale 

88-191 

Inactive 

1/1/97 

5 

355 

Indicating  Element  - Scale 

96-070 

Active 

9 

4181-1001 

Floor  Scale 

86-001 

Inactive 

10/1/93 

5 

4182-A 

Bench  & Counter  Scale 

87-1 12A1 

Active 

5 

6113 

Bench  & Counter  Scale 

89-046 

Inactive 

9/2/93 

5 

6213 

Floor  Scale 

89-094 

Inactive 

9/2/93 

5 

6313 

Floor  Scale 

89-095 

Inactive 

9/2/93 

5 

703 

Load  Cell 

98-014 

Active 

1 

705 

Automatic  Weighing  System 

96-050 

Active 

9 

713 

Load  Cell 

97-072 

Active 

1 

714 

Load  Cell 

97-071 

Active 

1 

715 

Load  Cell 

97-070 

Active 

1 

725 

Load  Cell 

87-084 A2 

Active 

8 

7260 

Railway  T rack  Scale 

90-001A1 

Active 

1 

736 

Load  Cell 

91-090 

Active 

6 

7360 

Vehicle/Railway  T rack  Scale 

94-01 3A2 

Active 

1 

742 

Load  Cell 

87-098 A 1 

Active 

5 

743 

Load  Cell 

88-008A4 

Active 

1 

744 

Load  Cell 

91-089 

Active 

6 

745  and  745A 

Load  Cell 

92-108A2 

Active 

1 

752 

Load  Cell 

88-009 

Active 

5 

7530 

Vehicle  Scale 

88-047 

Inactive 

9/2/93 

5 

7531 

Vehicle  Scale 

92-204A2 

Active 

1 

7540 

Vehicle  Scale 

88-048 

Inactive 

10/20/97 

5 

7541 

Vehicle  Scale 

90-046A2 

Active 

10 

7551 

Vehicle  Scale 

87-116 

Inactive 

9/2/93 

5 

7560 

Vehicle  Scale 

88-243A4 

Active 

1 

7561 

Vehicle  Scale 

99-101 

Active 

1 

7562 

Vehicle  Scale 

93-108A2 

Active 

1 

7563 

Vehicle  Scale 

96-092A1 

Active 

1 

7565 

Vehicle  Scale 

92-036 

Active 

5 

7566 

Vehicle  Scale 

00-077 

Active 

1 

757 

Load  Cell 

96-006 

Active 

9 

759  and  759A 

Load  Cell 

96-007 A2 

Active 

1 

760  & MTX 

Load  Cell 

88-09 1A4 

Active 

1 

760DCnnn-xA“S'' 

Other  - Scale 

98-031 

Active 

1 

773 

Load  Cell 

97-067 

Active 

1 

774 

Load  Cell 

97-068 

Active 

1 

775 

Load  Cell 

97-069 

Active 

1 

776 

Load  Cell 

97-066 

Active 

1 

777 

Load  Cell 

99-021 

Active 

1 

790 

Load  Cell 

99-093 

Active 

1 

8140 

Indicating  Element  - Scale 

87-104 

Inactive 

1/1/98 

5 

8142 

Indicating  Element  - Scale 

87-106 

Inactive 

1/1/98 

5 

8146  & 8146D 

Indicating  Element  - Scale 

87-01 6A1 

Inactive 

10/20/97 

5 

8213 

Bench  & Counter  Scale 

87-069 A 1 

Inactive 

1/1/97 

6 

8213 

Bench  & Counter  Scale 

88-173 

Inactive 

1/1/97 

5 

8213 

Bench  & Counter  Scale 

91-107 

Inactive 

1/1/97 

5 

8213 

Bench  & Counter  Scale 

91-126 

Inactive 

1/1/96 

5 

8213WC 

Bench  & Counter  Scale 

93-006 

Inactive 

1/1/97 

6 

8215 

POS  Scale 

89-137 

Inactive 

9/2/93 

5 

8216 

Bench  & Counter  Scale 

92-134 

Inactive 

1/1/98 

5 

8217 

Bench  & Counter  Scale 

94-024A2 

Active 

10 

Device  Type  By  Company  No.  5-33 


Model 

Device 

Certificate 

Status 

Pub  5 

Number 

Type 

z 

9 

Edition 

8270 

Bench  & Counter  Scale 

95-150A1 

Active 

I 

8305 

Indicating  Element  - Scale 

89-029A1 

Inactive 

10/20/97 

9 

8360 

Indicating  Element  - Scale 

95-149 

Active 

9 

8361 

Indicating  Element  - Scale 

98-087 

Active 

1 

8421 

Computing  Scale 

87-100 

Inactive 

1/1/97 

5 

8422 

Computing  Scale 

87-068 

Inactive 

1/1/98 

5 

8423 

Bench  & Counter  Scale 

87-101 A1 

Inactive 

1/1/98 

9 

8425 

Computing  Scale 

87-017 

Inactive 

1/1/97 

5 

8427 

Indicating  Element  - Scale 

90-037A1 

Inactive 

1/1/97 

9 

8430 

Computing  Scale 

87-102 

Inactive 

1/1/97 

5 

8431 

Computing  Scale 

87-1 03A1 

Inactive 

1/1/97 

5 

8432 

Computing  Scale 

93-091 A1 

Inactive 

1/1/98 

8 

8433 

Computing  Scale 

96-145 

Active 

10 

8442 

Computing  Scale 

00-087 

Active 

1 

8450 

Computing  Scale 

95-123A2 

Active 

1 

8460 

Bench  & Counter  Scale 

92- 093 A 1 

Active 

9 

8461 

Computing  Scale 

97-129 

Active 

1 

8505 

Indicating  Element  - Scale 

94-023 

Inactive 

10/20/97 

7 

8510 

Indicating  Element  - Scale 

89-145A1 

Inactive 

1/1/98 

5 

8511 

Indicating  Element  - Scale 

93-060 

Inactive 

1/1/98 

6 

8520 

Indicating  Element  - Scale 

89-083 A 1 

Inactive 

10/20/97 

5 

8520A 

Indicating  Element  - Scale 

89-082A1 

Inactive 

10/20/97 

5 

8522  (Digital) 

Indicating  Element  - Scale 

92-162 

Inactive 

10/20/97 

5 

8522A  (Analog) 

Indicating  Element  - Scale 

92-121 

Inactive 

10/20/97 

5 

8525 

Indicating  Element  - Scale 

91-128 

Active 

5 

8530  & 8530-Cougar 

Indicating  Element  - Scale 

88-259A3 

Active 

1 

8804 

Printer  - Scale 

88-192 

Inactive 

9/2/93 

5 

8806 

Printer  - Scale 

89-080 

Inactive 

10/20/97 

5 

8840-1 

Printer  - Scale 

88-193 

Inactive 

9/2/93 

5 

8842 

Printer  - Scale 

88-302 

Inactive 

9/2/93 

5 

8855 

Printer  - Scale 

88-196 

Inactive 

9/2/93 

5 

8860 

Printer  - Scale 

88-194 

Inactive 

1/1/97 

5 

9150 

Bulkweighing  System 

89-001 

Inactive 

1/1/97 

5 

9151 

Bulkweighing  System 

98-064 

Active 

1 

9360 

Other  - Scale 

92-158 

Active 

5 

9361 

Indicating  Element  - Scale 

92-159 

Inactive 

1/1/98 

5 

9362 

Indicating  Element  - Scale 

92-160 

Inactive 

1/1/98 

5 

9363 

Indicating  Element  - Scale 

92-161 

Inactive 

1/1/98 

5 

9370TS 

Indicating  Element  - Scale 

96-111 

Inactive 

1/1/98 

9 

963 

Printer  - Scale 

89-008 

Active 

5 

AB-S/A,  PB-S/A,  & GB-S/A  Series 

J ewel  er’s/P  resc  J G rain 

99-1 33 A2 

Active 

1 

BC  & SC  Series 

Bench  & Counter  Scale 

98-026 

Active 

1 

BD601/49 

Jewel  er’s/PrescVGrain 

92-155 

Active 

6 

CB,  GB,  & SB  Series 

Jewel  er’s/PrescVGrain 

94-022 

Active 

7 

CD20035  AND  CD20045 

Load  Cell 

00-042 

Active 

1 

CG  1003/A 

Bench  & Counter  Scale 

97-1 65A1 

Active 

1 

GB  Series 

Bench  & Counter  Scale 

96-170A1 

Active 

1 

Hawk 

Indicating  Element  - Scale 

99-054 

Active 

1 

HD 

Bench  & Counter  Scale 

99-01 3A1 

Active 

1 

ID1  Plus/Plus-A  & ID3s/s-A 

Indicating  Element  - Scale 

00-074 

Active 

1 

ID7 

Indicating  Element  - Scale 

00-073 

Active 

1 

J ag  uar/ J agMax/J  agXt  reme 

Indicating  Element  - Scale 

94-096A4 

Active 

1 

K-Series 

Bench  & Counter  Scale 

00-075 

Active 

1 

LYNX 

Indicating  Element  - Scale 

95-085 

Active 

8 

M5000 

Indicating  Element  - Scale 

87-107A1 

Inactive 

1/1/98 

10 

M8141/8141 

Indicating  Element  - Scale 

87-1 05A1 

Inactive 

10/20/97 

5 

No.  5-34 
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Device 

Certificate 

Status 

Pub  5 

Number 

Mettler  Multirange 

Type 

Bench  & Counter  Scale 

No. 

88-289A1 

Active 

Edition 

5 

MG4500 

Floor  Scale 

89-1 03A1 

Active 

10 

MP  750 

Printer  - Scale 

88-197 

Inactive 

1/1/97 

5 

MS 

Bench  & Counter  Scale 

99-044 

Active 

1 

Panther 

Indicating  Element  - Scale 

96-125A2 

Active 

1 

PGxxxx-S/A  & GGxxxx-S/A  Series 

Bench  & Counter  Scale 

98-070A1 

Active 

1 

PJ4000P 

J ewder’s/Presc  ,/G  rain 

92-054 

Inactive 

1/1/98 

5 

PS60 

S hi  ppi  ng/Postal/Classif  iers 

95-165A2 

Active 

1 

PS6L 

S hi  ppi  ng/Postal/C  lassif  iers 

98-018 

Active 

1 

PS90 

Shipping/Postal/Classifiers 

00-010 

Active 

1 

Puma 

Indicating  Element  - Scale 

96-160 

Active 

10 

PW200 

Bench  & Counter  Scale 

99- 099 A 1 

Active 

1 

SM/49 

Bench  & Counter  Scale 

88-296 

Inactive 

1/1/98 

5 

SP  Series 

Bench  & Counter  Scale 

96-184A1 

Active 

1 

Spider 

Indicating  Element  - Scale 

96-021 A1 

Active 

1 

SW  Series 

Bench  & Counter  Scale 

98-1 10A1 

Active 

1 

T rim  Weigh 

Bench  & Counter  Scale 

95-094 

Active 

8 

T ruckmate  MV  1051 

Vehicle  Scale 

88-045 

Inactive 

10/20/97 

5 

UB  Series 

Bench  & Counter  Scale 

95-142 

Active 

9 

VLF 

Floor  Scale 

99-132 

Active 

1 

WB 

Bench  & Counter  Scale 

98-109A1 

Active 

1 

Wildcat 

Bench  & Counter  Scale 

99-053 

Active 

1 

WinB  ridge 

Software  - Scale 

97-014 

Active 

10 

XX38 

Shipping/Postal/Classifiers 

90-010 

Active 

5 

XX96 

Bench  & Counter  Scale 

90-085 

Inactive 

10/20/97 

5 

XX97 

Bench  & Counter  Scale 

90-047 

Active 

5 

Micro  General 

10XX 

Bench  & Counter  Scale 

90-165 

Active 

5 

5070 

Bench  & Counter  Scale 

93-132 

Active 

6 

Micro  Motion,  Inc. 

CMF  Series* 

Mass  Flow  Meter 

95-055A4 

Active 

1 

D Series  Sensor* 

Mass  Flow  Meter 

87-040A5 

Active 

1 

EX  Series 

Mass  Flow  Meter 

94-047 

Inactive 

11/1/94 

7 

Micros  Systems,  Inc. 

400395 

POS  Scale 

93-111 

Active 

6 

400412  User/Workstation/3* 

ECR  - Scale 

98-051 

Active 

1 

Type  1000/Model  400364 

ECR  - Scale 

93-002 

Active 

5 

Type  2000/Model  400337 

ECR  - Scale 

90-121 

Active 

5 

Mid-America  Scale  Company 

H-1,  H-2,  H-3 

Hopper  Scale 

89-165 

Inactive 

12/31/94 

5 

Mid-America  Scale,  Inc. 

TS  Series 

Vehicle  Scale 

98-204 

Active 

1 

Midwest  Computer  Register  Corp. 

8000/SRX-OYZ 

Whdesale/VTM  Controller/Reg 

92-002 

Active 

6 

SRW-XYZ-O* 

RMFD  - Register 

00-084 

Active 

1 

MIECOA 

Amoco  CPOS 

Other  - LMD 

96-1 58A1 

Active 

1 

Milltronics  Inc. 

MMI-2  Series 

Bdt  Conveyor  Scale 

98-060A1 

Active 

1 
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MOBBA 


LD1000 

Computing  Scale 

88-058 

Inactive 

11/16/93 

5 

Mobile  Computing  Corporation 

5400-(1  thru  4 and  6) 

Wholesale/VTM  Controller/Reg 

9 1-058 A3 

Active 

1 

Molen 

CSP  Series 

Load  Cell 

95-077 

Active 

8 

Morrison  Weighing  Systems,  Inc. 

DC  100,  MP  201,  DC  300 

Indicating  Element  - Scale 

90-157A1 

Active 

9 

GY-300 

Indicating  Element  - Scale 

98-138 

Active 

1 

MR-300 

Monorail  Scale 

98-112 

Active 

1 

MR-750 

T-3500 M 

Other  - Scale 

Bulkweighing  System 

00-112 

89-058A1 

Effective 

Active 

9 

MOS  Scale  International,  Ltd. 

105401 

Bench  & Counter  Scale 

95-00 1A2 

Active 

10 

VPS  LFT 

Software  - Scale 

95-168 

Inactive 

1/1/97 

9 

MOTOMCO,  Ins. 

919E&919ES 

Grain  Moisture  Meter 

96-08 1A4 

Active 

1 

MPAQ  Automation,  Inc. 

MPAQ  C32S 

Software  - Scale 

94-122 

Active 

9 

Murray  Equipment  Inc. 

682-15-XX-X-X* 

Vehicle  Tank  Meter 

96-100 

Active 

9 

700-XX-SP-XX 

Vehicle  Tank  Meter 

99-097 

Active 

1 

MEI-KROCT-X  MAG 

Other  - LMD 

97-166 

Active 

1 

MEI-XXT-MIXPLT 

Hopper  Scale 

94-131  A3 

Active 

1 

MVE,  Inc. 

SWM  10-15-3810-00 

Other  - LMD 

99-139 

Active 

1 

National  Register  Incorporated 

2000 

Shipping/Postal/Classifiers 

92-187 

inactive 

1/1/98 

5 

National  Scale  and  Repair 

R3000CSPN 

Load  Cell 

92-106 

Inactive 

1/1/97 

5 

S2000N-XX-YY 

Load  Cell 

92-103 

Inactive 

1/1/97 

5 

S5000N 

Load  Cell 

92-183 

Inactive 

1/1/97 

5 

S5000TN  Series 

Load  Cell 

96-005 

Inactive 

1/1/97 

9 

TI2000S 

Load  Cell 

92-104 

Inactive 

1/1/97 

5 

TI5000N 

Load  Cell 

92-105 

Inactive 

1/1/97 

5 

Natural  Fuels  Corporation 

APEX  PFXXX-XX,X* 

RMFD  - Dispenser  (CNG) 

97-147 

Active 

1 

NR  & NF  Series 

RMFD  - Dispenser  (CNG) 

93-107 

Active 

6 

NCR  Corporation 

5874-7xxx 

ECR  - Scale 

97-1 23 A2 

Active 

1 

7401 -XXX 

POS  Scale 

00-03 1A2 

Active 

1 

7445-xxxx 

ECR  - Scale 

97-026 

Active 

10 

7448-xxxx 

ECR  - Scale 

00-104 

Active 

1 

7450-XXX 

ECR  - Scale 

94-034A2 

Active 

10 

7452-xxxx 

ECR  - Scale 

96-055A4 

Active 

1 

7453-xxx 

ECR  - Scale 

97-096 

Active 

10 
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Edition 

7454-XXXX 

POS  Scale 

99-105 

Active 

i 

7870-2xxx  or  7870-45xx* 

POS  Scale 

92-118A4 

Active 

I 

7872-xxxx 

POS  Scale 

00-032A1 

Active 

i 

7875-2XXX 

POS  Scale 

96-135A2 

Active 

i 

Neopost,  Inc. 

7651 

S hi  ppi  ng/Postal/Classif  iers 

96-023 

Active 

9 

8510 

Shipping/Postal/Classifiers 

90-124A1 

Active 

5 

8660 

S hi  ppi  ng/Postal/Classif  iers 

92-049A3 

Active 

5 

8865 

Mass  Flow  Meter 

91-127A1 

Active 

5 

Friendship  and  MailManager* 

Software  - Scale 

96-065 

Active 

9 

SE-95,  SE-85,  8662 

S hi  ppi  ng/Postal/Classif  iers 

95-01 5A1 

Active 

1 

SE37,  SE57,  & SE57C 

Shipping/Postal/Classifiers 

97-076 

Active 

10 

WP-  Series 

Bench  & Counter  Scale 

98-050 

Active 

1 

New  Brunswick  International,  Inc. 

2600/3600  Series 

Prepackaging  Scale 

88-174A2 

Active 

9 

AW-2600  S MART  /AW-3600 

Automatic  Weighing  System 

93- 027 A 1 

Active 

10 

DPS  6000 

Prepackaging  Scale 

87-118 

Inactive 

1/1/99 

5 

DS  430 

Computing  Scale 

86-026 

Inactive 

10/18/93 

5 

DS-260 

Bench  & Counter  Scale 

87-113 

Inactive 

1 1/6/95 

5 

DS-380 

Computing  Scale 

87-114 

Inactive 

1/1/97 

5 

DS-410 

Bench  & Counter  Scale 

86-014A1 

Active 

5 

DS-580 

Hanging  Scale 

91-145 

Inactive 

10/31/94 

5 

DS-650 

POS  Scale 

93-064 

Active 

6 

DS-681 

Computing  Scale 

95-082A1 

Active 

9 

DS-685 

Computing  Scale 

96-181 

Active 

10 

DS590 

Computing  Scale 

92-044 

Inactive 

1/1/99 

5 

HI-2600 

HI-2600  & HI-3600 

Automatic  Weighing  System 
Automatic  Weighing  System 

98-150 

98-150A1 

Active 

Effective 

1 

LCB-1000H 

Hanging  Scale 

91-049 

Inactive 

10/18/93 

5 

SM  70  Series 

Hanging  Scale 

92-164A1 

Active 

7 

SM-15 

Computing  Scale 

87-006 

Inactive 

1/1/97 

5 

SM-25 

Computing  Scale 

93-026 

Active 

5 

SM-40 

Computing  Scale 

92-107 

Inactive 

10/18/93' 

5 

SM-60 

Computing  Scale 

87-065 

Active 

5 

SM-90 

Computing  Scale 

98-097 A 1 

Active 

1 

Newport  Electronics,  Inc. 

INFW-XXXX-XXX 

Indicating  Element  - Scale 

92-152 

Active 

5 

Newton  Computer  Services 

Gravitek  1106a 

Indicating  Element  - Scale 

99-111 

Active 

1 

NMB  Technologies,  Inc. 

C2G1  Series* 

Load  Cell 

00-014 

Active 

1 

C2G1  Series* 

Load  Cell 

92-084A2 

Inactive 

1/1/99 

9 

C3B1 

Load  Cell 

00-016 

Active 

1 

C3B1 

Load  Cell 

94-111 

Inactive 

1/1/99 

7 

U3S1 

Load  Cell 

95-012 

Inactive 

1/1/99 

8 

U3S1  Series 

Load  Cell 

00-015 

Active 

1 

NORAC  Systems  International,  Inc. 

ANXXL-Y  Series 

On-Board  Weighing 

99-091 

Active 

1 

BW-ANXXL-Y 

Bulkweighing  System 

99-090 

Active 

1 

Norfin  Equipment  Ltd 

807 

Device  Type  By  Company 

Bench  & Counter  Scale 

96-047 

Active 

10 
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NV  Technology,  Inc. 

BDC-1 

Load  Cell 

94-040 

Active 

7 

BLC  Series 

Load  Cell 

94-042A2 

Active 

10 

BSC  Series 

Load  Cell 

94-041A1 

Active 

8 

BSN-1 

Load  Cell 

94-071 

Active 

7 

CCW-1-XXK-N 

Load  Cell 

95-101 

Active 

8 

Ohaus  Corporation 

AS  Series 

Indicating  Element  - Scale 

93-125 

Active 

7 

B 1 0/B25/B 1 00/B 1 50/B250  Series 

Bench  & Counter  Scale 

95-151 

Active 

9 

CD-11 

Indicating  Element  - Scale 

99-100 

Active 

1 

CD-31  and  CD-33 

Indicating  Element  - Scale 

99-071 

Active 

1 

Champ  II 

Bench  & Counter  Scale 

99-203 

Active 

1 

CT600  Series 

Jewel  er’s/Presc  ./Grain 

89-084A1 

Active 

8 

EXXXX2  & VXXXX2 

Jewel  er’s/PrescVGrain 

98-053A2 

Active 

1 

GT  4400-G 

Grain  Test  Scale 

91-103 

Inactive 

1/1/98 

5 

GT  4400- L 

Jewel  er’s/Presc7Grain 

88-227 

Inactive 

1/1/98 

5 

GT  Grain  Series 

Jewel  er’s/Presc7Grain 

95-090 

Active 

9 

GT  Series 

Jewel  er’s/Presc  ./Grain 

94-079 

Inactive 

1/1/99 

8 

1 10 

Indicating  Element  - Scale 

88-08 1A1 

Active 

5 

1150-S 

Indicating  Element  - Scale 

90-185 

Active 

5 

I5S 

Indicating  Element  - Scale 

93-1 12A1 

Active 

9 

LB100 

Bench  & Counter  Scale 

88-203 

Inactive 

1/1/97 

5 

Navigator  Series 

J ewel  er’s/P  resc  ,/G  rain 

00-017 

Active 

1 

PBI 

Indicating  Element  - Scale 

88-229 

Inactive 

1/1/96 

5 

PL 

Bench  & Counter  Scale 

88-228 

Inactive 

1/1/97 

5 

WB50 

Bench  & Counter  Scale 

88-204 

Inactive 

1/1/97 

5 

WBS50 

Bench  & Counter  Scale 

88-205 

Active 

5 

Ohio  Valley  Scale  & Equipment  Corp 

PLP -3026- 1.2 

Floor  Scale 

88-182 

Inactive 

1/1/94 

5 

OMEGA 

DP41  -W  -YYYYYY 

Indicating  Element  - Scale 

94-060 

Active 

7 

LCCA-XX-N10K 

Load  Cell 

94-01 4A1 

Active 

7 

LCJA-XX-N5K 

Load  Cell 

94-015 

Active 

7 

Omni  Measurement  Systems,  Inc. 

OMS-500  Series 

Indicating  Element  - Scale 

00-046 

Active 

1 

Omron  Systems  of  America 

4000-1 

Bench  & Counter  Scale 

92-025 

Inactive 

1/1/97 

5 

RS  4030 

ECR  - Scale 

88-267 

Inactive 

1 1/24/93 

5 

RS  5510  & RS  5541 

ECR  - Scale 

88-1 05A1 

Inactive 

9/24/93 

5 

RS  81-31 

ECR  - Scale 

88-250 

Inactive 

9/24/93 

5 

RS  8500 

ECR  - Scale 

87-050 

Inactive 

9/24/93 

5 

RS2810 

ECR  - Scale 

99-145 

Active 

1 

RS3510 

ECR  - Scale 

89-152 

Inactive 

1/1/98 

5 

RS4043 

ECR  - Scale 

89-153 

Inactive 

1/1/98 

5 

RS4541 

ECR  - Scale 

92-010 

Inactive 

1/1/98 

5 

RS5000 

ECR  - Scale 

92-011 

Inactive 

9/24/93 

5 

RS5500 

ECR  - Scale 

90-044 

Inactive 

1/1/97 

5 

RS55 1 0/RS5550/RS5560F 

ECR  - LMD 

89-01 8A2 

Inactive 

1/1/98 

9 

RS5550 

ECR  - Scale 

89-154 

Inactive 

1/1/97 

5 

oneWeigh 

Bulk  II 

Bulkweighing  System 

90-150A3 

Inactive 

1/1/99 

5 
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Microway  ll.oneWeigh 

Type 

Other  - Scale 

No. 

89-0 10  A4 

Inactive 

1/1/99 

Edition 

7 

Optimal  Robotics  Corp. 

OPOS  6300-2 

Software  - Scale 

98-037 

Active 

1 

U-Scan® 

ECR  - Scale 

00-055 

Active 

1 

OPW  Fueling  Components 

OPW  11-VA 

RMFD  - Dispenser 

95-066 

Active 

8 

Orion  Scale 

2830 

Computing  Scale 

92-067 

Inactive 

1/1/97 

5 

P.O.M.  Incorporated 

■E"  (ECON-O-METER) 

Other 

88-274 P 

Active 

5 

Pacific  Coast  Cement 

PCC  BOL92 

Software  - Scale 

92-128 

Active 

5 

Pacific  Industrial  Scale  Co.  Ltd. 

PRH  & PPRH  Series 

Vehicle  Scale 

98-200 

Active 

1 

PSP,  PPSP  & PEB  Series 

Vehicle  Scale 

98-201 

Active 

1 

Pacific  Scale  Co.,  Inc. 

AGX 

Vehicle  Scale 

91-169 

Inactive 

1/1/99 

5 

P 

Vehicle  Scale 

91-105A1 

Inactive 

1/1/99 

5 

TNL  4848-2K 

Floor  Scale 

88-103 

Inactive 

10/8/93 

5 

TNL  Series 

Floor  Scale 

91-002A2 

Active 

7 

Pacific  Software  Associates,  Inc. 

TIMBERWEIGHT 

Software  - Scale 

96-068 

Inactive 

1/1/99 

9 

Panasonic  Communications  & Systems 

5000  Series  POS  Scale 

94-064 

Inactive 

1/1/96 

7 

J S- 500-/-5 1 0-/-520 W S 

POS  Scale 

98-21 1 

Active 

1 

JS-500-/-5 1 0-/-520W S Series 

POS  Scale 

96-045 

Inactive 

1/1/98 

9 

JS-750WS 

POS  Scale 

94-075 

Inactive 

1/1/96 

7 

JS-750WS 

POS  Scale 

96-046 

Inactive 

1/1/98 

9 

JS-750WS 

POS  Scale 

98-212 

Active 

1 

ZM30 

ECR  - Scale 

93-047A1 

Inactive 

1/1/96 

8 

ZM30  Series 

ECR  - Scale 

96-044 

Inactive 

1/1/98 

9 

Paper  Company 

NEXUS  50  A 

Other 

91-111PN 

Inactive 

1/1/96 

5 

PAR  Microsystems 

NTA&NXA 

ECR  - LMD 

89-122 

Inactive 

1/1/96 

5 

Paradigm  Software,  L.L.C. 

CompuWeigh 

Software  - Scale 

96-049 

Active 

10 

Parcom  Technologies 

PAR  Series 

S hi  ppi  ng/Postal/Classif  iers 

91-122A1 

Active 

6 

PAT  Equipment  Corporation 

SAW  10A 

Wheel  Load  Weigher 

87-078P 

Active 

5 

PC  Synergy 

PostalMate* 

Other  - Scale 

91-136A1 

Active 

1 
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Pelouze  Scale  Company 

FS30PC 

Computing  Scale 

97-020 

Active 

10 

PS6L1 

Bench  & Counter  Scale 

89-057A1 

Active 

9 

PS6LR1 

Bench  & Counter  Scale 

89-119 

Active 

5 

PS75L 

Bench  & Counter  Scale 

87-072A2Am 

Active 

5 

Pennsylvania  Scale  Company 

5600 

Indicating  Element  - Scale 

88-1 14A1 

Active 

5 

64  Airline  Baggage 

Floor  Scale 

98-013 

Active 

1 

6400 

Floor  Scale 

90-161 A2 

Active 

1 

6600  Series 

Floor  Scale 

90-097 A2 

Active 

1 

7400/7400M/7500M/7600M/REM  DIS 

Indicating  Element  - Scale 

97-009A1 

Active 

1 

7600  G 

Bench  & Counter  Scale 

96-114 

Inactive 

1 1/25/98 

9 

7X00  & 7xOOS  Series 

Bench  & Counter  Scale 

91-149A7 

Active 

1 

Armstrong  - A 750 

Bench  & Counter  Scale 

95-068 

Active 

8 

P100 

Printer  - Scale 

88-117 

Inactive 

1/1/96 

5 

PS400 

Printer  - Scale 

88-115 

Inactive 

1/1/96 

5 

PS400-T 

Printer  - Scale 

88-116 

Inactive 

1/1/96 

5 

Perkins  Scale  Corporation 

PMT-XXYYY  Series 

Vehicle  Scale 

88-090A2 

Inactive 

1/1/98 

7 

Petro  Vend  Inc. 

K-2500 

Card  Reader  - LMD 

92-127 

Inactive 

1/1/96 

5 

System  2 

Card  Reader  - LMD 

93-135 

Active 

7 

Phelps  Industries,  Inc. 

6-606570 

Vehicle  Scale 

97-045 

Active 

10 

Phillips  and  Morris  Scale  Company 

Win  Agg 

Software  - Scale 

98-022 

Active 

1 

Pitney  Bowes 

5820 

Shipping/Postal/Classifiers 

89-048 

Active 

5 

A 603  and  A 613 

Shipping/Postal/Classifiers 

89-121 A1 

Active 

7 

A 605  and  A 615 

Shipping/Postal/Classifiers 

89-120A1 

Active 

7 

A120-TA 

Shipping/Postal/Classifiers 

90-136 

Active 

5 

A217 

Shipping/Postal/Classifiers 

90-146A1 

Active 

5 

A219 

Floor  Scale 

90-088 

Active 

5 

A238 

Shipping/Postal/Classifiers 

89-047 

Active 

5 

A510 

S hi  ppi  ng/Postal/C  lassif  iers 

89-049A1 

Active 

5 

A610/B610 

Shipping/Postal/Classifiers 

89-050A1 

Active 

5 

B250 

Shipping/Postal/Classifiers 

90-087A1 

Active 

6 

B260 

S hi  ppi  ng/Postal/C  lassif  iers 

94-137 

Inactive 

1/1/99 

9 

B550  Series 

Shipping/Postal/Classifiers 

94-133A1 

Active 

9 

J050 

Shipping/Postal/Classifiers 

92-153 

Active 

5 

J 060/Code  J060;  J060/Code  J060 

S hi  ppi  ng/Postal/C  lassif  iers 

93-01 2A1 

Active 

9 

J070/Code  J070 

POS  Scale 

91-144A1 

Active 

8 

JN50 

Shipping/Postal/Classifiers 

97-150 

Active 

1 

JN64 

S hi  ppi  ng/Postal/C  lassif  iers 

98-154 

Active 

1 

JN75 

Shipping/Postal/Classifiers 

98-088 

Active 

1 

N300  and  N400 

Shi  ppi  ng/Postal/C  lassif  iers 

96-175 

Active 

10 

N31 1/N41 1/B51 1/N61 1 1/N71 1/N91 1 

Shipping/Postal/Classifiers 

97-090 

Active 

10 

N500 

Shipping/Postal/Classifiers 

97-013 

Active 

10 

N600  and  N700 

S hi  ppi  ng/Postal/C  lassif  iers 

97-01 1 

Active 

10 

N900 

S hi  ppi  ng/Postal/Classif  iers 

97-0 17A3 

Active 

1 

PBJ210 

Floor  Scale 

92-1 89 A2 

Active 

6 
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POS  Data  Products,  Inc. 

POSISCALE  3030 

POS  Scale 

91-015 

Inactive 

11/1/94 

5 

POSIscaie  9530 

POS  Scale 

94-002 

Active 

7 

POSISCALE  960 

Bench  & Counter  Scale 

93-085 

Inactive 

1/1/96 

6 

Posera  Inc. 

Maitre  ’D 

ECR  - Scale 

00-102 

Active 

1 

Powell  All-Steel  Scales,  Inc. 

660EL10-C 

Vehicle  Scale 

88-219 

Active 

9 

A,  C,  P and  PA  Series 

Vehicle  Scale 

99-208 

Active 

1 

EP  and  ET  Series* 

Vehicle  Scale 

89-134A1 

Active 

1 

IWS 

Floor  Scale 

88-217 

Active 

5 

LS  Series 

Livestock  Scale 

91-068A1 

Active 

1 

PV 

Vehicle  Scale 

88-21 6PN 

Inactive 

1 1/30/93 

5 

RRS  Series 

Vehicle  Scale 

88-218 

Active 

9 

Precision  Transducers  Ltd. 

PT5000 

Load  Cell 

99-137 

Active 

1 

Production  Industries  Corporation 

WB-45T 

Bulkweighing  System 

97-1 12A1 

Active 

1 

Productivity  Solutions,  Inc. 

ACM7 50NT-xxx 

ECR  - Scale 

00-080 

Active 

1 

PSC  Scanning,  Inc. 

‘Magellan  SL"  384  or  382 

POS  Scale 

97-064 

Active 

10 

960RD 

Load  Cell 

92-131A1 

Active 

10 

Magellan  Model  24 

Bench  & Counter  Scale 

94-025A1 

Active 

10 

PSI/Command  Data 

Scale  Readout 

Indicating  Element  - Scale 

91-016 

Active 

5 

Pulsar  Technology  Systems,  Inc. 

100 

T axi  meter 

90-077 

Active 

5 

2010 

T axi  meter 

90-133 

Active 

5 

2010R 

Taximeter 

91-140 

Active 

5 

2020  and  2020R 

T axi  meter 

97-055 

Active 

10 

Quantronix,  Inc. 

CubiScan  100  LFT 

Bench  & Counter  Scale 

96-026A1 

Active 

10 

QuikTech 

QT001 

ECR- LMD 

94-046 

Active 

7 

R&W  Specialty  Mfg.  Corp. 

SCLFT130 

Bench  & Counter  Scale 

91-101 

Active 

5 

Radiant  Systems 

M100 

ECR  - LMD 

00-106 

Active 

1 

Ramsey  Technology  Inc. 

10-14-3  & 10-14-4 

Belt  Conveyor  Scale 

92-032A1 

Active 

9 

10-152 

Indicating  Element  - Scale 

93-066 

Active 

6 

Ranco  Fertiservice,  Inc. 

W-410,  W-416,  and  W-435 

Hopper  Scale 

99-007 

Active 

1 

Device  Type  By  Company 


No.  5-41 


Model 

Device 

Certificate 

Status 

Pub  5 

Number 

Rapido-USA,  Inc. 

Logi-Cal  LSB110 

Logi-Cal  LSH110  Series 

Type 

Load  Cell 

Load  Cell 

No. 

98-045 

98-046 

Active 

Active 

Edition 

i 

i 

Logi-Cal  LSI310 

Load  Cell 

98-047 

Active 

i 

Logi-Cal  LSI320 

Load  Cell 

98-048 

Active 

I 

RSE355 

Load  Cell 

99-095 

Active 

i 

RSE454 

Load  Cell 

99-121 

Active 

i 

Record  Electronics  Inc. 

CGII 

Taximeter 

92-217 

Active 

5 

Recycling  Equipment  Manufacturing 

MCB-15 

Hopper  Scale 

96-109 

Active 

9 

Resource,  Inc. 

2000 

Controller  - Scale 

98-036 

Active 

1 

Retailer  Owned  Research  Company 

RORC/viPOS 

Other  - Scale 

99-032 

Active 

1 

Revere  Transducers,  Inc. 

363- A3  & 363-BIO 

Load  Cell 

87-063A2 

Active 

5 

5103-A  Series  & 5103-B  Series 

Load  Cell 

86-039A3 

Active 

1 

5123-A5 

Load  Cell 

86-037 A3 

Active 

1 

5223-XX-YK-ZZZZ  Series 

Load  Cell 

86-038A3 

Active 

1 

5303-A5  & 5303-B10* 

Load  Cell 

97-131 A1 

Active 

1 

5423-BIO 

Load  Cell 

90-152PA1 

Inactive 

11/1/91 

5 

5723-A5  and  5723-BIO* 

Load  Cell 

89-024A5 

Active 

1 

612-A5 

Load  Cell 

94-129 

Inactive 

1/1/97 

8 

642-A5 

Load  Cell 

93-087A1 

Active 

7 

642C-A5-X  Series 

Load  Cell 

97-032 

Active 

10 

642H 

Load  Cell 

00-105 

Active 

1 

652  A5 

Load  Cell 

93-070A1 

Active 

6 

792-BIO 

Load  Cell 

91-001  A3 

Active 

1 

9102 

Load  Cell 

98-083 

Active 

1 

9123-A5  and  9723-A5 

Load  Cell 

00-001 

Active 

1 

9223/9423/9323/98-3-B 1 0 Series 

Load  Cell 

00-050A1 

Active 

1 

9303-B10  Series 

Load  Cell 

00-002 

Active 

1 

933-A5 

Load  Cell 

92-047 A3 

Active 

6 

9363-A3  & 9363-BIO 

Load  Cell 

87-051  A3 

Active 

1 

953-A5 

Load  Cell 

93-075A1 

Active 

6 

BDC-6  & 9103  Series 

Load  Cell 

99-153A1 

Active 

1 

BSP 

Load  Cell 

88-089A 2 

Active 

10 

CSP-A3&  CSP-B10 

Load  Cell 

88-082A4 

Active 

1 

LCT 

Load  Cell 

88-126A2 

Active 

6 

LCU 

Load  Cell 

87-086 A 1 

Inactive 

10/6/93 

5 

RLC-A5  & RLC-B 10  Series 

Load  Cell 

97-082 

Active 

1 

SHB  Series 

Load  Cell 

87-085A3 

Active 

1 

SSB  Series 

Load  Cell 

86-041  A3 

Active 

1 

STS 

Load  Cell 

88-041 A1 

Inactive 

10/6/93 

5 

STS 

Load  Cell 

88-042A1 

Inactive 

10/6/93 

5 

Rice  Lake  Weighing  Systems 

4400 

Bench  & Counter  Scale 

88-292A1 

Inactive 

12/31/93 

5 

555HE 

Indicating  Element  - Scale 

91-040 

Inactive 

1/1/98 

5 

AG  Series 

Livestock  Scale 

98-008 

Active 

1 

ATS-1  and  ATS-2  Plus 

Other  - Scale 

98-158 

Active 

1 

Device  Type  By  Company 


No.  5-42 


Model 

Device 

Certificate 

Status 

Pub  5 

Number 

Type 

o' 

z 

Edition 

BMXXXX-YYY  Series 

Bench  & Counter  Scale 

95-072A2 

Active 

i 

BWC-1 

Bulkweighing  System 

98-157 

Active 

i 

CB-1  and  AB-1 

Other  - Scale 

98-156 

Active 

i 

CW-80B  Series 

Bench  & Counter  Scale 

96-107 

Active 

9 

CW-80I-XY* 

Indicating  Element  - Scale 

96-1 18A1 

Active 

10 

CW40 

Bench  & Counter  Scale 

91-146 

Active 

5 

DH  Series 

Floor  Scale 

98-004 

Active 

1 

EL1233HE 

Indicating  Element  - Scale 

89-1 18A1 

Inactive 

9/15/93 

5 

EZ  Series 

Vehicle  Scale 

98-041 A1 

Active 

1 

FB-XXX 

Indicating  Element  - Scale 

91-138 

Active 

5 

FXBYYZZ-AAK 

Indicating  Element  - Scale 

95-062 

Active 

8 

HP  Series 

Floor  Scale 

92-001 A5 

Active 

1 

IQ+210 

Indicating  Element  - Scale 

00-045 

Active 

1 

IQ+310  Ser/310HE/320HE/330HE 

Indicating  Element  - Scale 

91-132A3 

Active 

10 

IQ+350-XY  & IQ+355-XY* 

Indicating  Element  - Scale 

97-130A1 

Active 

1 

IQ+390-DC,  IQ+590-DC,  390HE-Y 

Indicating  Element  - Scale 

98-203A2 

Active 

1 

IQ+510  & IQ+710  Series 

Indicating  Element  - Scale 

98-081 

Active 

1 

IQ+800-XY  & IQ+810-XY 

Indicating  Element  - Scale 

92-01 3A3 

Active 

1 

IQ600HB/IQ700HB*/WS700/IQ700IS 

Indicating  Element  - Scale 

89-023A2 

Active 

1 

IQ700HE 

Indicating  Element  - Scale 

91-038 

Inactive 

9/15/93 

5 

IQ700SS 

Indicating  Element  - Scale 

91-039 

Inactive 

9/15/93 

5 

KB- 105 

Printer  - Scale 

89-156 

Active 

5 

LV  Series 

Livestock  Scale 

98-010 

Active 

1 

MS200 

Monorail  Scale 

90-003 

Active 

5 

PLS  Series 

Hopper  Scale 

94-126A2 

Active 

1 

PW  500 

Wheel  Load  Weigher 

96-166P 

Active 

10 

R-30 

Bench  & Counter  Scale 

98-133 

Active 

'1 

rl/rlr 

Bench  & Counter  Scale 

93-102 

Active 

6 

RL1010  and  RL1015 

Load  Cell 

00-062 

Active 

1 

RL1 040-NX-YYkg 

Load  Cell 

95-074 

Active 

8 

RL1042 

Load  Cell 

97-138 

Active 

1 

RL1 100*  & RL1 124* 

Floor  Scale 

93-004 A 1 

Active 

1 

RL1250-NX-YY  kg 

Load  Cell 

95-075 

Active 

8 

RL1260 

Load  Cell 

97-139 

Active 

1 

RL1380-xxkg 

Load  Cell 

94-128 

Active 

8 

R L 1 52 1 - NX- YYkg* 

Load  Cell 

95-088 

Active 

8 

RL1521A 

Load  Cell 

98-166 

Active 

1 

RL20000 

Load  Cell 

88-304A1 

Inactive 

9/15/93 

5 

RL20000A-XXX 

Load  Cell 

90-158 

Active 

5 

RL20000B 

Load  Cell 

98-044 

Active 

1 

RL20000SS 

Load  Cell 

98-078 

Active 

1 

RL20001-XX-YY 

Load  Cell 

91-046 

Active 

5 

RL20001HE 

Load  Cell 

98-071 

Active 

1 

RL30000 

Load  Cell 

98-043 

Active 

1 

RL30000A-XXX  & RL30000B-XXX 

Load  Cell 

90-159A1 

Active 

5 

RL30000C 

Load  Cell 

98-042 

Active 

1 

RL30002 

Load  Cell 

88-305 A 1 

Inactive 

9/15/93 

5 

RL35023-XX-YY 

Load  Cell 

91-045 

Active 

5 

RL35023S-NX-YY 

Load  Cell 

94-134 

Active 

8 

RL35083-NX-YY 

Load  Cell 

95-069 

Active 

8 

RL70000-XX 

Load  Cell 

88-306A1 

Inactive 

9/15/93 

5 

RL70000A 

Load  Cell 

97-125 

Active 

1 

RL70000B-XX 

Load  Cell 

92-097 

Active 

5 

RL70000C 

Load  Cell 

98-142 

Active 

1 

RL75040  Series 

Load  Cell 

00-027 

Active 

1 

RL75040A-XXK 

Load  Cell 

92-018 

Active 

5 

Device  Type  By  Company 


No.  5-43 


Model 

Device 

Certificate 

Status 

Pub  5 

Number 

RL75058  & RL75060S 

Type 

Load  Cell 

No. 

96-027A1 

Active 

Edition 

i 

RL75058A 

Load  Cell 

97-143 

Active 

I 

RL75058B 

Load  Cell 

98-143A1 

Active 

I 

RL75060-NX-YYK 

Load  Cell 

95-076 

Active 

8 

RL75223 

Load  Cell 

91-167 

Active 

5 

RL75223A-Z  Series 

Load  Cell 

97-126 

Active 

1 

RL8C2P1 

Load  Cell 

92-218 

Active 

5 

RL8C2P1SS-XXK 

Load  Cell 

96-137 

Active 

10 

RLCSP1-XXX  Series 

Load  Cell 

95-140 

Active 

9 

RLHBB 

Load  Cell 

96-101 

Active 

10 

RLHTO 

Load  Cell 

96-096 

Active 

9 

RLSSB  Series  & RLSB250 

Load  Cell 

96-053 

Active 

9 

RR  Series 

Railway  T rack  Scale 

98-009 

Active 

1 

RT7510 

Vehicle/Railway  T rack  Scale 

00-020 

Active 

1 

RTXXYYZZCTT 

Vehicle/Railway  T rack  Scale 

00-019 

Active 

1 

SR  Series 

Vehicle  Scale 

98-01 1A1 

Active 

1 

T ransAct  & T ransAct  Plus 

Software  - Scale 

97-034 

Active 

10 

UMC  2000  XX-XX 

Indicating  Element  - Scale 

89-020 

Inactive 

1/1/98 

5 

UMC444&  UMC555 

Indicating  Element  - Scale 

89-1 17A1 

Inactive 

1/1/98 

6 

UniWeigh 

Indicating  Element  - Scale 

91-064 

Inactive 

9/15/93 

5 

WS  900 

Indicating  Element  - Scale 

90-022 

Inactive 

9/15/93 

5 

RMI  Taxi  Meters 

RM  1500 

Taximeter 

88-177 

Inactive 

1/1/98 

5 

RM-3300 

T aximeter 

95-086 

Inactive 

1/1/98 

8 

Rockwell  Scale  Service 

RLB  Series 

Load  Cell 

95-051 

Inactive 

1/1/97 

8 

RLS 

Livestock  Scale 

94-067 

Active 

7 

RMT  Series 

Vehicle  Scale 

99-063 

Active 

1 

Rollins  Leasing  Corp. 

Automated  Fuel  T racking  System 

RMFD  - System 

99-062 

Active 

1 

RSB  Engineers/Planners,  Inc. 

SP  1000 

Vehicle  Scale 

88-290A1 

Active 

5 

Rustys  Weigh  Scales  & Service,  Inc. 

PTM-XXYY-RW*  Series 

Vehicle  Scale 

99-079 

Active 

1 

RW*  Series 

Vehicle  Scale 

96-087 

Active 

10 

Ryco  Equipment 

821 

Indicating  Element  - Scale 

99-077 

Active 

1 

S.  Jacobs  Scale  Company 

J1827 

Floor  Scale 

92-024 

Active 

5 

Saber  Equipment  Corp. 

NXXXXX  Series 

Other  - LMD 

95-099 

Inactive 

1/1/98 

9 

Safeway  Inc. 

SSC  1 

ECR  - Scale 

99-194 

Active 

1 

Salter  Weigh-Tronix  Limited 

235-1  OS,  235-1  OX,  & 233  Series 

Hanging  Scale 

95-125A3 

Active 

1 

Salter  Weighing  Products 

MS  Series 

Floor  Scale 

99-102 

Active 

1 

S-  Series 

Indicating  Element  - Scale 

00-065 

Active 

1 

).  5-44 

Device  Type  By  Company 

Model 

Device 

Certificate 

Status 

Pub  5 

Number 

S-750  & S-760  Series 

Type 

Indicating  Element  - Scale 

No. 

00-064 

Active 

Edition 

i 

SEB  Series 

Load  Cell 

00-066 

Active 

I 

Samson  Scale  Co.  Inc. 

SM  10000 

Crane  Scale 

91-115 

Inactive 

1/1/96 

5 

SM  10000,  SM  5000,  SM  2000 

Crane  Scale 

96-097PA1 

Active 

1 

San  Diego  Cash  Register,  Inc. 

PC/Register 

ECR  - Scale 

93-009 

Active 

5 

Santa  Rosa  Scale  Company 

SR-XXX 

Floor  Scale 

90- 063 A 1 

Active 

7 

Sanyo  Fisher  (USA)  Corporation 

580 

ECR  - Scale 

86-020 

Inactive 

12/31/93 

5 

ECR  690 

ECR  - Scale 

90-120 

Inactive 

12/31/93 

5 

ECR-635  & ECR-645 

ECR  - Scale 

90-102A1 

Inactive 

12/31/94 

5 

ECR425 

ECR  - Scale 

96-067 

Active 

9 

ECR635  and  ECR645 

ECR  - Scale 

96-004 

Active 

9 

Sartorius  Corporation 

BP  & GP  Series 

Jew  el  er’s/Presc  ./Grain 

98-061 

Active 

1 

E and  1 

J eweler’s/Presc./G  rain 

88-121 

Inactive 

1/1/96 

5 

F 

Bench  & Counter  Scale 

88-125 

Inactive 

1/1/97 

5 

Hand  G 

J ew  el  er’s/Presc  ,/G  rain 

88-123 

Inactive 

1/1/97 

5 

1 

Bench  & Counter  Scale 

88-124 

Inactive 

1/1/96 

5 

L 

J eweler’s/PrescYG  rain 

88-119 

Inactive 

1/1/96 

5 

P 

J eweler's/Presc./G  rain 

88-122 

Inactive 

1/1/97 

5 

U and  X 

J eweler's/PrescyG  rain 

88-120 

Inactive 

1/1/96 

5 

X1493-X 

J ewel  er’s/P  resc./G  rain 

88-187 

Inactive 

1/1/96 

5 

Saturn  Scale  Systems,  Inc. 

SSB-XXYY 

Floor  Scale 

97-095 

Active 

1 

Scaime  S.A. 

AB  Series* 

Load  Cell 

93-100A1 

Active 

9 

AE 

Load  Cell 

90-023 P 

Inactive 

5/26/94 

5 

AG  Series 

Load  Cell 

91-051 A1 

Active 

8 

AL  Series 

Load  Cell 

99-073 

Active 

1 

Scale  Data  Systems 

4000 

Printer  - Scale 

87-015 

Inactive 

1/1/99 

5 

Scale  Fabricators,  Inc. 

FT  Series 

Vehicle  Scale 

97-029 

Active 

1 

LP  Series* 

Vehicle  Scale 

97-030 

Active 

1 

LPXXYYZZC2LS  Series* 

Livestock  Scale 

00-115 

Active 

1 

WC  Series 

Vehicle  Scale 

92-115A1 

Active 

1 

Scale  People,  Inc. 

2805-S 

Hanging  Scale 

92-026 

Active 

5 

Scale  Store 

BS-600 

Floor  Scale 

92-135 

Inactive 

1/1/98 

5 

MXP-9700 

Indicating  Element  - Scale 

92-139 

Inactive 

1/1/99 

5 

MXP-9800 

Indicating  Element  - Scale 

92-137 

Inactive 

1/1/98 

5 

MXP-9900 

Indicating  Element  - Scale 

91-037A1 

Inactive 

1/1/99 

5 

PD-9700 

Floor  Scale 

92-138 

Inactive 

1/1/99 

5 

PD-9800 

Floor  Scale 

92-136 

Inactive 

1/1/98 

5 

No.  5-45 


Device  Type  By  Company 


Model 

Device 

Certificate 

Status 

Pub  5 

Number 

PDI-9700/9800 

Type 

Floor  Scale 

No. 

93-057 

Inactive 

1/1/98 

Editio 

6 

SSX  Series 

Floor  Scale 

93-023A1 

Inactive 

1/1/98 

7 

TSI-1600 

Indicating  Element  - Scale 

93-056 

Inactive 

1/1/98 

6 

Scale  Systems,  Inc. 

Wondo  Software 

Software  - Scale 

92-184 

Active 

5 

Scales  Unlimited  Inc. 

AGES 

Vehicle  Scale 

91-013 

Active 

5 

AGES  10010 

Vehicle  Scale 

92-017 

Active 

6 

AGES  3PL 

Indicating  Element  - Scale 

91-014 

Active 

5 

AGES  Series 

Vehicle  Scale 

95-178 

Active 

9 

FEPS-XXXX-YY 

Floor  Scale 

94-057 

Active 

7 

FERRS 

Railway  T rack  Scale 

94-097 

Active 

9 

LS-2010 

Livestock  Scale 

94-058 

Active 

7 

Schlumberger  Industries 

600  Series 

Wholesale/VTM  Controller/Reg 

93-105 

Active 

9 

831  & 833 

LPG  Liquid  Meter 

90-017 

Active 

8 

BESTRAC 

Whdesale/VTM  Controller/Reg 

93-068 

Inactive 

8/28/96 

6 

BESTRAC  SMI  2000 

Wholesale/VTM  Controller/Reg 

95-037A1 

Active 

9 

M-Dot 

Mass  Flow  Meter 

97-027 A5 

Active 

1 

MP  Series 

Other  - LMD 

98-020 A 1 

Active 

1 

Red  Seal  Type  4D  Com 

LPG  Liquid  Meter 

89-140A1 

Active 

7 

Type  4,  4E,  4-MT,  40,  & 40-MT 

Vehicle  Tank  Meter 

90-041 A4 

Active 

1 

Schlumberger  Technologies,  Inc. 

1100,  1170  & 2150 

Wholesale/VTM  Controller/Reg 

92-006 

Inactive 

1 1/26/93 

'5 

1100,  1170, & 2150 

Other  - LMD 

92-126 

Inactive 

1/1/96 

5 

2XX0-X-X-X 

RMFD  - Dispenser 

88-086A 

Active 

5 

400  Series 

RMFD  - Dispenser 

93-088 

Inactive 

1/1/00 

9 

4000  Series* 

RMFD  - Dispenser 

91-133A6 

Inactive 

1/1/00 

8 

600  Series 

RMFD  - Dispenser 

94-076 

Inactive 

1/1/00 

7 

640 

RMFD  - Dispenser 

89-125PN 

Inactive 

12/8/94 

5 

640/650/660  Series 

RMFD  - Dispenser 

94-054 

Inactive 

1/1/98 

9 

660 

RMFD  - Dispenser 

89-161 PN 

Inactive 

12/8/94 

5 

715500  UDC-T/  UDC  II 

Wholesale/VTM  Controller/Reg 

91-159 

Inactive 

1/1/98 

5 

Card  Proc.  Retrofit 

Card  Reader  - LMD 

94-039 

Inactive 

1/1/00 

7 

Centurion  Series 

RMFD  - Dispenser 

96-146 

Inactive 

1/1/00 

10 

ECS 

RMFD  - Consol^Controller 

88-085 

Inactive 

1/1/98 

5 

ECS  Series 

RMFD  - Console/Controller 

94-118 

Inactive 

1/1/00 

9 

EPS  R CT  X X X XX 

RMFD  - Dispenser 

90-148 

Inactive 

11/26/93 

5 

EPS  RC  1 X X X XX 

RMFD  - Dispenser 

90-149 

Inactive 

1 1/26/93 

5 

Fleetscan  Rl 

Card  Reader  - LMD 

94-127 

Inactive 

1/1/98 

8 

Hwy  001 

ECR - LMD 

96-179 

Inactive 

1/1/00 

10 

IPT-003 

Card  Reader  - LMD 

96-178 

Inactive 

1/1/00 

10 

M268  REG.,  M268  BASE 

RMFD  - Console/Controller 

90-013 

Inactive 

11/26/93 

5 

MMX3000  & PRO  SERIES 

ECR- LMD 

90-067A4 

Inactive 

1/1/00 

7 

SM100 

Other  - LMD 

96-031 

Inactive 

1/1/00 

9 

T2000 

ECR- LMD 

93-118 

Inactive 

1/1/98 

6 

Schmidt  Electronic  Laboratories  Pty. 

G2S 

T aximeter 

86-003 

Inactive 

1/1/96 

5 

Scientech,  Inc. 

5550 

Jewel  er’s/Presc/Grain 

t 

88-027 

Inactive 

1/1/94 

5 

No.  5-46  Device  Type  By  Company 


Model 

Number 

SCOOP  Logic  Group 

A-21  S 

Seca  Corporation 

920C 

Seedburo  Equipment  Company 

8800A 

GMA-128 

Seitec  Corporation 

DB500TT 

TT 500/B  L500/AB  500 

Sensortronics,  Inc. 

2001 
22  XX 

60001A-XX 
6000 1A-XX- 1166 
60048A 
60058A  Series 
60060A  Series 
60063S 

61 042AXXX  kg  Series 

61250AXXX  Series 

6501 6A 

65023A 

65023S 

65040A  & 65040S 
65058 

65061  Series* 

65083S 
65088S  Series 
65095A/S 
65103S 
651 14S 

Sentran,  LLC 

WD1  Series 

Sharp  Electronics  Corporation 

ER  and  UP  Series 

ER-2595 

ER-2595 

ER-3250  & ER-3110 

ER-3250,  ER-3110 

ER-3300/331 0/3311 

ER-3300/3310/331 1 

ER-3550 

ER-3550 

ER-4000 

ER-A550 

ER-A550 

ER-A650 

ER-A770  and  UP  Series 


Device  Type  By  Company 


Device 

Certificate 

Status 

Pub  5 

Type 

No. 

Edition 

Software  - Scale 

92-057 

Inactive  1/1/97 

6 

Bench  & Counter  Scale 

91-022 

Active 

5 

Grain  Test  Scale 

91-153A1 

Active 

5 

Grain  Moisture  Meter 

95-052A4 

Active 

1 

Software  - Scale 

95-160 

Active 

9 

Indicating  Element  - Scale 

87-039 A2 

Active 

9 

Indicating  Element  - Scale 

93-042 

Inactive 

1/1/97 

8 

Indicating  Element  - Scale 

92-182 

Active 

5 

Load  Cell 

86-043A1 

Active 

10 

Load  Cell 

91-011 

Active 

5 

Load  Cell 

87-052P 

Inactive 

11/1/91 

5 

Load  Cell 

97-042A1 

Active 

1 

Load  Cell 

98-038 

Active 

1 

Load  Cell 

98-019 

Active 

1 

Load  Cell 

99-039 

Active 

1 

Load  Cell 

99-040 

Active 

1 

Load  Cell 

87-054P 

Inactive 

11/1/91 

5 

Load  Cell 

86-044 A2 

Active 

7 

Load  Cell 

88-298 A 1 

Active 

6 

Load  Cell 

86-045 A 1 

Active 

10 

Load  Cell 

86-046A3 

Active 

9 

Load  Cell 

87-053 A 1 

Active 

9 

Load  Cell 

95-058 

Active 

8 

Load  Cell 

95-134 

Active 

9 

Load  Cell 

94-053 

Active 

7 

Load  Cell 

95-061 

Active 

8 

Load  Cell 

97-081 

Active 

1 

Load  Cell 

00-078 

Active 

1 

ECR  - Scale 

99-123 

Active 

1 

ECR  - Scale 

92-071 

Inactive 

12/31/94 

5 

ECR  - Scale 

95-019 

Inactive 

1/1/96 

8 

ECR  - Scale 

95-020 

Inactive 

1/1/97 

8 

ECR  - Scale 

92-070 

Inactive 

12/31/94 

5 

ECR  - Scale 

92-140 

Inactive 

12/31/94 

5 

ECR  - Scale 

95-021 

Inactive 

1/1/96 

8 

ECR  - Scale 

93-050 

Inactive 

12/31/94 

6 

ECR  - Scale 

95-022 

Inactive 

1/1/98 

8 

ECR  - Scale 

95-084 

Inactive 

1/1/97 

8 

ECR  - Scale 

93-049 

Inactive 

12/31/94 

6 

ECR  - Scale 

95-023 

Inactive 

1/1/98 

8 

ECR  - Scale 

95-017 

Inactive 

10/31/96 

9 

ECR  - Scale 

99-123A1 

Effective 

No.  5-47 


Model 

Device 

Certificate 

Status 

Pub  5 

Number 

Type 

No. 

Edition 

Shekel  Electronic  Scales 

Merav  Series 

Indicating  Element  - Scale 

94-059 

Active 

7 

SC  150 

POS  Scale 

89-133A2 

Inactive 

1/1/98 

5 

SC-400 

POS  Scale 

93-018 

Inactive 

1/1/98 

5 

SC-600 

POS  Scale 

93-138 

Active 

7 

SC250-Q 

POS  Scale 

91-071 

Inactive 

1/1/98 

5 

Shelburne  Scale  Company  Ltd. 

WCS  Series 

Bulkweighing  System 

97-141A1 

Active 

1 

Shore  Sales  Company 

2KG 

Bench  & Counter  Scale 

96-168 

Inactive 

1/1/99 

9 

SI  Technologies,  Inc. 

STN-1 

Load  Cell 

94-072 

Active 

7 

Softsense  Computer  Products,  Inc. 

Compu-Touch 

ECR - LMD 

95-003 

Active 

8 

Solid  Waste  Technologies,  Inc. 

DATA  MGMT  SYSTEM 

Software  - Scale 

93-034 

Active 

6 

Sooner  Scale,  Inc. 

350 

Indicating  Element  - Scale 

98-172 

Active 

1 

450,  455,  and  550  Series 

Indicating  Element  - Scale 

98-171 

Active 

1 

60001 

Load  Cell 

98-173 

Active 

1 

650  Series 

Indicating  Element  - Scale 

98-170 

Active 

1 

65023S 

Load  Cell 

98-174 

Active 

1 

65040S 

Load  Cell 

98-175 

Active 

1 

FT  Series 

Vehicle  Scale 

95-089 

Active 

10 

PLS  18  X 7 

Livestock  Scale 

90-050A1 

Inactive 

1/1/96 

10 

PLSx  Series 

Livestock  Scale 

95-039 

Active 

8 

XXYYZZ-QS  and  XXYYZZ-QC 

Vehicle  Scale 

92-039A1 

Active 

8 

Sorrento  Electronics  Inc. 

302  XX 

Other  - LMD 

98-194 

Active 

1 

330  XX  and  375  XX 

Wholesale/VTM  Controller/Reg 

98-195 

Active 

1 

416xx&  417xx 

Wholesale/VTM  Controller/Reg 

98-196 

Active 

1 

Southwestern  Scale  Co.,  Inc. 

6070-PV 

Vehicle  Scale 

88-273 

Active 

5 

LP  Series 

Vehicle  Scale 

88-265 

Active 

7 

LP4848-5 

Floor  Scale 

94-016 

Active 

7 

SL  Series 

Vehicle  Scale 

93-062 

Active 

9 

SP  Systems,  Incorporated 

SP  1000 

Vehicle  Scale 

88-290 

Inactive 

1/1/94 

5 

Special  Teams,  Inc. 

ACCESS  2000 

ECR  - Scale 

92-168 

Inactive 

1/1/97 

5 

Spectra  Physics 

760SLS-RD 

Other  - Scale 

89-147 

Inactive 

10/27/93 

5 

960LS 

Bench  & Counter  Scale 

92-130 

Inactive 

1/1/99 

5 

Sterling  Scale  Company,  Inc. 

6000  Plus 

Indicating  Element  - Scale 

86-027 

Inactive 

10/11/93 

5 

DC15LP-XXYY-Z*  Series 

Floor  Scale 

97-015 

Active 

1 

No.  5-48 


Device  Type  By  Company 


Softsense  Computer  Products,  Inc. 

1155  Hammond  Drive,  Suite  E5200 

Atlanta,  GA  30328 

Ms.  Nancy  Crandall 

(800)339-0992  FAX  (404)399-5667 

Solid  Waste  Technologies,  Inc. 

1095  Cranbury  South  River  Rd. 

Suite  24 

Jamesburg,  NJ  08831 

Mr.  Jerome  Prevete 
(609)860-0900  FAX  (609)860-0939 

Solution^  Inc.  / 

40227-CHndi/trial  Park  Circle 

GeorgetowN/TX  78626 

Mr.  Ed  Mamtosh 

(512)  71/8826  FAX  (512)863-4943 

Sooner  Scale,  Inc. 

2428  S.W.  14th  Street 

P.O.  Box  82386 

Oklahoma  City,  OK  73148 

Mr.  Chris  Bagley 

(405)236-3566  FAX  (405)239-6229 

Sores  Tronix  E.J>R.L. 

2076  PirWcr/t 

Santa  Ros^l/CA  95403 

Mr.  JoseyOrfc 

(707)575-5524  FAX  (707)575-5524 

Sorrento  Electronics  Inc. 

10240  Flanders  Ct. 

San  Diego,  CA  92121-3990 

Mr.  William  Gratza 

(619)457-8862  FAX  (619)457-8741 

Souther  Equipment  Sales,  Inc. 

5409  W.  Lehfcetter 

Dallas,  TX  75236 

Mr.  Gene  Souther 

(972)  296&231  FAX  (972)  296-5607 

Southwestern  Scale  Co.,  Inc. 

2535  West  Broadway,  P.O.  Box  8760 
Phoenix,  AZ  85041 

Mr.  Rollin  Dumont 
(602)  243-3951 

SP  Systems,  Incorporated 

PO  Box  82386 

Oklahoma  City,  OK  73148 

Mr.  Steve  McFadden 
(405)  235-3127 

Special  Teams,  Inc. 

700  22nd  Avenue  South 

Brookings,  SD  57006 

Mr.  Eric  Sandven 
(605)  697-6311 

Spectra  Physics 

959  Terry  St. 

Eugene,  OR  97402 

Mr.  Bruce  Paris 

(503)683-5700  FAX  (503)586-1702 

Staples^  Inc/ 

500  Staples  Drive 

Framingnam,  MA  01702 

Mr.  Bi/rrLake 
(508-253-7^66 

Sterling  Scale  Company,  Inc. 

20950  Boening  Road 

Southfield,  Ml  48075 

Mr.  Don  Dixon 

(248)358-0590  FAX  (248)358-2275 

Stock  Equipment/Company 

16490  Chillioojne  Road 

Chagrin  Fall/oH  44023-4398 

Mr.  Kevin/.  Ahaxeff 
(216)542-6000  FAX  (216)543-4624 

StorePoint 

7220  Avenida  Encinas,  Suite  206 

Carlsbad,  CA  92009 

Mr.  Douglas  W.  Fick 
(760)931-6940  FAX  (760)931-6978 

Stores  Automated  Systems,  Inc. 

311  Sinclair  Street 

Bristol,  PA  19007 

Ms.  Tammy  Bailey 

(215)785-4321  FAX  (215)785-5329 

Straight  International  Company 

PO  Box  69 

Adel,  IA  50003-0069 

Mr.  Theodore  D.  Hansen 
(515)993-4272  FAX  (515)993-4271 

Stress-Tek,  Incorporated 

5920  S.  194th  Street 

Kent,  WA  98032 

Mr.  Keith  Reichow 

(206)872-0299  FAX  (206)872-9626 

Structural  Instrumentation,  Inc. 

4611  So.  134th  Place 

Tukwila,  WA  98168 

Mr.  Michael  Dague 

(206)244-6100  FAX  (206)246-7195 

Sulzer  Canada,  Inc. 

(See  Sulzer  USA,  Inc.) 

Company  Names  and  Addresses 


No.  2-25 


Model 

Device 

Certificate 

Status 

Pub  5 

Number 

DCE 

Type 

Vehicle  Scale 

No. 

92-207 

Active 

Edition 

i 

DW650 

Indicating  Element  - Scale 

88-260 

Inactive 

10/11/93 

5 

DW750 

Indicating  Element  - Scale 

90-038 

Inactive 

1/1/98 

5 

DW780A 

Indicating  Element  - Scale 

93-052 

Active 

6 

DW800  and  DW810 

Indicating  Element  - Scale 

94-009 A 1 

Active 

8 

Econ 

Floor  Scale 

92-146 

Active 

5 

SC-xxyy-zzz  Series 

Bench  & Counter  Scale 

98-197 

Active 

1 

SSR  Series* 

Load  Cell 

96-062 

Active 

9 

StorePoint 

C-Point 

ECR- LMD 

99-052 

Active 

1 

Stores  Automated  Systems,  Inc. 

1028,  1028AT  & Super  Star 

ECR  - Scale 

96-110 

Active 

9 

eX-10 

ECR  - LMD 

95-116 

Inactive 

1/1/96 

9 

eX-10 

ECR  - LMD 

96-069 

Active 

9 

SASI  eX-xxxx  Series 

ECR  - Scale 

97-085 

Active 

10 

SuperStar 

ECR  - Scale 

90-009A1 

Inactive 

1/1/96 

5 

Straight  International  Company 

701 OS  LC 

Vehicle  Scale 

96-117 

Active 

1 

RTS  70icy48  & RTS  7010 

Vehicle/Railway  T rack  Scale 

96-127 

Active 

1 

Stress-Tek,  Incorporated 

ST-300 

Hanging  Scale 

88-264 

Inactive 

1/1/97 

5 

Structural  Instrumentation,  Inc. 

9500  WLW;  9501  WLW 

Wheel  Load  Weigher 

95-124P 

Active 

9 

L30382 & L3083 

Wheel  Load  Weigher 

93-038PA2 

Active 

1 

L3270 

Vehicle  Scale 

93-104P 

Active 

7 

L5320 

Indicating  Element  - Scale 

93-039 

Active 

6 

L5XXX  Series 

Indicating  Element  - Scale 

94-090 

Active 

7 

Sulzer  Canada,  Inc. 

2001 /4PSD 

RMFD  - Dispenser  (CNG) 

94-044 

Inactive 

1/1/99 

7 

Sulzer  USA,  Inc. 

SGX.XXX 

RMFD  - Dispenser  (CNG) 

97-106 

Active 

1 

Sun  Digital  Microsystems 

SD  Series 

Floor  Scale 

98-079 

Active 

1 

Sun  Refining  and  Marketing  Co. 

E-511 

RMFD  - Dispenser 

92-031 

Inactive 

1/1/94 

6 

Sun  Scale  Inc. 

SHS 

Load  Cell 

90-171 P 

Inactive 

1 1/1/91 

5 

Suntronic  Technology  Group 

SM-2000 

RMFD  - Register 

93-007 

Active 

5 

SM-3000 

SM-960 

ECR  - LMD 

ECR  - LMD 

93-048A1 

89-1 59A1 

Active 

Active 

5 

SR-996 

RMFD  - Dispenser 

92-015 

Active 

5 

SR/SP/SS/SM 

Card  Reader  - LMD 

89-160A1 

Active 

5 

Superior  Load  Cell 

AW600B 

Load  Cell 

90-052A1 

Inactive 

4/12/94 

5 

AW900B 

Load  Cell 

90-090 

Inactive 

4/12/94 

5 

Device  Type  By  Company 


No.  5-49 


Model 

Device 

Certificate 

Status 

Pub  5 

Number 

Type 

No. 

Edition 

Sweda  Group  Inc. 

2845 

ECR  - Scale 

86-004 

Inactive 

8/9/93 

5 

5420 

ECR  - Scale 

88-163 

Inactive 

8/9/93 

5 

6700 

ECR  - Scale 

88-164 

Inactive 

8/9/93 

5 

Swintec  Corporation 

SW  2250 

ECR  - Scale 

94-114 

Active 

9 

Symbol  Technologies,  Inc. 

SC-400 

POS  Scale 

93-019 

Inactive 

1/1/97 

5 

Symbology  Systems  Inc. 

Autoflow 

Other  - LMD 

00-098 

Active 

1 

Syracuse  Scale  Co,  Inc. 

ALC850 

Load  Cell 

90-139 

Active 

5 

ALVS-6080 

Vehicle  Scale 

90-101 

Active 

5 

Systech/MGV  America,  Inc. 

OpenField 

ECR  - Scale 

00-039 

Active 

1 

Systems  Associates,  Incorporated 

525 

Indicating  Element  - Scale 

88-301 

Inactive 

1/1/99 

5 

530 

Indicating  Element  - Scale 

97-134 

Active 

1 

7425  and  7430 

Railway  T rack  Scale 

96-141 

Active 

10 

NP 

Railway  T rack  Scale 

88-084 

Active 

5 

Systems  Datar 

SASY 

Software  - Scale 

93-136 

Inactive 

1/1/96 

7 

T.  E.  Ibberson  Company 

LS-200-4T 

Hopper  Scale 

98-095 

Inactive 

1/1/99 

1 

Tanita  Corporation 

BSC 

Bench  & Counter  Scale 

94-017 

Active 

7 

BWB-627A 

Bench  & Counter  Scale 

91-023A2 

Active 

5 

BWB-800A 

Floor  Scale 

98-059 

Active 

1 

TBF  Series* 

Floor  Scale 

99-098 

Active 

1 

TLC 

Bench  & Counter  Scale 

93-078 

Active 

6 

TLC-100A 

Bench  & Counter  Scale 

99-112 

Active 

1 

Tara  Systems 

TR-1 

Indicating  Element  - Scale 

91-077 A2 

Active 

5 

TARE  Incorporated 

L-600A 

Floor  Scale 

92-166 

Inactive 

1/1/97 

5 

S-60001A-XX 

Load  Cell 

92-027 

Active 

5 

Tare-S 

Load  Cell 

93-124 

Active 

6 

TISB-XX 

Load  Cell 

97-063 

Active 

1 

Taxitronic 

TX34 

Taximeter 

00-026 

Active 

1 

TX36 

T aximeter 

98-149A1 

Active 

1 

TCI  Scales,  Inc. 

OKD-6 

Hanging  Scale 

99-014 

Active 

1 

TEC  America,  Inc. 

FDS-50 

ECR  - Scale 

89-099 

Inactive 

1/1/97 

5 

No.  5-50 


Device  Type  By  Company 


Model 

Device 

Certificate 

Status 

Pub  5 

Number 

H- 1 7 00-30-Z0-  US 

Type 

Printer  - LMD 

No. 

93-054 

Active 

Edition 

6 

H-91 00-30M-FFB-US 

Computing  Scale 

98-169 

Active 

1 

M-2300* 

ECR  - Scale 

95-102 

Active 

9 

MA  1700 

ECR  - Scale 

91-142 

Inactive 

1/1/97 

7 

MA  1900 

ECR  - Scale 

88-269 

Inactive 

1/1/97 

5 

MA-1190 

ECR  - Scale 

87-030 

Inactive 

1/1/97 

5 

MA-1600  & FDS-30 

ECR  - Scale 

91-025 

Inactive 

1/1/97 

5 

MA-1650  & FS-1650 

ECR  - Scale 

95-098 

Active 

9 

MA-290 

ECR  - Scale 

87-045 

Inactive 

1/1/97 

5 

Series  M-2800 

ECR  - Scale 

95-042 

Active 

9 

SL31-50R 

Prepackaging  Scale 

87-047 

Inactive 

12/12/94 

5 

SL  43-100 

Computing  Scale 

87-048 

Inactive 

12/12/94 

5 

SL59-30L 

Computing  Scale 

87-046 

Inactive 

12/12/94 

5 

SL  5900-3(X)-C(Y)-US 

Computing  Scale 

90-062A1 

Inactive 

1/1/97 

5 

SL-2200  Series 

Computing  Scale 

91-096A1 

Active 

10 

SL-37-08L 

Bench  & Counter  Scale 

88-271 

Inactive 

12/12/94 

5 

SL-37-15L-N 

Computing  Scale 

87-044 

Inactive 

1/1/97 

5 

SL-39-30L-N 

Computing  Scale 

87-043 

Inactive 

12/12/94 

5 

SL-39-50-N 

Bench  & Counter  Scale 

88-270 

Inactive 

1/1/97 

5 

SL-47-50-L-N 

POS  Scale 

89-021 

Active 

5 

SL-57-30l-n 

Computing  Scale 

87-122 

Inactive 

1/1/97 

5 

SL-66-30-1 

Computing  Scale 

87-049A2 

Inactive 

1/1/97 

5 

SL- 9000- 30  Series  & OP-9000-R 

Computing  Scale 

95-033A1 

Active 

10 

SL-9000-30M  (or  -30M)-FFH-US 

Hanging  Scale 

99-037 

Active 

1 

Tedea-Huntleigh  Europe  Limited 

220 

Load  Cell 

00-025 

Active 

1 

3510 

Load  Cell 

95-132A1 

Active 

9 

355s 

Load  Cell 

95-131 

Active 

9 

4158 

Load  Cell 

97-114 

Active 

1 

620 

Load  Cell 

95-130A1 

Active 

9 

Tedea-Huntleigh,  inc. 

1010&  1015 

Load  Cell 

89-074A3 

Active 

1 

1022 

Load  Cell 

96-122 

Active 

9 

1040/1041 

Load  Cell 

89-075A 2 

Active 

7 

1042 

Load  Cell 

96-123A2 

Active 

1 

1 130  Series 

Load  Cell 

00-082 

Active 

1 

1250 

Load  Cell 

89-054A1 

Active 

8 

1260* 

Load  Cell 

96-064 

Active 

9 

1320 

Load  Cell 

94-115 

Active 

8 

240 

Load  Cell 

92-181 

Active 

9 

3410,3411,3420,  3421 

Load  Cell 

89-053A2 

Active 

10 

Tektra  International 

AS-3001 P 

Computing  Scale 

89-035 

Inactive 

12/31/94 

5 

HAN15P/15BP 

Computing  Scale 

93-071 A2 

Inactive 

1/1/97 

8 

HS-30IF 

Bench  & Counter  Scale 

92-170A1 

Inactive 

1/1/97 

6 

Tele-Weight,  Inc. 

TW-1 

Indicating  Element  - Scale 

88-172A3 

Active 

5 

Teraoka  Seiko  Co.,  Ltd 

DS-688-XX  Series* 

Bench  & Counter  Scale 

00-068 

Active 

1 

DS-860  Series 

Bench  & Counter  Scale 

98-023 

Active 

1 

Device  Type  By  Company 


No.  5-51 


Model 

Device 

Certificate 

Status 

Pub  5 

Number 

Type 

o 

z 

Edition 

The  Steinlite  Corporation 

SL95 

Grain  Moisture  Meter 

97-073A3 

Active 

i 

Thurman  Scale  Company 

1000  and  1001 

Floor  Scale 

95-156 

Active 

8 

2000 

Floor  Scale 

92-014 

Active 

5 

21 00  and  2200 

Indicating  Element  - Scale 

95-164 

Active 

9 

31,41,61 

Indicating  Element  - Scale 

93-099 

Inactive 

1/1/98 

6 

320  and  325 

Indicating  Element  - Scale 

88-140 

Inactive 

1/1/97 

9 

3500 

Floor  Scale 

88-258P 

Inactive 

12/27/93 

5 

3500 

Floor  Scale 

89-089 

Inactive 

1/1/98 

5 

405 

Indicating  Element  - Scale 

91-017 

Inactive 

12/27/93 

5 

430 

Indicating  Element  - Scale 

91-007 

Inactive 

12/27/93 

5 

445 

Indicating  Element  - Scale 

92-201A1 

Inactive 

1/1/98 

8 

455 

Indicating  Element  - Scale 

91-008 

Active 

5 

465 

Indicating  Element  - Scale 

91-009A1 

Active 

9 

600 

Printer  - Scale 

91-027 

Inactive 

12/27/93 

5 

620 

Indicating  Element  - Scale 

91-010 

Inactive 

1/1/98 

5 

8100,81 10  & 8120  Series 

Vehicle  Scale 

88-037 A3 

Active 

8 

8130,  8140 

Vehicle  Scale 

88-036A2 

Active 

8 

8510/20/30/40 

Vehicle  Scale 

87-080 

Active 

8 

8550 

Vehicle  Scale 

90-109 

Active 

8 

8555,  8565,  and  8555-C 

Vehicle  Scale 

99-043 

Active 

1 

8560 

Vehicle  Scale 

89-016A1 

Active 

9 

8710 

Vehicle/Railway  T rack  Scale 

96-019 

Active 

9 

8760 

Railway  T rack  Scale 

96-056 

Active 

10 

BP  3000  Series 

Bench  & Counter  Scale 

98-062 

Active 

1 

CB  xxxx* 

Bench  & Counter  Scale 

99-027 

Active 

1 

IB  2000 

Indicating  Element  - Scale 

98-162 

Active 

1 

ICW  2500 

Indicating  Element  - Scale 

97-156 

Active 

1 

1 HA-2300 

Indicating  Element  - Scale 

97-157 

Active 

1 

IS-3000-XXX 

Indicating  Element  - Scale 

99-033 

Active 

1 

IT-2000- XXX 

Indicating  Element  - Scale 

99-034 

Active 

1 

SB  3000  Series 

Bench  & Counter  Scale 

97-154 

Active 

1 

TBS  Series 

Hopper  Scale 

88-142 

Active 

9 

TSC100 

Load  Cell 

92-090 

Inactive 

1/1/97 

5 

TSC300 

Load  Cell 

92-092 

Inactive 

1/1/97 

5 

TSC700 

Load  Cell 

92-089 

Inactive 

1/1/97 

5 

TSC800 

Load  Cell 

92-091 

Inactive 

1/1/97 

5 

TSC800H/TSC840H 

Load  Cell 

93-109 

Inactive 

1/1/97 

6 

TSC900 

Load  Cell 

93-110 

Inactive 

1/1/97 

6 

TSP  150 

Bench  & Counter  Scale 

97-155 

Active 

1 

TTS  Series 

Hopper  Scale 

88-141 

Active 

9 

XXPITxxxx-y-ZZZ  Series 

Vehicle  Scale 

95-158 

Active 

10 

XXPT  xxxx-YY-y-ZZZ  Series 

Vehicle  Scale 

95-157 

Active 

10 

XXSSXXXX-YY-Y-ZZZ 

Vehicle  Scale 

95-159 

Active 

10 

TIF  Instruments,  Inc. 

9010  C 

Bench  & Counter  Scale 

99-078 

Active 

1 

Titan  Industries,  Inc. 

SP4-CB-PHL-D4X 

Wholesale  Meter 

94-120 

Active 

8 

Tokheim  Corporation 

1100  & 1200  Series 

RMFD  - Dispenser 

90-145 

Inactive 

1/1/98 

9 

162  Series 

RMFD  - Dispenser 

92-021 

Inactive 

1/1/98 

9 

No.  5-52 


Device  Type  By  Company 
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Pub  5 

Number 
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z 

o 

Edition 

184  Series  (MEMS  IV) 

RMFD  - Console/Controller 

86-032A2 

Active 

6 

185  Series  (MEMS  V) 

ECR-  LMD 

87-079A 2 

Active 

6 

2000-/200 1-/2006- 12XXX  Series 

Wholesale/VTM  Controller/Reg 

92-142 

Active 

9 

2000R  Series  & 4000R  Series 

Other  - LMD 

99-083 

Active 

1 

2010 

Wholesale/VTM  Controller/Reg 

89-034 

Active 

5 

2020 

Wholesale/VTM  Controller/Reg 

89-033 

Active 

5 

220  & 330 

RMFD  - Dispenser 

90-144A1 

Inactive 

1/1/98 

6 

26-DPT 

Card  Reader  - LMD 

96-018 

Active 

10 

262- HV  (High  Volume) 

RMFD  - Dispenser 

90-020 

Inactive 

1/1/98 

5 

262A  & 262HV 

RMFD  - Dispenser 

89-1 15A2 

Active 

10 

2652-Suffix  & 2653-Suffix 

RMFD  - Dispenser 

95-152 

Active 

9 

300B-#K,400B-#K,  & 600B-#K 

Card  Reader  - LMD 

96-105 

Active 

9 

400  Series 

RMFD  - Dispenser 

99-080 

Active 

1 

4000  Series 

RMFD  - Dispenser 

99-081 

Active 

1 

600  Series 

RMFD  - Dispenser 

99-082 

Active 

1 

682 

Wholesale  Meter 

90-151 A2 

Inactive 

1/1/98 

6 

7500  & 8700E  Series 

RMFD  - Dispenser 

95-045 

Active 

10 

785- HV 

RMFD  - Dispenser 

89-017 

Inactive 

1/1/98 

5 

Centurion  Series 

RMFD  - Dispenser 

99-084 

Active 

1 

Columbus 

ECR  - LMD 

97-003 

Active 

10 

ECS  Series 

RMFD  - Console/Controller 

99-085 

Active 

1 

Highway  001 

ECR  - LMD 

99-086 

Active 

1 

HXXX-X  Series*  (Premier) 

RMFD  - Dispenser 

92-21 6 A2 

Active 

9 

IPT  Series* 

Card  Reader  - LMD 

99-087 

Active 

1 

MMX  3000  & MMX  PRO  Series 

ECR  - LMD 

99-088 

Active 

1 

ROC 

RMFD  - Console/Controller 

88-277A1 

Inactive 

1/1/98 

5 

SMI  00 

Other  - LMD 

99-089 

Active 

1 

SPECTRA 

ECR  - LMD 

93-079 

Active 

6 

TCS 

RMFD  - Dispenser 

90-0 14A1 

Inactive 

1 1/8/93 

5 

TCS  Series 

RMFD  - Dispenser 

87-0 18  A3 

Inactive 

1/1/98 

6 

Vision  3100  & 3200 

RMFD  - Register 

92-202 

Active 

6 

VX  100  & VX  DHC  (Controller)* 

ECR  - LMD 

95-119 

Active 

9 

Tomra  Pacific,  Inc. 

Workstation  VI. 05 

Other  - Scale 

00-070 

Active 

1 

Toptech  Systems,  Inc. 

TMS-5.XX 

Wholesale/VTM  Controller/Reg 

95-1 18A1 

Active 

1 

Torrey  SA 

EQB  20/40  & EQB  50/100 

Bench  & Counter  Scale 

98-206 

Active 

1 

EQM  Series 

Floor  Scale 

98- 007 A 1 

Active 

1 

ME  Series 

Bench  & Counter  Scale 

99-195 

Active 

1 

MEQ  Series  and  MFV-40L* 

Bench  & Counter  Scale 

96-085A2 

Active 

1 

MFQ-40L  & MFQ-40LT 

Computing  Scale 

95-041 A2 

Active 

1 

PLP  Series 

Floor  Scale 

00-047 

Active 

1 

Totalcomp,  Inc. 

AP  Series 

Bench  & Counter  Scale 

96-186 

Active 

10 

APX  Series 

Bench  & Counter  Scale 

96-185 

Active 

10 

GS-XXX 

Load  Cell 

97-022 

Active 

10 

GSB-XXX  Series 

Load  Cell 

98-033 

Active 

1 

NBSS-XX 

Load  Cell 

92-028 

Inactive 

10/31/94 

5 

Nikkei  NS 

Load  Cell 

89-130A1 

Active 

7 

Nikkei  NDE 

Load  Cell 

89-132A1 

Inactive 

1/1/99 

5 

Nikkei  NSB  & NSBT 

Load  Cell 

89-131 A1 

Inactive 

10/31/94 

5 

NS  Series 

Device  Type  By  Company 

Load  Cell 

99-126 

Active 

1 

No.  5-53 

Model 

Device 

Certificate 

Status 

Pub  5 

Number 

T-80 

Type 

Indicating  Element  - Scale 

No. 

91-110 

Active 

Edition 

5 

T500,  T500E,  T500ESS 

Indicating  Element  - Scale 

96-028 

Active 

9 

TC2P1 

Load  Cell 

94-136 

Active 

8 

TD-1-1050 

Indicating  Element  - Scale 

98-052 

Active 

1 

TD-S  Series 

Load  Cell 

97-101A1 

Active 

1 

TDE03-XXX  Series 

Load  Cell 

98-034 

Active 

1 

TDE40 

Load  Cell 

92-191 

Inactive 

1/1/99 

5 

TDE40-XXX  & TDE23-XXX 

Load  Cell 

98-032 

Active 

1 

TS 

Load  Cell 

93-015 

Active 

5 

TS-XX 

Load  Cell 

93-028 

Active 

6 

TS2-XXX-SS 

Load  Cell 

96-162 

Active 

10 

TSB 

Load  Cell 

93-016 

Inactive 

10/31/94 

5 

TSB-XX,  TSB-XX-SS 

Load  Cell 

93-029 

Inactive 

10/31/94 

6 

TSB-XX-SS 

Load  Cell 

94-019 

Active 

7 

TSB/NSB-XX 

Load  Cell 

93-123 

Active 

6 

TXxX  Series 

Floor  Scale 

97-019 

Active 

10 

TXxX-YYY 

Floor  Scale 

93-030 

Inactive 

1/1/99 

6 

Towa  Meccs  Corporation 

OZ  Series 

Computing  Scale 

00-012 

Active 

1 

Transcell  Technology,  Inc. 

BSS  Series 

Load  Cell 

97-028 

Active 

10 

PC-30,  PC-70  & PC- 150 

Bench  & Counter  Scale 

96-136A1 

Active 

1 

SBS  Series 

Load  Cell 

95-146 

Active 

9 

S PS-30 

S hippi  ng/Postal/Classif  iers 

97-088 

Active 

10 

SRP300 

Bench  & Counter  Scale 

95-034 

Active 

9 

Tl  Series 

Indicating  Element  - Scale 

94-080A2 

Active 

9 

T 1-1 500  Ser  &TI-1600Ser 

Indicating  Element  - Scale 

99-017 

Active 

1 

TransDataNet  Corporation 

TS1 100/RSI  1-A1/EMR-100* 

RMFD  - Register 

97-108A1 

Active 

1 

Transonic  Measurements  Corp. 

5000 

Floor  Scale 

99-127A1 

Active 

1 

Transtronic  Scale  Co. 

SP  Series 

Bench  & Counter  Scale 

93-059A1 

Active 

6 

TI-2000 

Indicating  Element  - Scale 

92-122 

Inactive 

1/1/96 

5 

Tri-Coastal  Industries 

OKD-6 

Hanging  Scale 

90-131 

Inactive 

1/1/99 

5 

Triangle  Microsystems,  Inc. 

800F 

RMFD  - Console/Controller 

92-145 

Active 

5 

MPC-8X&  MPC-16X 

RMFD  - Console/Controller 

90-163A1 

Active 

6 

TMS  800F 

RMFD  - Console/Controller 

92-165 

Active 

6 

TriCo  Farm  Service,  Inc. 

TFS  1 

Hopper  Scale 

96-039 

Active 

9 

TRIMAX  Retail  Systems 

TRIMAX  POS  V3.xx.xx  Software 

Software  - LMD 

97-048 

Active 

10 

Triner  Scale  & Manufacturing 

600  E 

Indicating  Element  - Scale 

89-144 

Active 

5 

600  E 

Indicating  Element  - Scale 

92-040 

Active 

5 

600B 

Floor  Scale 

92-094 

Active 

5 

No.  5-54 
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600B 

Type 

Floor  Scale 

No. 

92-095 

Active 

Edition 

5 

TS 

Floor  Scale 

93-074 

Active 

6 

TS-30P 

Shipping/Postal/Classifiers 

00-058 

Active 

1 

TS-30P  (old) 

S hi  ppi  ng/Postal/Classif  iers 

97-103 

Active 

10 

TS-70PX 

Bench  & Counter  Scale 

00-063 

Active 

1 

Troemner,  Inc. 

800A 

J eweler’s/Presc/G  rain 

90-056 

Active 

5 

Tru-Test  Certified  Scales 

AG  500-1 

Indicating  Element  - Scale 

90-103 

Active 

5 

EC2000 

Indicating  Element  - Scale 

00-069 

Active 

1 

Tru-Test  Distributors  Ltd. 

MCS  and  SMCS  Series 

Livestock  Scale 

99-209 

Active 

1 

Tulsa  Gas  Technologies,  Inc. 

T GT-X-XXXX-XX-XXXX 

RMFD  - Dispenser  (CNG) 

96-1 55A1 

Active 

10 

Tuthill  Corporation 

500 

RMFD  - Console/Controller 

88-161 

Inactive 

1/1/98 

5 

FR307&  UL307 

RMFD  - Dispenser 

98-021 

Active 

1 

FR712 

RMFD  - Dispenser 

92-076 

Active 

5 

Tuthill  Transfer  Systems 

TSXXY 

Vehicle  Tank  Meter 

99-210 

Active 

1 

Tyrel  Corporation 

TC-10 

Indicating  Element  - Scale 

89-086A4 

Active 

7 

TCP-10 

Printer  - Scale 

91-033 

Inactive 

1/1/98 

5 

UniWeigh 

Indicating  Element  - Scale 

91-063 

Inactive 

1/1/99 

5 

U-Ship  International  Ltd. 

ET  300  & ET  400 

Other  - Scale 

99-113 

Active 

1 

U.S.  Durum  Milling 

160K  Bin 

Hopper  Scale 

92-148 

Inactive 

1/1/96 

5 

UHL  Scale  Service,  Inc. 

15-15 

Railway  T rack  Scale 

92-178 

Active 

5 

1514X  Series 

Vehicle  Scale 

98-016 

Active 

1 

2514X  Series 

Vehicle  Scale 

98-015 

Active 

1 

3512,2412, 2410 

Vehicle  Scale 

89-164 

Active 

5 

7510 

Vehicle/Railway  T rack  Scale 

99-001 A1 

Active 

1 

AGU 

Livestock  Scale 

98-073 

Active 

1 

EZUXXXYY  Series 

Vehicle  Scale 

98-077 

Active 

1 

FT  Series/ FT XXXYY  (Flat  Top) 

Vehicle  Scale 

97-109 

Active 

1 

LVU  - XXYY* 

Livestock  Scale 

98-075 

Active 

1 

RRU 

Railway  T rack  Scale 

98-074 

Active 

1 

RS-XXYY 

Livestock  Scale 

96-034A1 

Active 

1 

SR-S  Series  & SR-P  Series 

Vehicle  Scale 

91-029A2 

Active 

1 

SRU 

Vehicle  Scale 

98-076 

Active 

1 

XxXHP-YYK 

Floor  Scale 

92-061 

Active 

5 

XXYYZZCTT 

Vehicle/Railway  T rack  Scale 

98-181 A1 

Active 

1 

Ultra  Load  Cells 

SB1-N-XXX  Series 

Load  Cell 

97-118 

Inactive 

1/1/99 

1 

SC  1-N-XXX  Series 

Load  Cell 

97-117 

Inactive 

1/1/99 

1 
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UniBridge  Scale  Systems 

DL9000  Series* 

Load  Cell 

91-099A1 

Active 

10 

MS8010 

Vehicle  Scale 

95-163A1 

Active 

10 

UB11-3158-12 

Vehicle  Scale 

99-131 

Active 

i 

UBDL8900 

Load  Cell 

89-073P 

Inactive 

11/1/91 

5 

UBE 

Floor  Scale 

88-246A1 

Active 

5 

UBHRAUTO-XX 

Bulkweighing  System 

99-130 

Active 

1 

UBRD&  UBRS  Series 

Vehicle/Railway  T rack  Scale 

97-080 

Active 

1 

UBSH121022 

Vehicle  Scale 

92-045 

Active 

9 

UBSR  1301040 

Vehicle  Scale 

87-01 3P 

Active 

5 

UBSR  1301040 

UBUSR701045 

Vehicle  Scale 

Vehicle  Scale 

87- 01 3PA1 

88-  242 P 

Effective 

Active 

5 

UBXXHXX40* 

Vehicle  Scale 

88-030 

Active 

9 

Unipulse  Corporation 

F800 

Indicating  Element  - Scale 

96-059 

Active 

9 

F850 

Indicating  Element  - Scale 

96-060 

Active 

9 

F860 

Indicating  Element  - Scale 

96-061 

Active 

9 

Unitec  Corporation 

B.l.  And  P.V.  Series 

Vehicle  Scale 

99-148 

Active 

1 

LP  and  SP  Series 

Vehicle  Scale 

99-147 

Active 

1 

United  Dairy  Farmers 

UDF  1 V7.6.XX  Software 

ECR-  LMD 

97-159 

Active 

1 

United  Parcel  Service 

Version  9702 

Software  - Scale 

97-086 

Active 

10 

Universal  Weigh  Systems  of  Santa  Rosa 

2830  Computing  Scale 

92-068 

Inactive 

1/1/94 

5 

Universel  Dispenser  Corporation 

3000M-XX-Y-Z* 

RMFD  - Dispenser 

99-118 

Active 

1 

31 XX,  51 XX  , & 71 XX 

RMFD  - Dispenser  (CNG) 

99-124 

Active 

1 

4000M-XX-X 

RMFD  - Dispenser 

99-119 

Active 

1 

UV  9XXX-X 

RMFD  - Dispenser 

99-120 

Active 

1 

Universel  Epsco,  Inc. 

3000 

RMFD  - Dispenser 

91-119 

Inactive 

1/1/96 

5 

3000M-XX-Y-Z* 

RMFD  - Dispenser 

96-010 

Active 

10 

31 XX,  51 XX,  and  7 1 XX* 

RMFD  - Dispenser  (CNG) 

96-011 

Active 

10 

31XX/51XX/71XX 

RMFD  - Dispenser  (CNG) 

95-109 

Inactive 

1/1/96 

9 

4000M-XX-X 

RMFD  - Dispenser 

91-116 

Inactive 

1/1/96 

5 

4000M-XX-Y-Z* 

RMFD  - Dispenser 

96-012 

Active 

10 

7100M-X-XX 

RMFD  - Dispenser 

91-151 

Inactive 

1/1/96 

5 

7100M-X-XX-X 

RMFD  - Dispenser 

96-013 

Inactive 

1/1/99 

10 

8000M-X-XX 

RMFD  - Dispenser 

91-117 

Inactive 

1/1/96 

5 

8000M-X-XX-X 

RMFD  - Dispenser 

96-014 

Inactive 

1/1/99 

10 

Univision  9000  Series 

RMFD  - Dispenser 

95-141 

Active 

9 

Uniwell  Systems  (USA)  Inc. 

UX-43 

ECR  - Scale 

98-141 

Active 

1 

UX-60,  UX-60F,  UX-70,  UX-70F 

ECR  - Scale 

97-128 

Active 

1 

Valmet,  Inc. 

HO  L0097 1 86 

Other  - Scale 

99-064 

Active 

1 
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Vande  Berg  Scales,  Inc. 

HA-MO  NO- 1000 

Monorail  Scale 

97-005 

Active 

10 

ST-MONO-IOOO  & ST-MONO-500 

Monorail  Scale 

97-004 

Active 

10 

Veeder-Root  Co 

2003 

RMFD  - Register 

90-143PN 

Inactive 

7/8/93 

5 

EMR-100 

Whdesale/VTM  Controller/Reg 

97- 089 A 1 

Active 

1 

Velcon/Flex  Weigh 

5 

Indicating  Element  - Scale 

00-072 

Active 

1 

VeriFone,  Inc 

Diamond  SuperSyst  II 

ECR  - Scale 

94-078 

Inactive 

1/1/99 

7 

VeriFone,  Inc. 

Gemstone  Ruby 

RMFD  - Register 

94-070 

Active 

7 

Vertex  Industries,  Inc. 

DRX-3 

J ewel  er’s/P  resc./G  rain 

87-019 

Active 

5 

DWM2-1SE 

Grain  Test  Scale 

86-015 

Active 

5 

Vertical  Software  Inc. 

ScaleT  rac 

Software  - Scale 

93-098 

Active 

6 

Virtual  Measurements  & Control, 

VC-505  & VC-501 

LLC 

Indicating  Element  - Scale 

98-089 

Active 

1 

W.R.  Grace  & Co. 

24  P 

Other 

87-091 

Inactive 

1/1/94 

5 

536 

Other 

86-034 

Inactive 

1/1/94 

5 

Waconia  Manufacturing,  Inc. 

SH  Series 

Hopper  Scale 

00-079 

Active 

1 

VT  Series 

Hopper  Scale 

99-094 

Active 

1 

WMI-BW  -XX  Series 

Hopper  Scale 

96-187 

Active 

10 

Wal-Mart  Stores,  Inc. 

C-APPLICATION  = XXX  YY  7777 

ECR  - Scale 

98-105 

Active 

1 

Washington  State  Patrol 

SP-ST 

Vehicle  Scale 

99-115 

Active 

1 

SV 

Vehicle  Scale 

99-116 

Active 

1 

Waugh  Controls  Corporation 

1300 

RMFD  - Console/Controller 

94-104 

Active 

7 

2300-X-X-X-X-X-X-X 

Whoiesale/VTM  Controller/Reg 

92-124A1 

Inactive 

1/1/98 

7 

720-X-X-X-X 

Wholesale  Meter 

94-065 

Inactive 

1/1/99 

7 

Winblend4000TMS  3000 

Bulkweighing  System 

94-103 

Active 

7 

Webb  Corporation 

LS  Series* 

Livestock  Scale 

95-113 

Active 

1 

Webb 

Other  - Scale 

94-116 

Active 

9 

Webster  Scale,  Inc. 

LR 

Livestock  Scale 

88-312 

Active 

5 

MT  & MTD  Series 

Vehicle  Scale 

88-300 

Active 

7 

Weigh  Systems  South 

FS5000 

Floor  Scale 

99-143 

Active 

1 
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Weigh-Tronix  Canada  U.L.C. 

AGXXXYYZZN-S  Series 

Vehicle  Scale 

00-090 

Active 

I 

BPV7010-100T 

Vehicle  Scale 

98-207 

Active 

i 

CS-10000 

Floor  Scale 

98-146 

Inactive 

1/1/99 

i 

El  0702005 

Vehicle/Railway  T rack  Scale 

96-1 72A1 

Active 

i 

Weigh-Tronix,  Inc 

1150;  1151;  3420 

Computing  Scale 

88-025 

Inactive 

1 1/30/93 

5 

2200-1 

Bench  & Counter  Scale 

88-309 

Inactive 

1 1/30/93 

5 

3222 

Bench  & Counter  Scale 

88-272A1 

Active 

5 

3270M 

Indicating  Element  - Scale 

90-112 

Inactive 

1 1/30/93 

5 

3270S 

Bench  & Counter  Scale 

90-114 

Inactive 

1 1/30/93 

5 

3275 

Indicating  Element  - Scale 

94-035 

Active 

7 

3400 

Computing  Scale 

89-123A1 

Inactive 

1/1/97 

5 

3420 

Computing  Scale 

88-026 

Inactive 

11/30/93 

5 

3450 

Computing  Scale 

89-124 

Inactive 

1/1/98 

5 

37 IX,  67 IX,  and  781X-XX 

Bench  & Counter  Scale 

00-096 

Active 

1 

3734  & 7800  Series 

Bench  & Counter  Scale 

95-1 21 A1 

Active 

1 

3815 

Bench  & Counter  Scale 

88-268 

Inactive 

1 1/30/93 

5 

3825 

Bench  & Counter  Scale 

88-252A1 

Active 

5 

3835 

Floor  Scale 

87-093A1 

Active 

5 

3875 

Bench  & Counter  Scale 

88-311 

Inactive 

1/1/97 

5 

4000-1, 4100 

Shipping/Postal/Classifiers 

87-1 21 A4 

Inactive 

10/15/95 

5 

4100-1  and  IS-4100 

S hi  ppi  ng/Postal/Classif  iers 

98-035 

Active 

1 

4740,  Z2002,  6710 

POS  Scale 

92-05 1A2 

Active 

8 

560 

Indicating  Element  - Scale 

88-020 

Inactive 

1 1/30/93 

5 

575 

Indicating  Element  - Scale 

88-236 

Inactive 

1 1/30/93 

5 

5788 

Indicating  Element  - Scale 

87-031 

Inactive 

1/1/97 

5 

5790 

Indicating  Element  - Scale 

87-042 

Inactive 

11/30/93 

5 

66XX  Ser/76XX  Ser/3632T  and  3633T 

Bench  & Counter  Scale 

95-071  A3 

Active 

1 

78XX,  67XX,  7720  & 373XT 

Bench  & Counter  Scale 

95-070A5 

Active 

1 

A120-TA 

Shipping/Postal/Classifiers 

90-135 

Inactive 

1/1/97 

5 

BS-1214/BS-99 

Bench  & Counter  Scale 

92-173A1 

Inactive 

1/1/97 

7 

DFE & FLE 

Floor  Scale 

88-29 1A2 

Inactive 

1 1/30/93 

5 

HS-100 

Hanging  Scale 

90-137 

Inactive 

1/1/98 

5 

HSDC  200 

Hanging  Scale 

89-106 

Inactive 

11/30/93 

5 

MK-100 

Load  Cell 

94- 037 A 1 

Active 

8 

MK- XXVII 

Load  Cell 

99-015 

Active 

1 

MK-XXXVIII  (38) 

Load  Cell 

00-030 

Active 

1 

PCSR  3400 

Hanging  Scale 

90-029 

Inactive 

1/1/97 

5 

SB-1414-250 

Bench  & Counter  Scale 

92-172 

Inactive 

1/1/97 

5 

SC-100 

Floor  Scale 

89-105 

Inactive 

1 1/30/93 

5 

SC-300P  or  T 

Bench  & Counter  Scale 

91-124A2 

Active 

7 

STE  and  SLE 

Floor  Scale 

88-232A1 

Inactive 

1 1/30/93 

5 

WC-700  Family 

Indicating  Element  - Scale 

92-171A1 

Inactive 

1/1/97 

7 

WI-160 

Indicating  Element  - Scale 

90-1 13A1 

Active 

5 

W 1-160 

Indicating  Element  - Scale 

92-125 

Active 

7 

W 1-171 

Indicating  Element  - Scale 

90-030 

Active 

5 

WI-190M 

Indicating  Element  - Scale 

91-024 

Active 

5 

Veigh-Tronix,  Inc. 

220 

Load  Cell 

00-067 

Active 

1 

3090-DL-2000;3090-SL-2000* 

Other  - Scale 

95-025 

Active 

9 

BMC  and  BMS  Series 

Vehicle  Scale 

97-074A2 

Active 

1 

BS  XXYY  Series 

Bench  & Counter  Scale 

88-1 04 A2 

Active 

1 

CH-2000  Series 

Hanging  Scale 

99-012A1 

Active 

1 

No.  5-58 


Device  Type  By  Company 
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Certificate 

Status 

Pub  5 

Number 

Type 

No. 

Edition 

CK-100 

Load  Cell 

88-299 

Active 

5 

DCX  Series 

Load  Cell 

98-039 

Active 

1 

DS  & DSFS 

Floor  Scale 

88-221 

Active 

5 

DS  2424A-005 

Bench  & Counter  Scale 

88-230 

Active 

5 

DSB  Series 

Floor  Scale 

95-147 

Active 

9 

DSLXXXX-YY 

Floor  Scale 

90-132A2 

Active 

10 

DW3030/DWS3030 

Floor  Scale 

93-130 

Active 

7 

FCT  SXXXX-YYYT* 

Vehicle  Scale 

90-108A4 

Active 

8 

FCXT  and  IMXT  Series 

Vehicle  Scale 

98-040 

Active 

1 

FLS  Series 

Load  Cell 

96-01 5A1 

Active 

10 

FMTS  & IMTS  Series 

Vehicle  Scale 

88-307 A4 

Active 

1 

FTMSC-XXXX-XXX 

Vehicle  Scale 

90-079 

Active 

5 

HS  DS-XXXX- YYY 

Floor  Scale 

98-185 

Active 

1 

LP 

Floor  Scale 

88-222 

Active 

5 

LTT  Series 

Load  Cell 

95-093A 1 

Active 

1 

MCTM-73 1 0- 1 00T  3 

Vehicle  Scale 

90-082A1 

Active 

5 

Motion  Stabilzer 

Indicating  Element  - Scale 

90-134 

Active 

5 

MRS 

Monorail  Scale 

88-223 

Active 

5 

MS  & MSB  Series 

Bench  & Counter  Scale 

96-082 

Active 

9 

MTS  6010-60T 

Vehicle  Scale 

89-002 

Active 

5 

QC-3265 

Indicating  Element  - Scale 

96-020 

Active 

9 

QTLT  SC-05  & QTLT  SC- 10 

On-Board  Weighing 

95-126A1 

Active 

1 

RLP  Series 

Railway  T rack  Scale 

96-071 

Active 

10 

SC-XXXX-YYY 

Bench  & Counter  Scale 

90-1 07 A2 

Active 

1 

STS-50 

On-Board  Weighing  System 

98-072 

Active 

1 

SW1500 

Load  Cell 

93-120 

Active 

7 

WBA-12.5K 

Load  Cell 

98-025 

Active 

1 

WBB 

Load  Cell 

93-089 

Active 

6 

WBC 

Load  Cell 

87-120 

Active 

5 

WBC 

Load  Cell 

88-039 

Active 

5 

WBF-12.5K 

Load  Cell 

97-094 

Active 

1 

WBLS/WBPS 

Load  Cell 

93-090 

Active 

6 

WBM 

Load  Cell 

88-046 

Active 

5 

WBP 

Load  Cell 

87-095 A 1 

Active 

5 

WBP,  WBR,  WBL 

Load  Cell 

87-090A3 

Active 

5 

WBT  Series 

Load  Cell 

87- 1 1 9 A3 

Active 

1 

Wl  110 

Indicating  Element  - Scale 

87-066A 

Active 

5 

WI-114 

Indicating  Element  - Scale 

91-062 

Active 

5 

W 1-1 20 

Indicating  Element  - Scale 

88-235A1 

Active 

5 

WI-125 

Indicating  Element  - Scale 

92-167A4 

Active 

1 

WI-127&  WI-127  GTN 

Indicating  Element  - Scale 

96-140A1 

Active 

1 

WI-130&  WI-130  Simulcast 

Indicating  Element  - Scale 

95-008A2 

Active 

1 

WI-150  and  WI-152 

Indicating  Element  - Scale 

92-206 

Active 

5 

W P-240 

Printer  - Scale 

88-310 

Active 

5 

W P-255 

Printer  - Scale 

93-025 

Active 

6 

XL  54XX-SB1T 

Floor  Scale 

93-065 

Active 

6 

WeighMaster  International 

LL  (Lolander)  Series 

Vehicle  Scale 

98-210 

Active 

1 

LL  (Lowlander)  Series 

Vehicle  Scale 

96-086 

Inactive  1/1/98 

10 

WeighTech,  Inc. 

HS-xxx-yyyyy 

Hopper  Scale 

98-065 

Active 

1 

Series  2000 

Indicating  Element  - Scale 

98-066 

Active 

1 

Weldotron  Corporation 

9000 

Prepackaging  Scale 

91-018 

Inactive  1/1/98 

5 

Device  Type  By  Company  No.  5-59 
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Device 

Certificate 

Status 

Pub  5 

Number 

Type 

No. 

Edition 

Weldtec  Scales 

50-60T 

Vehicle  Scale 

89-135PN 

Inactive 

1/1/94 

5 

Western  Scale  Company  Limited 

DF-1000 

Indicating  Element  - Scale 

87-117 

Active 

5 

DF1500 

Indicating  Element  - Scale 

95-009 

Active 

8 

DF2000 

Indicating  Element  - Scale 

87-029 

Active 

5 

DF2500 

Indicating  Element  - Scale 

92-119 

Active 

5 

M2000A-XX* 

Indicating  Element  - Scale 

00-076 

Active 

1 

XXXYYYYYZ  PLE  Series 

Vehicle  Scale 

00-109 

Active 

1 

Western  Sugar  Company 

Beetpiler  9001  & Beetpiler  9002 

Hopper  Scale 

00-023 

Active 

1 

Beetpiler-01 

Hopper  Scale 

96-189 

Inactive 

1/1/99 

10 

Weyerhaueser  Paper  Company 

MRS 

Other  - Scale 

99-125 

Active 

1 

Whitehouse  Software 

EdgePOS 

ECR  - Scale 

98-108 

Active 

1 

Winslow  Scale  Company 

136  Series 

Load  Cell 

88-239PA1 

Active 

10 

Series  7 

Floor  Scale 

92-035 

Active 

5 

Wisconsin  Electrical  Mfgr.  Co.,  Inc. 

HI  2150  WC-(XX) 

Indicating  Element  - Scale 

91-160 

Active 

5 

HML-3000 

Indicating  Element  - Scale 

88-099 

Active 

5 

WW-Paul  Scales 

LFT-700S 

Livestock  Scale 

00-113 

Active 

1 

Yamato  Corporation 

301TAD 

Bench  & Counter  Scale 

91-080 

Inactive 

1/1/96 

7 

BD-125PK-XXX 

Bench  & Counter  Scale 

87-097 

Active 

5 

Delicell 

Computing  Scale 

95-112 

Active 

9 

DP  1212  XXX 

Bench  & Counter  Scale 

99-028 

Active 

1 

DP-1 41 4/2015/3030/4040/4848 

Floor  Scale 

97-121 

Active 

1 

DP-6100GP 

Floor  Scale 

96-102A1 

Active 

1 

DPI-320 

Indicating  Element  - Scale 

96-016 

Active 

9 

DPI-500 

Indicating  Element  - Scale 

96-163 

Active 

10 

DSY  1 1 00  Series 

Bench  & Counter  Scale 

95-065 A 1 

Active 

10 

HDS-820 

Hanging  Scale 

89-044 

Inactive 

1/1/98 

5 

PBS-1100 

Floor  Scale 

95-115 

Active 

9 

POLO-1 2K 

Indicating  Element  - Scale 

88-207 

Inactive 

10/11/93 

5 

PPC-XXX  Series 

Bench  & Counter  Scale 

98-1 25 A2 

Active 

1 

R-220 

Bench  & Counter  Scale 

98-205 

Active 

1 

SEP-12K 

Indicating  Element  - Scale 

88-206 

Inactive 

10/11/93 

5 

SX-2000 

Indicating  Element  - Scale 

88-240A1 

Inactive 

1/1/96 

5 

No.  5-60 


Device  Type  By  Company 


« 

P 
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Last  Serial  Numbers  for  Models 
on  Inactive  Certificates  of  Conformance 
as  of  September  30,  2000 

(This  section  is  a list  of  the  last  serial  number  of  a device  manufactured  before  the  CC  became  INACTIVE) 


Company  Name 

CC  Number 

Model  Number 

Serial  Number 

Airway  Scaie  and  Mfg  Co.,  Inc. 

90-142 

AW900B 

AW 9534 

90-141 

AW600B 

AW9557 

90-1 40PN 

XX  XL  YY 

AW9535 

93-101 

MTS 

AW9500 

Alkon  Corporation 

86-033 

LCI-1 

58099 

Analogic  Corporation 

87-075 

AN5322 

Not  on  file 

87-073 

AN5315 

Not  on  file 

91-083 

AN3050 

Not  on  file 

Ascom  Hasler  Mailing  Systems, 

90-0 19A2 

MPS100RN 

RN  0991 

Inc. 

90-01 9A2 

3100N 

NR  02499 

90-01 9A2 

3000N 

N 01928 

90-01 9A2 

MPS100N 

MN  0996 

AT&T  Global  Information 

87-032 

2522 

No  longer  on  file 

Solutions 

88-006 

2T57-30XX 

No  longer  on  file 

88-005 

2061 -54 XX 

21-18926181 

88-244 

4522 

None  manufactured 

88-245 

4526-0102 

None  manufactured 

87-024 

2157 

No  longer  on  file 

88-257 

2126-1400 

21-20549542 

90-011 

4000-XX1X 

30-20036825 

Avery  Weighing  Technology 

87-071 A1 

3359 

w tower:  90813100 

87-071A1 

3359 

w/o  tower:  90809100 

Bennett  Pump  Company 

88-083 

100 

Not  on  file 

89-072 

OMNI-OT 

Not  on  file 

90-036PN 

81 

Not  on  file 

Berkel  Incorporated 

88-171 

688LS 

88035030 

88-181 

680  MKII 

Unknown 

90-095 

RSI  50 

5S890050 

90-095 

RS300 

5SW0050 

90-154 

623LS 

Cl  300796 

88-1 79A1 

1770 

K0428040 

92-037 

A100E 

93158038 

92-038 

A600/15 

59061425 

92-038 

A600/30 

59069042 

92-193 

CXI  2 

59071255 

92-193 

CXI  5 

92078050 

87-009 

522 

15790 

Serial  Number  Descriptio 


No  information  provided. 


No  information  provided. 


No  information  provided. 


No  encoding  information  provided. 


No  information  provided. 


No  information  provided 


Bob  Fonger  of  Bennett  states  they 
have  no  serial  number  records  but 
gives  assurance  that  no  models  are  in 
the  distribution  chain. 


No  information  provided. 


Last  Serial  Numbers 


No.  6-1 


Company  Name 


CC  Number  Model  Number  Serial  Number 


Serial  Number  Descriptio 


Bizerba  United  States,  Inc. 

89-009A1 

Pro  6000 

1024050 

No  information  provided, 

86-023 

PRO  7000 

1239500 

86-028A 

PRO  7400/7500 

1239500 

90-053 

PRO  9000 

1239500 

91-073 

MCI-W 

1241200 

Business  Technologies,  Inc. 

93-055 

VP  4 

1040 

No  information  provided, 

Canmax  Retail  Systems,  Inc. 

87-025 

FULL-Serve 

Not  on  file 

No  serial  numbers  provided.  Last 
product  shipped  2/93. 

Cardinal  Scale  Mfgr.  Co. 

88-276 

740  & 750 

Not  on  file 

89-005:  Last  device  produced  in 

89-005 

738-CBW 

Not  on  file 

1996;  serial  number  should  have 
prefix  no  no  higher  than  "96"  (the  year 

88-061 A1 

PRC-H  & SRC-1 

Not  on  file 

of  manufacture). 

95-014 

MS-950  & MS-850 

Not  on  file 

88-276:  Prefix  should  be  no  higher 

than  9712  (year  and  month  of 
manufacture). 

88-061 A1:  This  CC  was  a duplication 


of  95-162  which  remains  active. 
95-014:  No  devices  ever  sold. 


CASIO,  INC. 

92-041 

92-048 

CE-4600 

TK-2600 

6209260 

6206550 

No  information  provided. 

Cedarapids,  Inc. 

92-072 

HMS  3006 

11052201 

No  information  provided. 

Centrodyne  Corporation  of 

America 

86-029 

630 

1020 

No  information  provided. 

Control  Logic  Corporation 

88-234 

88-234 

CLC 1100 

CLC 1200 

1550 

2019 

Serial  Nos.  are  not  encoded  with'date 
of  manufacture. 

Daniel  Industries,  Inc. 

90-060 

90-1 22A1 

90-028A1 

1405-1 5-SP 

PT 

LR 

96-520XXX 

96-500019 

96-500305 

The  first  two  digits  indicate  the  year  of 
manufacture.  The  two  digits  following 
the  dash  indicate  the  week  of  the  year 
in  which  the  item  was  manufactured. 

Dresser  Equipment  Group, 

Wayne  Division 

88-262A3 

88-263A2 

651000 

A078000 

DDX-490-1L 

WP/CT 

No  encoding  information  available 

Exact  Equipment  Corporation 

88- 1 84A1 

89- 107 

951 

921,  921 R 

9W3959 

2K035182 

1st  no.  is  last  digit  of  year,  2nd 
character  is  bi-weekly  code  of  year, 
A=1st  two  weeks,  B=2nd  two,  etc. 

Rest  of  digits  is  serial  number. 

No.  6-2 


Last  Serial  Numbers 


Company  Name 


CC  Number  Model  Number  Serial  Number 


Serial  Number  Descriptio 


Graco,  Inc. 

90-164 

(P/N)  222-560 

No  S/N  available 

93-020A1 

222-431 

A 11528 

93-020A1 

222-432 

A 677 

93-020A1 

222-433 

1 6525 

GSE/General  Weighing  Systems 

88-087 

4535 

908185 

88-088 

531 

905160 

88-254 

Freedom  II 

010294 

89-025A2 

Econo-Weigh 

108011 

Hardy  Instruments,  Inc. 

90-075 

HI2150WC-(XX) 

2699 

Hobart  Corporation 

88-051 

1841 

UR 

88-052 

1865 

UR 

89-091 A2 

GT6000 

MP 

92-062 

1800 

MF 

92-062 

1840 

TF 

88-053A1 

NM 

No  encoding  information  available. 


88-087:  Last  date  of  mfg:8/89 
88-088:  Last  date  of  mfg:5/90 

88- 254:  Last  date  of  mfg:  10/90 

89- 025A2:  Last  date  of  mfg.:8/91 


This  product  is  no  longer  being 
manufactured  as  of  10/96. 


All  Equipment  has  a manf.  Date  field 
"MD"  as  follows:  First  Letter  = Month 
A-Jan,  E-Feb,  R-Mar,  P-Apr,  Y-May, 
U-Jun,  L-Jul,  G-Aug,  T-Sep,  C-Oct,  N- 
Nov,  M-Dec.  Second  Letter  = Year: 
A-1980,  B-1981,  C-1982,  D-1983,  E- 
1984,  F-1985,  G-1986,  H-1987,  J- 
1988,  K-1989,  L-1990,  M-1991,  N- 
1992,  P-1-993,  R-1994,  S-1995,  T- 
1996,  U-1997,  V-1998,  W-1999,  X- 
2000,  Y-2001,  Z-2002,  A-2003  (The 
cycle  repeats). 

92-062:  Month/date  code  (MD)  of  last 
model  mfg'd.  on  data  plate. 


Howe  Scale  Company 

88-044 

9000 

89-087A1 

HR-50DK 

89-087A1 

HR-50WK 

88-1 78A1 

34 

94-007 

E6970 

IBM  Corporation 

89-148 

4687-2 

91-067 

4684-xxx 

92-132 

469601 

92-133 

**960RD 

Indiana  Scale  Company,  Inc. 

92-060 

IN-20 

Industrial  Data  Systems,  Inc. 

90-059 

Matrix  500 

Interface,  Inc. 

88-038P 

SSB 

88-040P 

MB 

International  Weighing  Systems 

88-231 

NCD  1400 

A038156 

No  information  provided. 

45047 

45044 

94-007:  First  2 digits  (90)  = year, 
Second  2 digits  (08)  = month, 
Remaining  digits  100558  = Sequential 

3450093 

90  08-100558 

order  number 

23-V4689 

00-46049 

41-21252 

SC5728020 

No  encoding  information  provided. 

90634-610 

Not  date  coded,  but  shipped  1 1/92 

6870 

Last  shipment  date  was  10/28/93. 

Not  on  file 

These  are  "not-for-legal-trade" 

Not  on  file 

devices. 

9707.14493 

97  (year);  07  (month).  14493  (serial 
no.) 

Last  Serial  Numbers 


No.  6-3 


Company  Name 


CC  Number  Model  Number  Serial  Number 


Serial  Number  Descriptio 


Interquip 


InterSystems,  Inc. 


Ishida  Co.  Ltd. 


Livingston  Seed  Company 


Marcum  Fuel  Systems,  Inc. 


Mettler-Toledo,  Inc 


Mettler-Toledo,  Inc. 


Micro  Motion,  Inc. 


97-107 

COMPUREG  1L 

IQ1 0971 646 

88-294 

90-021 

92-043 

Masterweigh  IV-A 
Masterweigh  IV 
Masterweigh  V 

06931002273 

078848CT009 

05961006083 

90-031 

89-143 

MG-2500 

MG-2500 

0011743 

0011743 

92-046 

92-046 

A & B 

A & B 

B=B-2670 

A = A-2822 

95-108 

APEX  MXX- 
XXXXXX 

960020 

87-004A5 

PJxxxG 

P36086 

89-080 

8806 

Not  on  file 

90-085 

XX96 

Not  on  file 

87-1 05A1 

M8141/8141 

Not  on  file 

87-01 6A1 

8146  & 8146D 

Not  on  file 

89-082A1 

8520A 

Not  on  file 

89-083A1 

8520 

Not  on  file 

92-023 

3026 

Not  on  file 

88-048 

7540 

Not  on  file 

88-045 

Truckmate  MV 
1051 

Not  on  file 

92-121 

8522A  (Analog) 

Not  on  file 

92-162 

8522  (Digital) 

Not  on  file 

92-215 

3036 

Not  on  file 

90-01 0A1 

XX38 

Not  on  file 

94-023 

8505 

Not  on  file 

89-029A1 

8305 

Not  on  file 

94-047 

EX120A 

9308S01 03944 

94-047 

EX1200A 

9308S000551 1 

No  information  provided 


No  coding  information  given. 


1st  no.  is  last  digit  of  year,  2&3  are 
month,  rest  are  the  serial  number. 


No  coding  information  provided 


No  encoding  info  provided. 


No  coding  information  given. 


xxxxxx-x  XX  (first  6 digits  = serial 
number;  next  digit  is  manufacturing 
plant  code;  last  tow  digits  = date  of 
manufacturing). 


The  first  4 digits  represent  a 
manufactured  date  (9308  is  August 
1993).  The  next  four  digits  represent 
non-metrological  features  & model 
size.  The  last  four  digits  represent  a 
non-repetitive  incrementing  serial 
number  for  model,  size,  and  wetted 
materia 


New  Brunswick  International,  Inc. 

87-113 

DS-260 

316000 

No  information  provided. 

86-026 

DS-430 

631000 

91-049 

LCB-1000H 

961000 

92-107 

SM-40 

236000 

91-145 

DS-580 

CS-100 

Ohaus  Corporation 

88-229 

PBI 

7589 

No  coding  information  provided. 

No.  6-4 


Last  Serial  Numbers 


Company  Name 


CC  Number  Model  Number  Serial  Number 


Serial  Number  Descriptio 


Ohio  Valley  Scale  & Equipment 

Corp 

88-182 

PLP 

9311-040 

Omron  Systems  of  America 

87-050 

RS8510 

7800100 

87-050 

RS8550 

2802915 

88-1 05A1 

RS5510 

8802687 

88-1 05A1 

RS5541 

8801060 

88-250 

RS81-31 

4715048 

92-011 

RS5000 

1000470 

Pacific  Scale  Co.,  Inc. 

91-105A1 

P 

90-01027 

91-169 

AGX 

94-01054 

Paper  Company 

91-111PN 

NEXUS  50  A 

Not  on  file 

Pennsylvania  Scale  Company 

88-115 

PS400 

Not  on  file 

88-116 

PS400-T 

Not  on  file 

88-117 

P100 

Not  on  file 

Petro  Vend  Inc. 

92-127 

K-2500 

A430710 

93=year,  11=month,  040=consecutive 
number 


1st  character  is  the  month  (Sep  is  9, 
Oct  is  X,  Nov  is  Y,  Dec  is  Z),  2nd 
character  is  the  month,  the  rest  are 
the  serial  number. 


No  encoding  information  provided. 


No  information  given. 


No  information  given. 


POS  Data  Products,  Inc. 


91-015  POSISCALE  3030  7467-32401 


No  coding  information. 


Sanyo  Fisher  (USA)  Corporation 

90-1 02A1 

ECR645 

58213403 

No  coding  information. 

90-1 02A1 

ECR635 

58223142 

Scientech,  Inc. 

88-027 

SE5550 

6262 

No  coding.  Just  a sequential  number. 

Sensortronics,  Inc. 

87-052P 

60048A 

345523 

Serial  Nos.  do  not  include  a data 

87-054P 

6501 6A 

348820 

code. 

Spectra  Physics 

89-138 

760SLS 

9172659 

Last  unit  was  shipped  5/28/93. 

89-147 

760SLS-RD 

9172659 

Sterling  Scale  Company,  Inc. 

88-260 

DW650 

9157 

No  information  provided. 

86-027 

6000  Plus 

7057637 

TEC  America,  Inc. 

87-048 

SL-43-100 

5A  xxxxx 

Example  Ser.  No.  6E  xxxxx: 

87-047 

SL-31-50R 

9E  xxxxx 

6=production  year  1986, 

87-043 

SL-39-30L-N 

2T  xxxx 

E=production  month:  A=Jan,  D=Feb, 
E=Mar,  H=Apr,  K=May,  M=Jun, 

87-046 

SL-69-30L 

6E  xxxxx 

N=Jul,  P=Aug,  S=Sep,  T=oct, 

88-271 

SL-37-08L 

6E  xxxxx 

W=Nov,  Y=Dec  xxxxx=numeric 

sequence 


Last  Serial  Numbers 


No.  6-5 


Company  Name 


CC  Number  Model  Number  Serial  Number 


Serial  Number  Descriptio 


Tektra  International 

89-035 

AS-3001P 

Not  on  file 

92-1 70A1 

HS-30IF 

0951-1 

93-071A2 

HAN-1 5P 

EB2N7288 

93-07 1A2 

HAN-1 5BP 

EB2N5373 

Totalcomp,  Inc. 

89-131A1 

Nikkei  NSB  & 
NSBT 

86786 

92-028 

NBSS-XX 

111727 

93-016 

TSB 

DZ3173 

93-029 

TSB-XX-SS 

DZ0787 

93-029 

TSB-XX 

DZ3173 

Transtronic  Scale  Co. 

92-122 

TI-2000 

4073001 

Tuthill  Corporation 

88-161 

500 

40385 

Universel  Epsco,  Inc. 

91-116 

4000  Series 

4846 

91-117 

8000  Series 

4378 

91-119 

3000 

4796 

91-151 

7100  Series 

4856 

95-109 

3100  Series 

3101 

95-109 

5100  Series 

5143 

95-109 

7100  Series 

7125 

Weigh-Tronix,  Inc 

88-025 

1150;  1151;  3420 

SR  57  93  0000 

88-020 

560 

SR  56  93  0000 

88-026 

3420 

SR  57  93  0000 

88-232A1 

STE,  SLE 

SR  05  93  0000 

88-268 

3815 

SR  09  93  0000 

88-236 

575 

SR  46  93  0000 

88-309 

2200-1 

SR  99  93  0000 

89-105 

SC-100 

SR  97  93  0000 

89-106 

HSDC  200 

89  12  700 

90-114 

8270S 

SR  H2  93  0200 

90-112 

3270M 

SR  HI  93  0200 

88-291 A2 

DFE,  DFL 

SR  03  93  0000 

87-042 

5790 

SR  46  93  0000 

Yamato  Corporation 

88-206 

SEP-12K 

6RX0200 

88-207 

POLO-1 2K 

6QZ5433 

88-240A1 

SX2000 

6SP0381 

91-080 

301  TAD 

1SZ0904 

No  information  given. 


No  coding  information  given. 


First  digit  pertains  to  the  year  (94). 
The  next  4 digits  represent  month  and 
day,  respectively.  Last  2 digits 
represent  the  number  of  scales 
produced  that  day. 


No  encoding  information  available 


No  encoding  information  provided. 


No  information  provided 


In  SN  X R X YYYY,  R = 1993,  YYYY 
= SN;  no  SN  should  be  > 0200. 
Q=1992;  no  SN  should  be  > 5433. 
The  last  4 digits  of  SNs  are 
consequent  in  each  model;  the  first  3 
digits  are  for  model  identification. 


No.  6-6 


Last  Serial  Numbers 


